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WSR 22-17-021 
PROPOSED RULES 


EMPLOYMENT SECURITY DEPARTMENT 
[Filed August 5, 2022, 10:41 a.m.] 


Continuance of WSR 22-14-049. 


Preproposal 


Hearing Location(s): On September 29, 2022, at 9:0 
Meeting ID 865 1049 4742, Passcode 285303, Call-in 253-215-8782. Join 
Zoom meeting https://esd-wa-gov.zoom.us/j/86510494742? 
pwd=NUNO0a0F2cWg5Q0ULCFIwWTWRib1Vjdz09. 


Date 

Submi 
98507-9046 
2022. 

Assis 


WSR 22-17-021 


statement of inquiry was filed as WSR 21-11-052. 


O a.m. Zoom, 


of Intended Adoption: October 5, 2022. 


t Written Comments to: Josh Dye, P.O. Box 904 


6, Olympia, WA 


, email rules@esd.wa.gov, fax 844-652-7096, by September 29, 


tance for Persons with Disabilities: Contact Teresa Eck- 


stein, phone 360-507-9890, fax 360-586-4600, TTY relay 711, email 


teresa.eckstein@esd.wa.gov, by September 22, 2022. 
Purpose of the Proposal and I 


ts Anticipated Effects, Including 


Any Changes in Existing Rules: The proposed rules clarify that, during 
a public health emergency, benefits for claimants terminated from work 


due to entering quarantine because of an exposure 


to or contracting 


the disease that is the subject of the declaration of the public 


health emergency will be charged 100 percent to the cl 
employer if: 


aimant's last 
(a) The employer is a base-period employer; (b) the em- 


ployer is a contribution- -paying employer; (c) the employer is a health 
care facility as defined in RCW 9A.50.010; and (d) the claimant was 


directly involved in the delivery of health services. Additionally, 


the rules clarify that 


emergency, 


fessional, 


t during the weeks of a declared public health 


an unemployed health care worker described in RCW 
50.20.050(3) and 50.29.021 (1) (c) (i111) is considered available for 
work while isolated or under quarantine as directed by a medical pro- 
local health official, or the secretary of health, if the 


individual 


is available for work that will commence after the isola- 


tion or quarantine period ends; or which can be performed for an em- 


ployer from the individual's home. 


Reasons Supporting Proposal: ESSB 5190 amended availability re- 
and created a good cause basis to quit work for certain 
health care workers during a public health emergency; RCW 50.20.010, 
ESSB 5190 also clarified that when an eligible individual's 
employer is a covered contribution paying base year employ- 


quirements 


50.20.050. 
separation 


er, benefits paid 


experience 


to the eligible individual shall be charged to the 


rating account of only the individual's separation employer 
if the individual qualifies for benefits because during 


a public 


health emergency, the claimant worked at a health care facility as de- 


fined in RCW 9A.50.010, 


health services, and was terminated from work due to en 


tine because of exposure to or contracting the disease 


subject of 
50.29.021 


was directly involved in the delivery of 
tering quaran- 


that is the 


the declaration of the public health emergency. RCW 


(1) (c) (411). The proposed rules provide clear 


guidance for the public regarding unemployment benefits 
care workers during a public health emergency. 


Statu 


partment. 
requiremen 


workers during a public health emergency. RCW 50.29.021 
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and usable 
for health 


tory Authority for Adoption: RCW 50.12.010 and 50.12.040 
provide general rule-making authority to the employment 
RCW 50.20.010(5) and 50.20.050(3) address the 
ts and good cause basis to quit work for certain health care 


security de- 
availability 


(1) (c) (iii) 
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states that when an eligible individual's separation employer is a 
covered contribution paying base year employer, benefits paid to the 
eligible individual shal! be charged to th xperience rating account 
of only the individual's separation employer if the individual quali- 
fies for benefits because during a public health emergency, the claim- 
ant worked at a health care facility as defined in RCW 9A.50.010, was 
directly involved in the delivery of health services, and was termina- 
ted from work due to entering quarantine because of exposure to or 
contracting the disease that is the subject of the declaration of the 
public health emergency. 

Statute Being Implemented: RCW 50.20.010, 50.29.021. 

Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Agency Personnel Responsible for Drafting: Josh Dye, 
Olympia, 360-890-3472; Implementation and Enforcement: JR Richards, 
Olympia, 360-463-1079. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is required under RCW 34.05.328. A pre- 
liminary cost-benefit analysis may be obtained by contacting Josh Dye, 
P.O. Box 9046, Olympia, WA 98507-9046, phone 360-890-3472, fax 
844-652-7096, TTY relay 771 [711], email rules@esd.wa.gov. 

The proposed rule does not impose more-than-minor costs on busi- 
nesses. Following is a summary of the agency's analysis showing how 
costs were calculated. Due to the complexity of contribution calcula- 
tions, the department is unable to forecast the costs to individual 
businesses. The proposed rule will create additional benefit charges 
as employers charged under WAC 192-320-075(3) will be charged for 100 
percent of certain claimant's benefits (though an unknown number of 
those benefit charges would have been charged 100 percent regardless 
of the proposed rule). However, the number of possible variables for 
claims precludes the department from making a reliable forecast for 
individual businesses. When the possible increase is viewed across all 
employers, the department anticipates a negligible increase in tax li- 
ability for employer. 


August 5, 2022 
Dan Zeitlin 
Employment Security Policy Director 


OTS-3715.2 


AMENDATORY SECTION (Amending WSR 21-16-034, filed 7/26/21, effective 
1/2/22) 


WAC 192-170-010 Availability for work—RCW 50.20.010. (1) In 
general, the department will consider you available for work if you: 

(a) Are willing to accept suitable full-time, part-time, and tem- 
porary work during the usual hours and days of the week customary for 
your occupation. 

(i) You are not required to accept part-time or temporary work if 
it would substantially interfere with your return to your regular oc- 
cupation. 
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(ii) The requirement to be willing to accept full-time work does 
not apply under the circumstances described in WAC 192-170-050 (1) (b) 
or 192-170-070; 
(b) Are capable of accepting and reporting for any suitable work 
within the labor market in which you are seeking work; 
(c) Do not impose conditions that substantially reduce or limit 
your opportunity to return to work at the earliest possible time; 

(d) Are available for work for at least ((fe*¥)) 40 hours during 
the week during the hours customary for your trade or occupation; and 

(e) Are physically present in your normal labor market area, un- 
less you are actively seeking and willing to accept work outside your 
normal labor market. 

(2) You are considered available for work if you are an active 
registered electrical apprentice in an approved electrical apprentice- 
ship program under chapter 49.04 RCW and chapter 296-05 WAC. 
(3) You are not considered available for work if you fail or re- 
fuse to seek work as required in a directive issued by the department 
under WAC 192-180-010. 
(4) If you are physically located outside of the United States, 
Puerto Rico, or the U.S. Virgin Islands, the department will consider 
you available for work if you meet the requirements of subsections (1) 
and (2) of this section, and: 

(a) You are legally authorized to work in the country in which 
you are physically located; 

(b) You are immediately available for work in the United States; 


or 
(c) You are a spouse or domestic partner of a member of the Uni- 
ted States Armed Forces and you are legally authorized to work within 
the foreign military base where your spouse or domestic partner is 
stationed. 
(5) (a) During the weeks of a declared public health emergency, an 
unemployed health care worker described in RCW 50.20.050(3) and 
50.29.021 (1) (c) (iii) is considered available for work while isolated 
or under quarantine as directed by a medical professional, local 
health official, or the Secretary of Health, if the individual is 
available for work that: 
(i) Will commence after the isolation or quarantine period ends; 


or 
(ii) Can be performed from the individual's home. 
(b) For the purposes of this section, a health care worker is de- 
fined as an individual who was directly involved in the delivery of 


health services at a health care facility as defined in RCW 9A.50.010. 


[Statutory Authority: RCW 50.12.010, 50.12.040, 50.12.042, 50.20.010 
and 50.20.100. WSR 21-16-034, § 192-170-010, filed 7/26/21, effective 
1/2/22. Statutory Authority: RCW 50.12.010, 50.12.040, 50.20.010, 
50.20.230, 50.20.240, 50.29.021, 50.29.025 and 50.29.062. WSR 
21-12-068, § 192-170-010, filed 5/28/21, effective 6/28/21. Statutory 
Authority: RCW 50.12.010, 50.12.040, 50.12.042 and 50.20.010. WSR 
See et § 192-170-010, filed 5/13/20, effective 7/5/20. Statutory 
Authority: RCW 50.12.010, 50.20.010, 50.20.230, 50.20.240, and 

S50E24 040. WSR 20-10-056, § 192-170-010, filed 4/30/20, effective 
7/5/20. Statutory Authority: RCW 50.12.010, 50.12.040, and 50.20.010. 
WSR 10-11-046, § 192-170-010, filed 5/12/10, effective 6/12/10.] 
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AMENDATORY SECTION 


6/28/21) 


(Amending WSR 21-12-068, 


Washington State Register, 


Issue 22-17 


filed 5/28/21, 


WSR 22-17-021 


effective 


WAC 192-320-075 Charges to the separating employer—RCW 
) If a claimant voluntarily quits work to accept 


50.29.021 (1) (c). 


a job with a new empl 
the claim wil 


paid on 


(1 


oyer, 


a contribution-paying employer. 


(2) If a claimani 
this subsection, 
curred will be charged for 


listed in 


paid on the claim if 
base period employer, 


(a) A reduction 
ty-five)) 25 percent 
(b) A reduction 
five)) 25 percent or 


(c) 


A change in 
crease in distance or difficulty of travel 
A deterioration in the individual 


activities 


Ln 


in 


( (ep#e—hund+ed) ) 
ll be charged to th 
employer is the claimant's last employer, 


t quits work becau 


( (epe—hundeed) ) 
the employer is th 


the individual's usual 
or more under WAC 192-150-115; 
the individual's usual 


more under WAC 192-150-120; 


the 


(d) 
192-150-130; 

(e) Illegal 
192-150-135; or 

(£) 
the individual's rel 
WAC 192-150-140. 

(3) 


The individual's usual work was chan 
j Ligious convictions or sin 


compensation of 


hours of 


100 percent of benefits 
e new employer when this new 
a base period employer, 


and 


se of the working conditions 
the employer from whom the separation oc- 
100 percent of benefits 
e claimant's last employer, a 
and a contribution-paying employer. 
ing conditions include: 


These work- 


( (wen— 


( (Ewenty- 


work location which caused a substantial in- 
under WAC 192-150-125; 
L's worksite safety under WAC 


in the individual's worksite under WAC 


ged to work that violates 
cere moral beliefs under 


During a public health emergency, 100 percent of the benefits 


paid on a claim will be charged to a claimant's last employer if: 


a) The employer is a base-period emplo 


er; 


(b) The employer is a contribution-paying employer; 


c) The empl 


er is a heal 


th care facilit 


as defined in RCW 


9A.50.010; 


laimant 


was direct 


t] 


involved in the deliver 


of health 


services; 


e) The claimant 


t was terminated from work due to enterin 


uaran- 


tine because of exposure to or contracting the disease that is the 


subject of the declaration of the public health emergency. 
(4) Benefits based on wages paid by the following entities will 


xperience-rating account of the separating em- 


not be charged 


tö tR 


ployer as described in subsections (1) and (2) if they wer arned: 

(a) In another state; 

(b) From a local government employer; 

(c) From the federal government; or 

(d) From any branch of the United States military. 
[Statutory Authority: RCW 50.12.010, 50.12.040, 50.20.010, 50.20.230, 
50.20.240, 50.29.021, 50.29.025 and 50.29.062. WSR 21-12-068, $ 
192-320-075, filed 5/28/21, effective 6/28/21. Statutory Authority: 
RCW 50.12.010, 50.12.040, 50.12.042. WSR 04-23-058, § 192-320-075, 
filed 11/15/04, effective 12/16/04.] 
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WSR 22-17-024 
WITHDRAWAL OF PROPOSED RULES 
OFFICE OF 


FINANCIAL MANAGEMENT 
[Filed August 5, 2022, 2:32 p.m.] 


The office of financial management (OFM) requests to withdraw WSR 
04 filed with the office of the code reviser on July 6, 2022. 


22-14-] 


22-14-] 


04 is due 


Inslee 


ffective 


ing to 


tact Brandy Chinn 


The purpose of OFM's request to withdraw WAC 357-04-125, 357-19-373, 
357-19-413, 357-46-165, 357-46-195, and 357-58-190 filed as WSR 


to the revised Directive 22-13.1 issued by Governor 
August 5, 2022. OFM intends to refile this rule mak- 


align with Governor Inslee's revised Directive 22-13.1 ata 


later date. 
Should you h 


ave any questions regarding this matter, please con- 
at Brandy.Chinn@ofm.wa.gov or 360-878-2901. 


Roselyn Marcus 
Assistant Director of 
Legal and Legislative Affairs 
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WSR 22-17-034 
WITHDRAWAL OF PROPOSED RULES 


BELLEVUE COLLEGE 
[Filed August 9, 2022, 2:39 p.m.] 


Due to new and substantive changes to WSR 22-14-108, Bellevue 
College's student code of conduct policy 2050, since filing on July 6, 
2022, we respectfully request that our CR-102 be rescinded. We antici- 
pate submission of a new CR-102 in mid-September. 

If additional information is required, contact Lori McRea Keller, 
associate director of policies and special projects, 
loreen.keller@bellevuecollege.edu, or 425-564-6155. 


Loreen M. Keller 
Bellevue College 
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WSR 22-17-035 
PROPOSED RULES 
DEPARTMENT OF 


FISH AND WILDLIFE 
[Filed August 10, 2022, 8:52 a.m.] 


Continuance of WSR 22-11-092 filed on March 18, 2022. 

Preproposal statement of inquiry was filed as WSR 20-21-058 on 
October 14, 2020; and WSR 20-21-057 on October 14, 2020. 

Title of Rule and Other Identifying Information: WAC 220-200-100 
Wildlife classified as protected shall not be hunted or fished. This 
rule's original hearing date was June 24-25, 2022. Due to June's agen- 
da and time constraints, Chair Baker announced that this agenda item 
would be moved to a future meeting and is part of the official record. 

Hearing Location(s): On September 23-24, 2022, at 8:00 a.m., at 
Ocean Shores Convention Center, 120 West Chance A La Mer N.W., Ocean 
Shores, WA. In-person and hybrid. Information on how to register to 
testify at the public hearing is available at http://wdfw.wa.gov/ 
about/commission/meetings or contact the commission office at 
360-902-2267. 

Date of Intended Adoption: Not before October 7, 2022. 

Submit Written Comments to: Wildlife Program, P.O. Box 43200, 
Olympia, WA 98504, email RedFox1l02@PublicInput.com, 
WhitePelicanl02@PublicInput.com, fax 360-902-2162, phone 855-925-2801, 
red fox project code 4936, white pelican project code 7748, website 
https://publicinput.com/RedFox102, https://publicinput.com/ 
whitepelicanl02, by September 24, 2022. 

Assistance for Persons with Disabilities: Contact Title VI/ADA 
compliance coordinator, phone 360-902-2349, TTY 711, email 
Title6@dfw.wa.gov, https://wdfw.wa.gov/accessibility/requests- 
accommodation, by September 24, 2022. 

Purpose of the Proposal and Its Anticipated Effects, Including 
Any Changes in Existing Rules: The purpose of the proposed amendments 
to WAC 220-200-100, if adopted, would classify the Cascade red fox as 
"threatened" in the state of Washington and reclassify the white peli- 
can from "threatened" to "sensitive." 

If the proposed amendments are adopted by the commission, the 
Cascade red fox would be classified as "threatened" and the American 
white pelican would be downlisted to "sensitive." The proposed amend- 
ments, if approved, would include the additional regulation and en- 
forcement of wildlife classified as threatened identified in RCW 
77.15.120. Washington department of fish and wildlife (WDFW) would al- 
so initiate work on a recovery plan for the species according to WAC 
220-610-110. 

Reasons Supporting Proposal: The Cascade red fox (Vulpes vulpes 
cascadensis) is a subspecies of red fox that historically occurred in 
subalpine meadow, parkland, upper montane forest, and alpine habitats 
of the Cascade Range of Washington and southern British Columbia. Lack 
of detections of Cascade red foxes in British Columbia in recent deca- 
des indicate that this species is now restricted to Washington. A 
southward range contraction appears to have occurred within Washington 
within recent decades, as the only known population now occurs in the 
South Cascades (south of the I-90 corridor). It now occurs within < 50 
percent of its historical range in the state. 

The western population of white pelicans has recovered substan- 
tially and given the size of the Badger Island colony and number of 
nonbreeding white pelicans in Washington during the past several 
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RCW 28A.305.1] 


A cost-benefit analysis is not required under RCW 34. 
proposed periodic stat 
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This rule proposal, 
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Explanation of exemptions: 
tus review does not affect small businesses. 


riodic stat 


Certified on 8/31/2022 


Eo S 


tus review for the Cascade red fox an 


or portions of the proposal, 


4). 
The addit 


August 10, 


recommend th 


for Drafting and Implement 


a change in listing could be considered. The species remains 
as only the single colony regularly 
and white pelican colonies are highly sensitive 
ults will desert and/or leave eggs and young ex- 
following dist 
tive. 
o become endangered or threatened in a significant 
e within the s 


species b 
e or declin- 


management 
4.013, 
77.04.020, 


tate court 


ta- 
WA 98501, 
Street 


ired under 
05.328. The 


d white pel- 
D328 


is exempt from 


tion and downlisting of a pe- 


2022 


Annie Szvetecz 
Rules Coordinator 
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Issue 22-17 


PROPOSED RULES 


DEPARTMENT OF 


CHILDREN, YOUTH, AND FAMILIES 


[Filed August 10, 


Notice. 


Original 


2022, 9: 


58 a.m. ] 


WSR 22-17-036 


Preproposal statement of inquiry was filed as WSR 22-09-053. 


Expedited rule making 
was filed as WSR 22-13-071. 

Title of Rule and Other Identifying Information: 
WAC, Collection of costs of support, treatment, 
veniles under RCW 13.40.220; WAC 110-03-0020 
110-003-0490 Finality of the initial order. 

Hearing Location(s): On September 27, 2022, 
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Explanation of exemptions: This proposed rule does not impact 
small businesses as defined in RCW 19.85.020. 
Scope of exemption for rule proposal: 
Is fully exempt. 


August 9, 2022 
Brenda Villarreal 
Rules Coordinator 


OTS-3840.1 


AMENDATORY SECTION (Amending WSR 20-02-031, filed 12/19/19, effective 
1/19/20) 


WAC 110-03-0020 Definitions. The following definitions apply to 
this chapter: 

"Adjudicative proceeding" means a proceeding in which an opportu- 
nity for a hearing occurs before an administrative law judge (ALJ) 
concerning an administrative appeal of a DCYF action. Hearings and 
prehearing conferences ar lements of adjudicative proceedings. An 
adjudicative proceeding may take place before the office of adminis- 
trative hearings (OAH) and may also encompass review proceedings be- 
fore a DCYF board of appeals (BOA) review judge. 

"Administrative law judge" or "ALJ" means an impartial decision- 
maker who is an attorney and presides over an adjudicative proceeding 
resulting in an initial order, or resulting in a final order if no ap- 
peal of the initial order is properly made or if no further agency ap- 
peal is available. 

"Adverse action" or "DCYF action" or "department action" means 
licensing, the enforcement of a statute, the application of an agency 
rule or order, the imposition of sanctions, or the granting or with- 
holding of benefits. 

"Board of appeals" or "BOA" means the DCYF board of appeals, the 
entity to which an initial order of an ALJ may be appealed and consid- 
ered by a review judge. 

"Business days" means all days except for Saturdays, Sundays, 
federal legal holidays, and state legal holidays listed in RCW 
1.16.050 (1). 

"Business hours" means 8:00 a.m. to 5:00 p.m. Monday through Fri- 
day, except state legal holidays. 

"Calendar days" means all days including Saturdays, Sundays, fed- 
eral legal holidays, and state legal holidays as listed in RCW 
1.16.050 (1). 

"Case" means the entire adjudicative proceeding following the 
filing of a request for hearing with OAH. 

"Continuance" means a change to a later date or time of a pre- 
hearing conference, hearing, or deadline for other action. 

"DCYF" or "department" means the department of children, youth, 
and families. 
"DCYF" or "department representative" means an employee of the 
department, an assistant attorney general, or special assistant attor- 
ney general authorized to represent DCYF in an administrative hearing. 
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"Documents" means papers, letters, writings, or other printed or 
written items. 

"Ex parte contact" means a written or oral communication with an 
ALJ or review judge about something related to the hearing when all 
other parties are not present, as provided in RCW 34.05.455. Procedur- 
al questions are not considered an ex parte contact. Examples of pro- 
cedural questions include clarifying the hearing date, time, or loca- 
tion or asking for directions to the hearing location. 
"File" means delivering documents to OAH or the BOA at the loca- 
tion designated in this chapter or in a notice or order received from 
OAH or the BOA. The date of filing is the date documents are actually 
received during office hours by OAH or the BOA. 

(a) Filing may be by: 

(i) Personal service (hand delivery); 

(ii) First class, registered, or certified mail; 

(iii) Fax transmission, if the party also mails a copy of the 
document the same day; 

(iv) Commercial delivery service; or 

(v) Legal messenger servic 

(b) A party cannot file documents by email, unless agreed in ad- 
vance by OAH or BOA. 

"Final order" means an order that is the final DCYF decision. An 
ALJ's initial order becomes a final order if the ALJ's initial order 
is not appealed to the BOA. If an ALJ's initial order is appealed to 
the BOA, the review judge's order is DCYF's final order. However, in 
the case of administrative proceedings related to juvenile parole rev- 
ocation ( (7 HoH j 


7 7 r)) Or 
subsidy overpayments to child care providers, the ALJ's decision is 
the final administrative decision. 

"Good cause" means a substantial reason or legal justification 
for an action or for failing to appear, act, or respond to an action 
required under these rules. An ALJ or review judge may use the provi- 
sions of superior court civil rule 60 as a guide to determine what may 
be considered good cause. 

"Hearing" means a meeting held before OAH or a review judge that 
gives an aggrieved party an opportunity to be heard, for the purpose 
of deciding issues of fact or law, in a dispute resulting from an ap- 
pealable action taken against the party by DCYF. 
"Initial order" is a decision made by an ALJ that may be reviewed 
by a review judge at any party's request. 

"Judicial review" means a superior court's review of a final or- 


der. 


"Limited-English-proficient person" or "LEP" means a person with 
limited ability to read, write, or speak English well enough to under- 
stand and communicat ffectively. 

"OAH" means the office of administrative hearings. This is a sep- 
arate agency and not part of DCYF. 

"Party" means DCYF or a person or entity named in a department 
action, or to whom a department action is directed. 

"Prehearing conference" means a meeting scheduled and conducted 
by an ALJ in preparation for a hearing. 

"Program" means a DCYF organizational unit and the services that 
it provides, including services provided by DCYF staff and through 
contracts with providers. Organizational units include, but are not 
limited to, DCYF offices and divisions. 
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"Reconsideration" means reexamination of a final order on request 
of a party because the party believes a mistake was made. 

"Record" means the official documentation of the hearing process. 
The record includes recordings or transcripts, admitted exhibits, de- 
Cisions, briefs, notices, orders, and other filed documents. 

"Representative" means the person selected by a party to repre- 
sent that party in an administrative hearing. A representative may be 
an attorney or a lay representative who is not an attorney. 

"Review" means the act of reevaluating an initial order by exam- 
ining the record and issuing the DCYF final order as provided by RCW 
34.05.464. 

"Review judge" or "BOA review judge" means an attorney designated 
by the DCYF board of appeals to act as the reviewing officer and who 
is authorized to review ALJ initial orders and to prepare and enter 
the final order. 

"Rule" means a state agency regulation found in the Washington 
Administrative Code (WAC). 

"Serve" or "service" means a procedure by which notice of legal 
action is given to a party. 

(a) Unless otherwise stated in law or rule, a party may serve an- 
other party by one of the following methods: 

(i) Personal service (hand delivery); 

(ii) First class, registered, or certified mail; 

(iii) Fax, if the party also mails a copy of the document the 
same day; 

(iv) Commercial delivery service; 

(v) Legal messenger service; or 

(vi) By any other method authorized by chapter 10-08 WAC. 

(b) Service for each method, respectively, is complete when: 

(i) Personal service is made; 

(ii) Mail is properly stamped, addressed, and deposited in the 
United States mail; 

(iii) Fax produces proof of transmission; 

(iv) A parcel is delivered to a commercial delivery service with 
charges prepaid; or 

(v) A parcel is delivered to a legal messenger service with 
charges prepaid. 

(c) A party cannot serve documents by email, unless agreed in ad- 
vance by the receiving party. 

(d) Notice and orders served by mail by OAH or BOA are served on 
the date of mailing. 

"Stay" means an order temporarily halting th ffective date of a 
DCYF action. 


[Statutory Authority: RCW 34.05.220, 43.216.020, sand 43.216.065. WSR 
20-02-031, 5 110-03-0020, filed 12/19/19, effective 1/19/20.] 


AMENDATORY SECTION (Amending WSR 20-02-031, filed 12/19/19, effective 
1/19/20) 


WAC 110-03-0490 Finality of the initial order. (1) Except as 
provided in subsection (3) of this section, the ALJ issues an initial 
order that becomes a final order: 
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(a) Twenty-one days after the date the initial order is mailed to 
the parties, when none of the parties has timely requested a review; 
or 


(b) When a request for review is dismissed. 

(2) The review judge issues the final order when a party timely 
requests a review of an initial order. 

(3) The ALJ will issue a final order in administrative proceed- 


ings concerning juvenile parole revocation ( (;—fimdines—cf financiat 
responsibility fox—reimbursement_— fer theeest ct Supporty treatment; 
and_eenfinement—eofa prrentte;,)) and subsidy overpayments to child 


care providers. 


[Statutory Authority: RCW 34.05.220, 43.216.020, sand 43.216.065. WSR 
20-02-031, 5 110-03-0490, filed 12/19/19, effective 1/19/20.] 


OTS-3841.1 
REPEALER 

The following chapter of the Washington Administrative Code is 
repealed: 

WAC 0-720-0010 Definitions. 

WAC 0-720-0020 Cost reimbursement schedule and ability 

to pay. 

WAC 0-720-0030 Modifications. 

WAC 0-720-0040 Hearing. 

WAC 0-720-0050 Powers of the administrative law judge. 
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Issue 


WSR 22-17-037 
PROPOSED RULES 
WASHINGTON STATE PATROL 


[Filed August 10, 


Notice. 


Preproposal st 
Title of Rule 


2022, 11:10 a.m.] 


tatement of inguiry was filed as WSR 22- 
and Other Identifying Information: 


mergency equipment, 
ing equipment prohibited, 

Hearing Location(s): 
=68.182, 


1-253-215 


WAC 204-21-130 Emergency lamps, 


Meeting ID 977 6 


be held via Zoom. 


22-17 WSR 22-17-037 


13-0377. 
Lighting and 
204-21-230 Light- 


2022, 


585 0837, Passco 


and 204-36-050 Equipment requirements. 
On September 27, 


at 9:00 a.m., Call-in 
de 373864. Hearing to 


Date of Intended Adoption: September 28, 2022. 

Submit Written Comments to: Kimberly Mathis, Agency Rules Coordi- 
nator, 106 11th Street S.E., Olympia, WA 98507, email 
wsprules@wsp.wa.gov, by September 23, 2022. 

Assistance for Persons with Disabilities: Contact Kimberly Ma- 
this, agency rules coordinator, phone 360-596-4017, email 
wsprules@wsp.wa.gov, by September 23, 2022. 

Purpose of the Proposal and Its Anticipated Effects, Including 
Any Changes in Existing Rules: Changes to WAC 204-21-130, 204-21-230 


and 204-36-050 are needed to coincide with legislative changes 
46.37.184 that permit rear-facing blue lights on 
which will becom 
ded in WAC 204-36-050 
204-21-130 and 204-21-230, 


cles, 


vehicles. 


to RCW 


to make it 


Additional minor, nons 


ffectiv 


which permit blue lig 


June 9, 2022. 


fire department vehi- 
A change is also nee- 


consistent with 


ubstantive chang 


the authority in WAC 
ts on law enforcement 
S are necessary to 


h 


clean up the existing language and eliminate confusion. 

Reasons Supporting Proposal: Updates are to ensure consistency 
and clarity with statutory changes. 

Statutory Authority for Adoption: RCW 46.37.005, 46.37.320 and 
46.37.194. 

Statute Being Implemented: RCW 46.37.184. 

Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Proponent: Washington state patrol, governmental. 

Name of Agency Personnel Responsible for Drafting: Kimberly Ma- 
this, Olympia, Washington, 360-596-4017; and Implementation: Washing- 
ton State Patrol, Olympia, Washington, 360-596-4017. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 34.05.328. A 
cost-benefit analysis is not required per RCW 34.05.[3]28 (5) (a) (i) - 
(ii) and (b) (ii). 

This rule proposal, or portions of the proposal, is exempt from 


requirements of the Regulatory Fairness Act because the proposal: 


facing bl 


Is exempt u 


Is exempt u 
Is exempt u 
Explanation 
ue ligh 


nder RCW 19.85.0 
graphical errors, 
language of a rule wi 
nder RCW 19.85.0 
nder RCW 19.85.0 

of exemptions: 


necessitated by, 
remainder of the changes clarify the 
without substantively changing their 


ts on fire department veh 


and an adoption 
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make address or name changes, 


thout changing it 
25(4). 
25(3), 34.05.310 


The proposed revisions 


icles i 


es only correct typo- 
or clarify 
s effect. 


(4) (c) (d). 
to allow rear- 


n this rule making are 


of, the new sta 
authority e 


content or 


[ 14 WSR 


tutory language. The 
xisting in other rules 
their effect. 
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Scope of exemptions for rule proposal: 
Is fully exempt. 


August 10, 2022 
John R. Batiste 
Chief 
OTS-3885.1 
AMENDATORY SECTION (Amending WSR 08-19-104, filed 9/17/08, effective 


10/18/08) 


WAC 204-21-130 Emergency lamps. (1) All emergency lamps must 
meet the criteria established in RCW 46.37.320. In descending order of 


preference, these are: 

(a) Conformance to Federal Motor Vehicle Safety Standards, 
or((7))z# if none((7)) 

(b) Conformance to current standards and specifications of the 
Society of Automotive Engineers, or((+))s if none((+)) 

(c) Certified for compliance by any recognized organization or 


agency such as, but not limited 
Institute, 


to, the American National Standards 
the Society of Automotive Engineers, or the American Asso- 
ciation of Motor Vehicle Administrators. 

(2) Headlamp flashing systems may be used for authorized emergen- 
cy vehicles owned and operated by law enforcement agencies, licensed 
ambulance companies, and fire departments. Headlamp flashing systems 


must: 

(a) Have a circuit that alternately flashes only the high beams 
from the headlamps at a rate of ( (Stet;-¢e—ene Kundred twenty) ) 60 to 
120 flashes per minute per side. 

(b) Be so designated that any failure to flash the lamps will not 
result in failure of the headlamp system to operate normally. 

(c) Incorporate an override feature which must stop the flashing 
and provide full illumination from both high beam headlamps when the 


dimmer switch is in the high-beam mode. 

(d) Have an indicator lamp included in the circuit to give a 
visible and unmistakable indication to the driver that the system is 
turned on. 


(3) The following table outlines the color of emergency lamps to 
be used for each type of ( (emergeney)) vehicle. 
Lighting Other Lighting 
Vehicle Type Required Allowed 
Authorized 1 red lamp Flashing amber 
Emergency or white lamps 


Vehicles (except 
Law 


Enforcement 
and Fire 
Department 
Vehicles 
Law 1 blue lamp Flashing red, 
Enforcement amber or white 
Vehicles lamps 
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Vehicle Type 


Lighting 
Required 


Other Lighting 
Allowed 


Fire Department 


l rear facing Flashing red, 


Firefighter 
Private Vehicles 


(RCW 
46.37.185) 


Vehicles (RCW | blue lamp amber, or white 
46.37.184) lamps 
Volunteer If approved by 
Firefighter the chief of their 
Vehicles and respective 


service, green 
lamps may be 
installed on the 
vehicle provided 
that the 
requirements 
outlined in 
subsection (4) of 
this section are 
met. 


Public utilities 
vehicles, other 


maintenance 
vehicles, pilot 
cars, tow trucks, 
animal control 
vehicles, 
hazardous 
materials 
response team 
vehicles, search 
and rescue team 
vehicles, and 
rural newspaper 
carrier vehicles, 
and vehicles 
towing a load 
that exceeds 


construction and 


One or more 
flashing amber 
lamps provided 
that the 
requirements of 
subsection (5) of 
this section are 
met. 


legal 
dimensions. 
( (++6hts) ) 


fighter private vehicles must 


(a) M 
the lamp m 
(b) 


th 


requirement 


lamps for volunteer firefighter and fire- 


ts of SAF J595 except that the color of 


ust be green as the color described in SAE J578. 


Be visible for a distance of 


( (Gwebuncdeed)) 200 feet under 


normal atmospheric conditions. 


(c) 


Not have a maximum light projected in any one direction ex- 


ceeding three hundred candle power. 


(d) Be mounted no less than ( (¢wernty;-feur)) 24 inches above the 
level surface upon which the vehicle stands, or may be placed on the 
forward portion of the top above the windshield. 

(e) Be mounted anywhere from the center of the vehicle to the 
left side thereof. 

(£) Be used only for the purpose of identification and the opera- 
tor of a vehicle so equipped must not be entitled to any of the privi- 
leges provided in RCW 46.61.035 for the operators of authorized emer- 


gency vehicles. 


(5) 
(a) 


in normal 
(b) 


Be mount 
visible to approaching traffic for at least 


Amber lamps must: 
ted and be of sufficient intensity so as to be clearly 


sunlight. 


Be mount 
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is visible 
within 
right of the front of the vehicle. 
angles is blocked by 
addit 
structed angle. 
May be mounted at any height. 
vehicles described in subsection 
actually involved in construc- 

or operations which require that warning be given 
the motoring public or the wor 
must not be illuminated while 
the purposes of tow 
te of operations must be only that pl 
or detached from 


the 
si 
to 


nated only whil 
Lamps on rural newspaper delivery vehicl 


this section, 
tion, 
to ensure 


( (Werning) ) 


Washington State Register, 


(i) 


( (fe¥"t;-#+ve)) 45 degrees left 


If 


ional amber lamp mus 


( (warning) ) 


(ii) 


(c) 


Only be used on th 


GO 


when such vehicles ar 


maintenance, 
the protect 
Lamps 
site of operat 


LON: Of 


tons: For 


the tow 
vehicl 


th 


the light 
the vehicle or any substan 


Issue 22-17 


Must be mounted so that the entire projec 
from all eye heights of drivers of o 


ted area of 
ther vehicles a 


( (£orty—-£ie) ) 


wit 
tial object on it, 
t be displayed within the ob- 


hin thes 


WSR 


22-17-037 


the lens 


t angles 
A5 degrees 


ac 


where v 


traveling 
truck operations, 
are at 


hicles 


truck. Lamps on pilo 
is actuall 


when the vehicle is traveling on the del 
units may be il 

tor of these vehicles ( (mvs*)) are not 
the)) ot 


authorized emergency vehicles. 


(6) Three hundred sixty degree 


meet SAE Standard J845. 


or regul 


( (Be) ) 


ef. 


ivery route. 
luminated when traveling on public roadways. 
titled to any 
her privileges provided in RCW 46.61.035 for the operators of 


( (emergency) ) 


(7) Nothing in this section reli 


ation. 


ves th 


t cars mus 
y providing escort service. 
s must only be illuminated 

Lamps on oversize 
The opera- 


warning lamps must 


required 


an 


(3) of 


k crew. 
to or from 


the 
tached 


t be illumi- 


( (o£ 


operator of any vehicle 
from displaying any other light or warning devic 


[Statutory Authority: RCW 46.37.005 and 46.37.320. 


204 


AMENDATORY SECTION 


-21-1 


30, filed 9/17/08, 


(Amending WSR 15-16-124, 


effective 10/18/08. 


] 


filed 8/5/1 


9/5/15) 


WAC 204-21-230 Lighting equipment prohibited. 
of a lamp, 


required by statute 


WSR 08-19-104, $ 


5, 


(1) 


The addit 
reflective device or other motor vehicle equipment must 


effective 


ion 
not 


ter 46.37 RCW. 
the vehicle 


symbol or combina- 
the standards of 49 


impair th ffectiveness of lighting equipment required by 49 C.F.R. 
Part 571.108, as it exists on February 22, 2022, or chap 
(a) If a vehicle is in motion on a public roadway, 
must not: 
(i) Display aftermarket neon lighting devices. 
(ii) Combine any type of letter, number, sign, 
tion thereof with an eye level brake light meeting 
C.F.R. Part 571.108 (FMVSS 108). No function other 


flectors will be combined in eye level 
lighted or electrically/mechanically powered sign or 
t of any displayed message to 

Except: 


message board enabl 


(iii) Have a 


(A) 


play ligh 

control of traffic movement on public 
signed, worded, and located to 

by the motoring public. 
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ing change or movement 
be displayed or affixed to the vehicle. 
Vehicles that are used in conjunction with officially sanc- 


tioned or sponsored motor vehicle traffic con 


roadways. 


brake lights. 


than red reflex re- 


trol or movement may dis- 
ted or electrically powered signs to assist in the efficient 
The signs must be de- 
limit misinterpretation and confusion 
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(B) 


Washington State Register, Issue 22-17 


ded, and 
(b) 


46.37.180. 
(c) 


(i) 


This section is n 
provided that the scrollin 
Be powered by an 


it is c] tia 
lights. 


O 


early differen 


t in 


ot intended to prohibit 
g sign must: 


external source or ina 


not cause the required equipment on the vehicle 
ance with 49 C.F.R. Part 571, chapter 46.37 RCW 
(ii) Not be lit. 
(iii) Not have continual motion. 
(2) Pursuant to Title 49 C.F.R. Part 571.108, 


aftermarket style ornament or other feature such as 
a grille or slotted covers must not be placed in front 
or in front of any other lighting devices in- 
lighting 
or chapter 


glass covers, 
of the headlamp lens, 


stalled on motor vehicles which impair th ffectiveness of 1 
equipment required under 49 C.F.R. Part 571.108 (FMVSS 108) 
46.37 RCW. Except: 

(a) Clear aftermarket headlamp covers. 

(b) Headlamp wipers may be used in front of the 


(c) A 


that the headlamp system is designed 
tometric requirements in 49 C.F.R. 
wiper stopped in any position in front of the lens. 


transit vehicle 
with the bike rack installed, 


to conform to all 


WSR 22-17-037 


Electric signs may be unitized to identify taxicabs and 
destinations of mass transportation vehicles. 
contain any commercial 
located so that 
quired motor vehicle 
If a vehicle is n 
the vehicle may use aftermarket 


These signs must not 
or personal message and must be designed, 
ted from other re- 


the 


wor 


motion and parked on private property, 
lighting except as outlined under RCW 


a scrolling sign 


manner which does 
to be out of compli- 
or Title 204 WAC. 


the addition of an 


tinted plastic 


lens provided 
applicable pho- 


Part 571.108 


(FMVSS 108) 


with the 


bike rack may be installed on the front of a municipal 


(as defined under RCW 46.04.355) 


headligh 
quirements 
(3) 


an authorized emergency vehicle, 
truck as defined in WAC 204-21-020(8), 
private carrier buses. 

lue lights are prohibited on any vehicl 
as defined in WAC 204-21-020 and a fire department 


gency tow 


(4) B 
enforcemen 


t system still conforms with all 


Red emergency lights are prohibited on any v 


applicable ph 
(FMVSS 108). 


in 49 C.F.R. Part 571.108 


loaded or unloaded with bicycles, 
otometric re- 


provided that even 


the 


a law enforcement veh 


hicl 
icl 


oth 


vehicl 


vehicle as 


A 


school buses, 


other than 
an emer- 


and 


r than a law 


authorized in RCW 46.37.184. 


(5) F 
th 
buses, and 
[Statutory 
204-21-230 
204-21-230 


OTS-3886.1 
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lashing white lights are prohibited on any vehicl 
law enforcement vehicles, 


emergency tow trucks as defined in WAC 204-2] 


Authority: RCW 46.37.005 and 46.37.320. WSR 
filed 8/5/15, effective 9/5/15; 
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AMENDATORY SECTION (Amending WSR 14-24-116, filed 12/3/14, effective 
1/3/15) 


WAC 204-36-050 Equipment requirements. (1) Authorized emergency 
vehicles must be: 

(a) Conventional passenger cars, vans, pickups, or similar vehi- 
cles; 


(b) Conventionally painted; and 

(c) Legally equipped in conformance with RCW 46.37.190(1) with at 
least one lamp capable of displaying a red light visible from at least 
( (f+ve—Fund+‘ed)) 500 feet in normal sunlight and a siren capable of 
giving an audible signal. Such equipment must not be installed prior 
to obtaining approval of the application and issuance of a temporary 
certificate of approval for the vehicle(s) by the patrol. To be con- 
sidered approved equipment for use under the provisions of this sec- 
tion, all devices must meet the criteria established in RCW 46.37.320. 
In descending order of preference, these are: 

(i) Conformance to current standards and specifications of the 
Society of Automotive Engineers, or; if none 
(ii) Certified for compliance by any recognized organization or 
agency such as, but not limited to, the American National Standards 
Institute, the Society of Automotive Engineers, or the American Asso- 
ciation of Motor Vehicle Administrators. 

(2) Authorized emergency vehicles must 

(a) Be equipped with blue lamps except 
46.37.184 and WAC 204-21-230(4). 

(b) Display commercial signs, posters, or pictures. 

(c) Carry or attach to the outside of the vehicl quipment, not 
related to the emergency nature of the vehicle. 

(d) Display or use any name that includes the word "police" or 
"law enforcement" or other word which portrays the individual or busi- 
ness as a public law enforcement agency. 

(3) Authorized emergency vehicles may, in addition to the re- 
quired equipment, have: 

(a) An amber or white lamp on their vehicle as outlined under WAC 
204-21-130; 

(b) Signal preemptive device as outlined in RCW 46.37.670; 

(c) Flashing or strobing headlamps; 
provided that such equipment is listed on the application and approved 
by each primary jurisdiction and the patrol. 


ct ct 


not: 
as provided in RCW 


[Statutory Authority: RCW 46.37.194. WSR 14-24-116, § 204-36-050, 
filed 12/3/14, effective 1/3/15. Statutory Authority: RCW 46.37.194 
and 46.37.005. WSR 09-09-091, § 204-36-050, filed 4/16/09, effective 
5/17/09. Statutory Authority: RCW 46.37.194. WSR 90-07-034, S$ 
204-36-050, filed 3/15/90, effective 4/15/90; WSR 88-15-052 (Order 
88-08-ESR), S 204-536-050; filed 7/18/88; Order 7301, § 204-36-050, 
filed 2/5/73.] 
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PROPOSED RULES 


DEPARTMENT OF AGRICULTURE 


[Filed August 10, 


Notice. 


Original 
Proposal 


Title of Rule and Other 


16-529-030 Board membership, 


is exempt under RCW 34.05.31 
Identifying 


2022, 11:30 a.m.] 


0(4) or 34.05.330(1 
Information: Washington al- 


). 


chapter 16-529 WAC. 


16 


Specifically, WAC 
-529-060 Nomination of elected or di- 


rector-appointed board members, 16-529-070 Election or advisory vote 
of board members, and 16-529-140 Assessments. 

Hearing Location(s): On September 29, 2022, at 9:00 a.m., at Ben- 
ton PUD, 2721 West 10th Avenue, Kennewick, WA 99336. 

Date of Intended Adoption: December 10, 2022. 

Submit Written Comments to: Megan Finkenbinder, P.O. Box 42560, 


WA 98504, 
2022. 


Olympia, 
by September 29, 
Assistance 


state department of agricultu 
fax 360-902-2092, 


360-902-1976, 
2022. 


Purpose of the Proposal 


email mfin 


move districts within 
creasing nu 
th 


the al 


for Persons with Disabilities: 


kenbinder@agr.wa.gov, 


fax 360-902-2092, 


re 
EEY 


rate 


and to increas 


Reason 


petition received from the al 


RCW 15.65.050. 
a statewid 
is due in part to 
and the con 


district. 
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A cost-benefit analysis is not required under RCW 34.05.328. WSDA 
and the Washington alfalfa seed commission are not named agencies in 
RCW 34.05.328 (5) (a) (i). 

This rule proposal, or portions of the proposal, is exempt from 
requirements of the Regulatory Fairness Act because the proposal: 

Is exempt under the provisions of RCW 15.65.570(2) because it was 

adopted by a referendum. 


August 10, 2022 
Derek I. Sandison 
Director 


OTS-3926.1 


AMENDATORY SECTION (Amending WSR 08-16-014, filed 7/25/08, effective 
8/25/08) 


WAC 16-529-030 Board membership. ((++})) The board shall con- 
sist of eight members. Six members shall be affected producers appoin- 
ted or elected as provided in WAC 16-529-020 through 16-529-120. One 
member shall be an affected handler appointed as provided in WAC 
16-529-020 through 16-529-120. The director shall appoint one member 
of the board who is neither an affected producer nor an affected han- 
dler to represent the director. The position representing the director 
shall be a voting member. 

((ta+)) (1) Director-appointed positions on the board shall be 
designated as position 2, position 4, position 6, and position 7. The 
affected handler member of the board shall be position 7. 

((+6+)) (2) Elected affected producer positions on the board 
shall be designated as position 1, position 3, and position 5. 

((+te+)) (3) The position representing the director who is neither 
an affected producer nor an affected handler shall be designated as 
position 8. 
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[Statutory Authority: Chapters 15.65 and 34.05 RCW. WSR 08-16-014, S$ 
116-529-030, filed 7/25/08, effective 8/25/08. Statutory Authority: RCW 
15.65.047 and chapter 34.05 RCW. WSR 05-08-010, § 16-529-030, filed 
3/25/05, effective 4/25/05. Statutory Authority: Chapter 15.65 RCW. 
WSR 85-10-015 (Order 1850), § 16-529-030, filed 4/22/85, effective 
6/1/85; Order 1, Article II, § B, filed 3/13/75, effective 7/1/75.] 


AMENDATORY SECTION (Amending WSR 08-16-014, filed 7/25/08, effective 
8/25/08) 


WAC 16-529-060 Nomination of elected or director-appointed board 
members. (1) For the purpose of nominating candidates for appointment 
or election to board membership, the director shall call a separate 
nomination meeting of affected producers and affected handlers. 

(2) Each year the director shall call a nomination meeting for 
both elected and director-appointed affected producer and affected 
handler board members ( (+ -hese—disteiects)) whose board members' 
terms are about to expire. The meeting(s) shall be held at least 
( (=Biety)) 30 days in advance of the date set by the director for the 
election or advisory vote of board members. 


(a) ((Netice—cf—a nomination _mecting shalt be published in news— 


tery) ) We Eee ROLIS of every such MeSTLng shall be e to all af- 
fected producers ( (within-stueh affected distriet)), and to all han- 
dlers, according to the list maintained by the board pursuant to RCW 
1369.29 5.5 
(b) Nonreceipt of notice by any interested person shall not inva- 
lidate the proceedings at such nomination meeting. 
(c) Any qualified affected producer or affected handler may be 
nominated orally for membership on the board at a nomination meeting. 
Nominations may also be made within five days after the nomination 
meeting by written petition filed with the director, signed by not 
less than three affected producers or affected handlers. 
(d) When only one nominee is nominated by the affected producers 
for any position, RCW 15.65.250 shall apply. 


[Statutory Authority: Chapters 15.65 and 34.05 RCW. WSR 08-16-014, § 
16-529-060, filed 7/25/08, effective 8/25/08. Statutory Authority: RCW 
15.65.047 and chapter 34.05 RCW. WSR 05-08-010, § 16-529-060, filed 
3/25/05, effective 4/25/05; Order 1, Article II, § E, filed 3/13/75, 
effective 7/1/75.] 


AMENDATORY SECTION (Amending WSR 08-16-014, filed 7/25/08, effective 
8/25/08) 


WAC 16-529-070 Election or advisory vote of board members. (1) 
An election or advisory vote shall be conducted by secret ballot under 
the supervision of the director. Each affected producer and affected 
handler shall be entitled to one vote. 
(2) Elected affected producer members of the board shall be elec- 
ted by a majority of the votes cast by the affected producers ( (withe 
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any distriet)) statewide. 
If a nominee does not receive a majority of the votes on the 
first ballot, a runoff election shall be held by mail in a similar 


manner between the two candidates for such position receiving the 
largest number of votes. 

(3) An advisory vote shall be conducted for affected producer or 
affected handler board members appointed by the director under the 
provisions of RCW 15.65.243. The names of the two candidates receiving 
the most votes in the advisory vote shall be forwarded to the director 
for potential appointment to the board. In the event there are only 
two candidates nominated for a board position, an advisory vote may 
not be held and the candidates' names shall be forwarded to the direc- 
tor for eee ebro nimeni. 


thea ftected ei stetet ret tess than—ten_days_+n_eadvance_ofthe—_date—ot 
the—eteection_oradvisery yvete-)) Not less than ((#e8)) 10 days prior 
to every election or advisory vote for board membership, the director 
shall mail a ballot of the candidates to each affected producer and 
affected handler entitled to vote whose name appears upon the list of 
such affected producers and affected handlers as maintained by the 
board pursuant to RCW 15.65.295. Any other affected producer or affec- 
ted handler entitled to vote may obtain a ballot by application to the 
director upon establishing his/her qualifications. 
(5) Nonreceipt of a ballot by an affected producer or affected 
handler shall not invalidate the election or advisory vote of any 
board member. 


[Statutory Authority: Chapters 15.65 and 34.05 RCW. WSR 08-16-014, § 
16-529-070, filed 7/25/08, effective 8/25/08. Statutory Authority: RCW 
15.65.047 and chapter 34.05 RCW. WSR 05-08-010, § 16-529-070, filed 
3/25/05, effective 4/25/05; Order 1, Article II, § F, filed 3/13/75, 
effective 7/1/75.] 


AMENDATORY SECTION (Amending WSR 79-07-061, filed 6/27/79, effective 
8/1/79) 


WAC 16-529-140 Assessments. (1) The fixed annual assessment on 
all varieties of alfalfa seed subject to this marketing order shall be 
( (f4+£+¥)) 75 cents per hundredweight of cleaned seed, which shall be 
paid by the producer thereof upon each and every unit sold, marketed, 
or delivered for sale by him. 
(2) First handlers or purchasers shall collect assessments at 
time of payment for seed from producers whose production they handle 
and remit the same to the board in accordance with procedures adopted 
by the board. 
Producers and producer-handlers who ship their alfalfa seed di- 
rect to handlers outside of the state of Washington shall remit as- 
sessments to the board at time of shipment. 


[Statutory Authority: Chapter 15.65 RCW. WSR 79-07-061 (Order 1639), § 
16-529-140, filed 6/27/79, effective 8/1/79; Order 1, Article IV, § A, 
filed 3/13/75, effective 7/1/75.] 
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Filed August 11, 2022, 3:39 p.m.] 

Original Notice. 

Proposal is exempt under RCW 70A.15.2040(1). 

Title of Rule and Other Identifying Information: Regulation of 
the Northwest Clean Air Agency (NWCAA). 

Hearing Location(s): On October 18, 2022, at 10 a.m., at NWCAA 
Office, 1600 South 2nd Street, Mount Vernon, WA; video and teleconfer- 
ence https://us06web.zoom.us/j/87518159655, Meeting ID 875 1815 9655, 
phone 253-215-8782. 

Date of Intended Adoption: November 10, 2022. 

Submit Written Comments to: Mark Buford, 1600 South 2nd Street, 
Mount Vernon, WA 98273, email info@nwcleanairwa.gov, fax 360-428-1620, 
by October 18, 2022. 

Assistance for Persons with Disabilities: Contact Laurie Caskey- 
Schreiber, phone 360-428-1617, fax 360-428-1620, email 


info@nwcleanairwa.gov, by October 11, 2022. 
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DDDDDDD, EEEEEEE, and HHHHHHH; and 40 CFR Parts 72, 73, 74, 75, 76, 77 
and 78 (Acid Rain Program). 
PASSED: July 8, 1970 AMENDED: April 14, 1993, September 8, 1993, 
December 8, 1993, October 13, 1994, May 11, 1995, February 8, 1996, 
May 9, 1996, March 13, 1997, May 14, 1998, November 12, 1998, November 
12, 1999, June 14, 2001, July 10, 2003, July 14, 2005, November 8, 
2007, June 10, 2010, June 9, 2011, November 17, 2011, August 9, 2012, 
March 14, 2013, September 11, 2014, August 13, 2015, August 11, 2016, 
September 13, 2018, April 11, 2019, May 14, 2020, June 10, 2021, Feb- 
ruary 10, 2022, November 10, 2022 


SECTION 309 - REASONABLY AVAILABLE CONTROL TECHNOLOGY 


309.1 Reasonably Available Control Technology (RACT) is required 
for all existing sources except as otherwise provided in RCW 
70.94.331 (9). 

309.2 Where current controls are determined by the NWCAA to be 
less than RACT, the NWCAA shall define RACT for that source or source 
category and issue a rule or an order under NWCAA 121 requiring the 
installation of RACT. 

309.3 RACT for each source category containing three or more 
sources shall be determined by rule, except as provided in NWCAA 
309.4. 

309.4 Source-specific RACT determinations may be performed under 
any of the following circumstances: 

(A) For replacement or substantial alteration of existing control 
equipment under NWCAA 300.25 ((300-43)); 

(B) When required by the federal Clean Air Act; 

(C) For sources in source categories containing fewer than three 
sources; 
(D) When an air quality problem, for which the source is a con- 
tributor, justifies a source-specific RACT determination prior to de- 
velopment of a categorical RACT rule; or 
(E) When a source-specific RACT determination is needed to ad- 
dress either specific air quality problems, for which the source is a 
Significant contributor, or source-specific economic concerns. 

309.5 The Control Officer shall have the authority to perform a 
RACT determination, to hire a consultant to perform relevant RACT 
analyses in whole or in part, or to order the owner or operator to 
perform RACT analyses and submit the results to the NWCAA. 

309.6 In determining RACT, the NWCAA shall utilize the factors 
set forth in the RACT definition in NWCAA 200 and shall consider RACT 
determinations and guidance made by the EPA, other states, and local 
authorities for similar sources, and other relevant factors. In estab- 
lishing or revising RACT requirements, the NWCAA shall address, where 
practicable, all air contaminants deemed to be of concern for that 
source or source category. 
309.7 The NWCAA shall assess a fee to be paid by any source in- 
cluded in a RACT determination to cover the direct and indirect costs 
of developing, establishing, or reviewing categorical or source-spe- 
cific RACT determinations. The fee for RACT determinations shall be as 
established in NWCAA 324.6. The amount of the fee may not exceed the 
direct and indirect costs of establishing the requirement for the par- 
ticular source or the pro rata portion of the direct and indirect 
costs of establishing the requirement for the relevant source catego- 


ry. 
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309.8 Emission standards and other requirements contained in 
rules or regulatory orders in effect at the time of operating permit 
issuance shall be considered RACT for purposes of operating permit is- 
suance or renewal. 
309.9 Replacement or substantial alteration of control equipment 
under NWCAA 300.13 shall be subject to the New Source Review fees un- 
der NWCAA 324.2, in lieu of RACT fees under this section. 

PASSED: March 14, 2013 AMENDED: October 8, 2015, November 10, 


2022 


SECTION 570 ASBESTOS CONTROL STANDARDS 


570.1 The Board of Directors of the Northwest Clean Air Agency 
recognize that asbestos is a serious health hazard. Any asbestos fi- 
bers released into the air can be inhaled and can cause lung cancer, 
pleural mesothelioma, peritoneal mesothelioma or asbestosis. The Board 
has, therefore, determined that any asbestos emitted to the ambient 
air is air pollution. Because of the seriousness of the health hazard, 
the Board of Directors has adopted this regulation to control asbestos 
emissions from asbestos removal projects in order to protect the pub- 
lic health. In addition, the Board has adopted these regulations to 
coordinate with the United States Environmental Protection Agency 
(EPA) asbestos eae: Emission Standards for Hazardous Air Pollu- 


tants (NESHAP) ; ( the federal Occupational Safety & Health Adminis- 
tion (OSHA) apa eee regulation; ((+)) the Washington State Depart- 

ment of Labor & ((amd)) Industries asbestos regulations; ((+)) the 

Washington State Department of Ecology Dangerous Waste regulation; 

((+)) and the solid waste regulations of Island, Skagit and Whatcom 

Counties. 

570.2 DEFINITIONS 


AHERA BUILDING INSPECTOR - A person who has successfully comple- 
ted the training requirements for a building inspector established by 
EPA Asbestos Model Accreditation Plan (40 CFR Part 763, Subpart E, Ap- 
pendix C ( (#6—Subpast—=)), 1.B.3) and whose certification is current. 
AHERA PROJECT DESIGNER - A person who has successfully completed 
the training requirements for an abatement project designer establish- 
ed by EPA regulations (40 CFR Part 763, Subpart E, Appendix C, I.B.5 
( (40 - GFR-763,90+¢+))) and whose certification is current. 

ASBESTOS - The asbestiform varieties of actinolite, amosite (cum- 
mingtonite-grunerite), tremolite, chrysotile (serpentinite), crocido- 
lite (riebeckite), or anthophyllite. 

ASBESTOS-CONTAINING MATERIAL - Any material containing more than 
((eRe)) 1 percent asbestos as determined using the method specified in 


40 CFR Part 763, Subpart E, Appendix E, Section 1, ( (BPA -requteticns 
7 7 -)) Polarized Light 
Microscopy. This definition includes any loose vermiculite, unless 


sampled using the Cincinnati Method (EPA 600/R-04/004) and found to 
contain 1 percent or less asbestos. 
ASBESTOS-CONTAINING WASTE MATERIAL - Any waste that contains or 
is contaminated with asbestos-containing material. Asbestos-containing 
waste material includes asbestos waste from control equipment, materi- 
als used to enclose the work area during an asbestos project, asbes- 
tos-containing material collected for disposal, asbestos-contaminated 
waste, debris, containers, bags, protective clothing, or HEPA filters. 
Asbestos-containing waste material does not include samples of asbes- 
tos-containing material taken for testing or enforcement purposes. 
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(1) The duration of an asbestos project shall be commensurate 
with the amount of work involved. 

(2) Notification is not required for asbestos projects except 
demolition involving less than 10 linear feet or 48 square feet (per 
structure, per calendar year) of any asbestos-containing material. 

(3) Notification is not required for removal and disposal of the 
following nonfriable asbestos-containing materials: caulking, window 
glazing, or roofing. All other asbestos project and demolition re- 
quirements remain in effect except as provided by NWCAA Section 570. 

(4) Notification is required for all demolitions of structures 
with a greater than 120 square feet footprint even if no asbestos-con- 
taining material is present. All other demolition requirements remain 
in effect. 

(5) The written notification shall be accompanied by the appro- 
priate nonrefundable fee as set forth in NWCAA 324.8 (( 
tt+en)) unless prior arrangements for payment have been made with the 
NWCAA. 

(6) A copy of the notification, all amendments to the notifica- 
tion, the asbestos survey, and any ( (O¥der-efAppreval)) written ap- 
proval from NWCAA for an alternate means of compliance shall be avail- 
able for inspection at all times at the asbestos project or demolition 
site. 


(7) ((48)) Annual Notification 


A property owner may file one annual notification for asbestos 
projects to be conducted on one or more structures, vessels, or build- 
ings during each calendar year if all of the following conditions are 
met: 


(a) The annual notification shall be filed with the NWCAA before 
commencing work on any asbestos project included in an annual notifi- 
cation; 

(b) The total amount of asbestos-containing material for all as- 
bestos projects ( (E¥om cach structure, vessel oF Suiting) ) in a cal- 
endar year under this section is less than 260 linear feet on pipes or 
less than 160 square feet on other components; and 

(c) The property owner submits quarterly written reports to the 
Control Officer on NWCAA-approved forms within 15 days after the end 
of each calendar quarter. 

(B) Mandatory Amendments 

An amendment shall be submitted to the Control Officer for the 
following changes in a notification: 

(1) Increases in the project type or job size category that in- 
crease the f or change the advance notification period; 
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(2) Changes in the type of asbestos-containing material that will 
be removed; or 


(3) Changes in the start date, completion date, or work schedule, 


including hours of work. ( (Asbestes—contracters—_e+ property owners 


(C) Emergencies 

The Control Officer may waive the advance notification period, if 
the property owner submits a written request that demonstrates to the 
Control Officer that an asbestos project or demolition must be conduc- 
ted immediately because of any of the following: 
(1) There was a sudden, unexpected event that resulted in a pub- 
lic health or safety hazard; 

(2) The project must proceed immediately to protect equipment, 
ensure continuous vital utilities, or minimize property damage; 

(3) Asbestos-containing materials were encountered that were not 
identified during the asbestos survey; or 

(4) The project must proceed to avoid imposing an unreasonable 
burden. 

(D) Notification Period 


(Project Period 
Asbestes-Proejeet 
10—25 Hinearfeetor 48—159 square feet}* 3-days 
260—999 linear feet or 1604999 square feet 40-days 
>1000-near feet or > 5000 -square feet) 0days 
ĮI Ga m i Proiect TF 
Emergeney Classification NWCAA S70 446), Prior Notice 
eee 
Annual Notification INWEAA SPAAD PriorNetice)) 
Notification 
Project Categories Waiting Period 
Owner-Occupied Single-Family Primary Residence (OOSFPR) Projects 
>10 Ln Ft or >48 Sq Ft Prior notice 
Demolition* 10 days 
Emergency (NWCAA 570.4(C)) Prior notice 
Other Projects 
10-259 Ln Ft or 48-159 Sq Ft 3 days 
260-999 Ln Ft or 160-4999 Sq Ft 10 days 
1,000-9,999 Ln Ft or 5,000-49,999 Sq Ft 10 days 
>10,000 Ln Ft or >50,000 Sq Ft 10 days 
Demolition* 10 days 
Emergency (NWCAA 570.4(C)) Prior notice 
Annual (NWCAA 570.4(A)(7)) Prior notice 
Alternate Means of Compliance and Amendments 
Alternate Means of Compliance (NWCAA 570.5(B)) 10 days 
Amendment (NWCAA 570.4(B)) Prior notice 


* ( (Bemolitioss with asbestos projects _invelving less than 10 Line 
eu ` 7 


3-day netification peried,)) At the request of the applicant, NWCAA 
may reduce or waive the waiting period for demolition projects with an 


asbestos survey showing <10 linear feet or <48 square feet of asbes- 
tos. 
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The Control Officer may waive the notification period, by written 
authorization, for disposal of unused and intact or abandoned (without 
the knowledge or consent of the property owner) asbestos-containing 
materials. All other asbestos project and demolition requirements re- 
main in effect. 


570.5 ASBESTOS REMOVAL REQUIREMENTS PRIOR TO RENOVATION OR DEMOLITION 


(A) Removal of Asbestos Prior to Renovation or Demolition 

Except as provided in NWCAA 570.6(C) ((e£-€Ris -Regetetiecr)), it 
shall be unlawful for any person to cause or allow any demolition or 
renovation that may disturb asbestos-containing material or damage a 
structure so as to preclude access to asbestos-containing material for 
future removal, without first removing all asbestos-containing materi- 
al in accordance with the requirements of this regulation. Asbestos- 
containing material need not be removed from a component if the compo- 
nent can be removed, stored, or transported for reuse without disturb- 
ing or damaging the asbestos. 

(B) Exception for Hazardous Conditions 

Asbestos-containing material need not be removed prior to a demo- 
lition, if the property owner demonstrates to the Control Officer that 
it is not accessible because of hazardous conditions such as: struc- 
tures or buildings that are structurally unsound and in danger of im- 
minent collapse, or other conditions that are immediately dangerous to 
life and health. The property owner must submit the written determina- 
tion of the hazard by an authorized government official or a licensed 
structural engineer, and must submit the procedures that will be fol- 
lowed for controlling asbestos emissions during the demolition or ren- 
ovation and disposal of the asbestos-containing waste material. This 
submittal, referred to as an alternate means of compliance, shall be 
submitted to NWCAA for written approval. 


570.6 PROCEDURES FOR ASBESTOS PROJECTS 


(A) Training Requirements 
It shall be unlawful for any person to cause or allow any work on 
an asbestos project unless it is performed by persons trained and cer- 
tified in accordance with the standards established by the Washington 
State Department of Labor & ((amRé)) Industries, the federal OSHA ((9e— 
eupaticnat Safetyand Heatth Administratiern)), or the EPA ( (URited 
j j )) (whichever agency has juris- 
diction) and whose certification is current. This certification re- 
quirement does not apply to individuals who work on asbestos projects 
on their own owner-occupied single- family primary ( (sirge —5emi+y)) 
residence ((+s}+)), no part of which is used for any commercial purpose. 

(B) Asbestos Removal Work Practices 

Except as provided in NWCAA 570.6(C) ( (e£- His Regttetie\en)), it 
shall be unlawful for any person to cause or allow the removal of as- 
bestos-containing material unless all the following requirements are 
met: 


(1) The asbestos project shall be conducted in a controlled area, 
clearly marked by barriers and asbestos warning signs. Access to the 
controlled area shall be restricted to authorized personnel only. 

(2) If a negative pressur nclosure is employed it shall be 
equipped with transparent viewing ports, if feasible, and shall be 
maintained in good working order. 

(3) Absorbent, asbestos-containing materials, such as surfacing 
material and thermal system insulation, shall be saturated with a liq- 
uid wetting agent prior to removal. Any unsaturated, absorbent, asbes- 
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sponse to their displacement from Ukraine and entry into the United 
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Reasons Supporting Proposal: See purpose above. 

Statutory Authority for Adoption: RCW 41.05.021, 41.05.160. 

Statute Being Implemented: RCW 41.05.021, 1.05.160. 

Rule is necessary because of federal law, Public Law 117-128. 

Name of Proponent: HCA, governmental. 

Name of Agency Personnel Responsible for Drafting: Melinda Froud, 
P.O. Box 42716, Olympia, WA 98504-2716, 360-725-1408; Implementation 
and Enforcement: Dodi McAlpine, P.O. Box 45534, Olympia, WA 
98504-5534, 360-725-9964. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 34.05.328. RCW 
34.05.328 does not apply to HCA rules unless requested by the joint 
administrative rules review committee or applied voluntarily. 

This rule proposal, or portions of the proposal, is exempt from 
requirements of the Regulatory Fairness Act because the proposal: 

Is exempt under RCW 19.85.061 because this rule making is being 
adopted solely to conform and/or comply with federal statute 
or regulations. Citation of the specific federal statute or 
regulation and description of the consequences to the state 
if the rule is not adopted: Public Law 117-128, Sec. 401. 
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An Amerasian child of a U.S. citizen under 8 C.F.R. Section 


) 
Hes 
i) A person from Iraq or Afghanistan who has been granted one 
following: 
) Special immigrant status under INA Section 101 (a) (27); 
) Special immigrant conditional permanent resident; or 
) Parole under Section 602 (b) (1) of the Afghan Allies Protec- 
t of 2009 or Section 1059(a) of the National Defense Authoriza- 
tion Act of 2006. 
(xii) An Afghan granted humanitarian parole between July 31, 
2021, and September 30, 2022, their spouse or child, or a parent or 
guardian of an unaccompanied minor who is granted parole after Septem- 
ber 30, 2022, under Section 2502 of the Extending Government Funding 
and Delivering Emergency Assistance Act of 2021. 
(xiii) A citizen or national of Ukraine (or a person who last ha- 
bitually resided in Ukraine) who, under section 401 of the Additional 
Ukraine Supplemental Appropriations Act, 2022 (AUSAA), was: 
(A) Granted parole into the United States between February 24, 
2022, and September 30, 2023; or 
(B) Granted parole into the United States after September 30, 
2023, and is: 
(I) The spouse or child of a person described in (b) (xiii) (A) of 
this subsection; or 
II) The parent, legal guardian, or primary caregiver of a person 
described in (b) (xiii) (A) of this subsection who is determined to be 
an unaccompanied child under section 462 (gq) (2) of the Homeland Secur- 
ity Act of 2002 or section 412 (d) (2) (B) of the Immigration and Na- 
tionality Act. 
(xiv) A person who has been certified or approved as a victim of 
trafficking by the federal office of refug resettlement, or who is: 
(A) The spouse or child of a trafficking victim of any age; or 
(B) The parent or minor sibling of a trafficking victim who is 
younger than 21 years of age. 
( (1> )) (xv) A person from the Federated States of Micronesia, 
the Republic of Palau, or the Republic of the Marshall Islands living 
in the United States in accordance with the Compacts of Free Associa- 
tion. 


la~ 


(c) U.S. citizen means someone who is a United States citizen un- 
der federal law. 

(da) U.S. national means someone who is a United States national 
under federal law. 

(e) Undocumented person means someone who is not lawfully present 
in the U.S. 

(f) Qualifying American Indian born abroad means someone who: 

(i) Was born in Canada and has at least 50 percent American Indi- 
an blood, regardless of tribal membership; or 

(ii) Was born outside of the United States and is a member of a 
federally recognized tribe or an Alaska Native enrolled by the Secre- 
tary of the Interior under the Alaska Native Claims Settlement Act. 

(2) Eligibility. 

(a) A U.S. citizen, U.S. national or qualifying American Indian 
born abroad may be eligible for: 

(i) Apple health for adults; 

(ii) Apple health for kids; 

(iii) Apple health for pregnant women; or 

(iv) Classic medicaid. 
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(b) A qualified alien who meets or is exempt from the five-year 
bar may be eligible for: 
(i) Apple health for adults; 
(ii) Apple health for kids; 
(iii) Apple health for pregnant women; or 
(iv) Classic medicaid. 
(c) A qualified alien who neither meets nor is exempt from the 
five-year bar may be eligible for: 
(i) Alien medical programs; 
ii) Apple health for kids; 
iii) Apple health for pregnant women; or 
iv) Medical care services. 
) A nonqualified alien may be eligible for: 
) Alien medical programs; 
i) Apple health for kids; 
ii) Apple health for pregnant women; or 
v) Medical care services. 
) An undocumented person may be eligible for: 
) 
i 
i 
) 


Alien medical programs; 

) State-only funded apple health for kids; or 

ii) State-only funded apple health for pregnant women. 

The five-year bar. 

) A qualified alien meets the five-year bar if he or she: 

i) Continuously resided in the U.S. for five years or more from 
the date he or she became a qualified alien; or 

(ii) Entered the U.S. before August 22, 1996, and: 

(A) Became a qualified alien before August 22, 1996; or 

(B) Became a qualified alien on or after August 22, 1996, and has 
continuously resided in the U.S. between the date of entry into the 
U.S. and the date he or she became a qualified alien. 

(b) A qualified alien is exempt from the five-year bar if he or 
she is: 

(i) A qualified alien as defined in subsection (1) (b) (vi) through 
( (1>) ) (xv) of this section; 

(ii) An LPR, parolee, or abused person, who is also an armed 
services member or veteran, or a family member of an armed services 
member or veteran, as described below: 

(A) An active-duty member of the U.S. military, other than ac- 
tive-duty for training; 

(B) An honorably discharged U.S. veteran; 

(C) A veteran of the military forces of the Philippines who 
served before July 1, 1946, as described in Title 38 U.S.C. Section 
107; or 
(D) The spouse, unremarried widow or widower, or unmarried de- 
pendent child of an honorably discharged U.S. veteran or active-duty 
member of the U.S. military. 


[Statutory Authority: RCW 41.05.021 and 41.05.160. WSR 22-08-002, § 
182-503-0535, filed 3/23/22, effective 4/23/22; WSR 21-19-029, § 
182-503-0535, filed 9/9/21, effective 10/10/21; WSR 15-10-002, § 
182-503-0535, filed 4/22/15, effective 5/23/15. Statutory Authority: 
RCW 41.05.021, 41.05.160, Public Law 111-148, 42 C.F.R. § 431, 435, 
and 457, and 45 C.F.R. § 155. WSR 14-16-052, § 182-503-0535, filed 
7/29/14, effective 8/29/14. ] 
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AMENDATORY SECTION (Amending WSR 22-08-002, filed 3/23/22, effective 
4/23/22) 


WAC 182-507-0135 Immigration status requirement for refugee med- 
ical assistance (RMA). (1) An individual is eligible for refugee med- 
ical assistance (RMA) if the individual provides documentation issued 
by the United States Citizenship and Immigration Services (USCIS) to 
show that the individual is: 

(a) Admitted as a refug under section 207 of the Immigration 
and Nationalities Act (INA); 

(b) Paroled into the United States as a refugee or asylee under 
section 212 (d) (5) of the INA; 

(c) Granted conditional entry under section 203 (a) (7) of the 


INA; 

(d) Granted asylum under section 208 of the INA; 

(e) Admitted as an Amerasian immigrant from Vietnam through the 
orderly departure program, under section 584 of the Foreign Operations 
Appropriations Act, incorporated in the FY88 continuing resolution 
P.L. 100-212; 

(f£) A Cuban-Haitian entrant who was admitted as a public interest 
parol under section 212 (d) (5) of the INA; 

(g) Certified as a victim of human trafficking by the federal Of- 
fice of Refug Resettlement (ORR); 

(h) An eligible family member of a victim of human trafficking 
certified by ORR who has a T-2, T-3, T-4, or T-5 visa; or 

(i) Admitted as special immigrant from Iraq or Afghanistan under 
one of the following: 

(i) Special immigrant status under section 101 (a) (27) of the 


INA; 


(ii) Special immigrant conditional permanent resident; or 

(iii) Parole under section 602 (b) (1) of the Afghan Allies Pro- 
tection Act of 2009 or section 1059(a) of the National Defense Author- 
ization Act of 2006. 
(J) An Afghan granted humanitarian parole between July 31, 2021, 
and September 30, 2022, their spouse or child, or a parent or guardian 
of an unaccompanied minor who is granted parole after September 30, 
2022, under section 2502 of the Extending Government Funding and De- 
livering Emergency Assistance Act of 2021; 

(k) A citizen or national of Ukraine (or a person who last habit- 
ually resided in Ukraine) who, under section 401 of the Additional Uk- 
raine Supplemental Appropriations Act, 2022 (AUSAA), was: 

(i) Granted parole into the United States between February 24, 
2022, and September 30, 2023; or 

(ii) Granted parole into the United States after September 30, 
2023, and is: 

(A) The spouse or child of a person described in (k) (i) of this 
subsection; or 
(B) The parent, legal guardian, or primary caregiver of a person 
described in (k) (i) of this subsection who is determined to be an un- 
accompanied child under section 462 (q) (2) of the Homeland Security 
Act of 2002 or section 412 (d) (2) (B) of the Immigration and Nationali- 
ty Act. 

(2) A permanent resident alien meets the immigration status re- 
quirements for RCA and RMA if the individual was previously in one of 
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the statuses described in subsection (1) ( (4@}—heeusgh—_++)) of this 
section. 


[Statutory Authority: RCW 41.05.021 and 41.05.160. WSR 22-08-002, § 
182-507-0135, filed 3/23/22, effective 4/23/22. Statutory Authority: 
RCW 41.05.021 and 2011 1st sp.s. c 15. WSR 12-19-001, §$ 182-507-0135, 
filed 9/5/12, effective 10/6/12.] 


Certified on 8/31/2022 [ 41 ] WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-072 


WSR 22-17-072 

PROPOSED RULES 

DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 


(Aging and Long-Term Support Administration) 
[Filed August 16, 2022, 9:25 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 20-24-092. 

Title of Rule and Other Identifying Information: The department 
is proposing to amend WAC 388-101-3130 Certification evaluation, and 
add a new section to chapter 388-101 WAC, as necessary to prioritize 
and resume certification evaluations of service providers which were 
suspended during the declared emergency of COVID-19. 

Hearing Location(s): On September 27, 2022, at 10:00 a.m., at Of- 
fice Building 2 (OB-2), Department of Social and Health Services 
(DSHS) Headquarters, 1115 Washington [Street S.E.], Olympia, WA 98504. 
Public parking at 11th and Jefferson. A map is available at https:// 
www.dshs.wa.gov/office-of-the-secretary/driving-directions-office- 
bldg-2; or virtually. Due to the COVID[-19] pandemic, hearings are be- 
ing held virtually. Please see DSHS website for the most up-to-date 
information. 

Date of Intended Adoption: Not before September 28, 2022. 
Submit Written Comments to: DSHS Rules Coordinator, P.O. Box 
45850, Olympia, WA 98504, email DSHSRPAURulesCoordinator@dshs.wa.gov, 
fax 360-664-6185, by 5:00 p.m. on September 27, 2022. 
Assistance for Persons with Disabilities: Contact Shelley Tencza, 
DSHS rules consultant, phone 360-664-6036, fax 360-664-6185, TTY 711 
relay service, email shelley.tencza@dshs.wa.gov, by 5:00 p.m. on Sep- 
tember 13, 2022. 
Purpose of the Proposal and Its Anticipated Effects, Including 
Any Changes in Existing Rules: The purpose of these rules is to estab- 
lish procedures for the department to prioritize and resume certifica- 
tion evaluations of service providers affected by the suspension of 
the certification evaluation requirements during the declared emergen- 
cy of COVID-19. 

Reasons Supporting Proposal: These rules are necessary to in- 
struct and inform service providers on the process the department will 
use to prioritize and resume certification evaluations bringing all 
service providers back into compliance with certification evaluation 
timelines. 

Statutory Authority for Adoption: RCW 71A.12.030 and 71A.12.080. 


Rule is not necessitated by federa aw, federal or state court 
decision. 
Name of Proponent: DSHS, governmental 


Name of Agency Personnel Responsible for Drafting: Debra Hoeman, 
P.O. Box 45600, Olympia, WA 98513, 360-725-3210; Implementation and 
Enforcement: Mike Anbesse, P.O. Box 45600, Olympia, WA 98513, 
360-725-2401. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 34.05.328. RCW 
34.05.328 (5) (b) (ii) exempts "rules relating only to internal govern- 
mental operations that are not subject to violation by a nongovernment 
party." These rules must be followed by the department, not by the li- 
censed entities. 
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This rule proposal, or portions of the proposal, is exempt from 
requirements of the Regulatory Fairness Act because the proposal: 
Is exempt under RCW 19.85.025(3) as the rules relate only to in- 
ternal governmental operations that are not subject to vio- 
lation by a nongovernment party. 
Is exempt under RCW 34.05.328 (5) (b) (ii). 
Explanation of exemptions: The proposed rules are exempt because 
they are "rules relating only to internal governmental operations that 
are not subject to violation by a nongovernment party." These rules 
must be followed by the department, not by the licensed entities. 
Scope of exemption for rule proposal: 
Is fully exempt. 


August 9, 2022 
Katherine I. Vasquez 
Rules Coordinator 


SHS-4821.3 


AMENDATORY SECTION (Amending WSR 08-02-022, filed 12/21/07, effective 
2/1/08) 


WAC 388-101-3130 Certification evaluation. (1) The department 
may conduct an on-site certification evaluation of each service pro- 
vider at any time ( (;—but—at_teast—eneec_every twe-yeasts)). 

(2) During certification evaluations the service provider's ad- 
ministrator or designee must: 

(a) Cooperate with department representatives during the on-site 
visit; 

(b) Provide all contractor records, client records, and other 
relevant information requested by the department representatives; 

(c) Ensure the service provider's administrator or designee is 
available during any visit to respond to questions or issues identi- 
fied by department representatives; and 

(d) Ensure the service provider's administrator or designee is 
present at the exit conference. 


[Statutory Authority: Chapter 71A.12 RCW. WSR 08-02-022, $ 
388-101-3130, filed 12/21/07, effective 2/1/08.] 


NEW SECTION 


WAC 388-101-31301 Certification evaluation timelines. (1) In 
response to the COVID-19 pandemic, the department filed an emergency 
rule suspending the requirement for the department to conduct on-site 
certification evaluations of each service provider at least once every 
two years as authorized by RCW 71A.12.080 and required by WAC 
388-101-3130. 

(2) During the suspension of the certification evaluation re- 
quirements, the department continued to conduct complaint investiga- 
tions in CCRSS settings (group homes, group training homes, and sup- 
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ported living client households) when it became aware of information 
indicating an immediate threat to client health and safety. 

(3) The department must prioritize and resume certification eval- 
uations of service providers affected by the suspension of the certif- 
ication evaluation requirements by applying the following criteria 
collectively: 

(a) The department has identified an ongoing threat to the health 
and safety of clients through one or more reported complaints, previ- 
ous certification evaluations, or previous investigations; 

(b) Whether the service provider has had an enforcement remedy 
imposed in the last 24 months; and 

(c) The length of time since the service provider's last certifi- 
cation evaluation. 


[] 


Certified on 8/31/2022 [ 44 ] WSR Issue 22-17 - Proposed 


Washington State Register, 


WSR 22-17-073 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Aging and Long-Term Support Administration) 


Issue 22-17 


WSR 22-17-073 


[Filed August 16, 2022, 9:30 a.m.] 

Original Notice. 

Preproposal statement of inquiry was filed as WSR 22-03-046. 

Title of Rule and Other Identifying Information: The department 
is planning to: Amend WAC 388-71-0837, 388-71-0839, 388-71-0841, 
388-71-0846, 388-71-0850, 388-71-0855, 388-71-0860, 388-71-0875, 
388-71-0906, 388-71-0911, 388-71-0916, 388-71-0932, 388-71-0936, 
388-71-0941, 388-71-0946, 388-71-0970, 388-71-0971, 388-71-0973, 
388-71-0980, 388-71-0985, 388-71-0990, 388-71 -0991 , 388-71-1001, 
388-71-1026, 388-71-1031, 388-711-1045, 388-71-1050, 388-71-1051, 
388-71-1055, 388-71-1060, 388-71-1064, 388- 71-1076, 388-71-1091, 
388-71-1096, 388-71-1106, 388-71-1111, 388-71-1120, 388-71-1125, 
388-71-1130, 388-112A-0105, 388-112A- 0110, 388-1 12A-0115, 
388-112A-0120, 388-112A-0125, 388-112A-0130, 388-112A-0200, 
388-112A-0210, 388-112A-0220, 388-112A-0310, 388-112A-0320, 
388-112A-0330, 388-112A-0520, 388-112A-0550, 388-112A-0560, 
388-112A-0580, 388-112A-0610, 388-112A-0611, 388-112A-0612, 
388-112A-0920, 388-112A-0940, 388-112A- 0950, 388-112A-1010, 
388-112A-1020, 388-112A-1230, 388-112A-1240, 388-112A-1250, 
388-112A-1270, 388-112A-1285, 388-112A-1292, 388-112A-1300, and 
388-112A-1310. 

Repeal WAC 388-71-058329, 388-71-05833, 388-71-05834, 
388-71-0921, 388-71-0931, 388-71-0951, 388-71-1006, 388-71-1021, 
388-71-1083, 388-112A-0240, 388-112A-0350, 388-112A-0480, 
388-112A-0530, 388-112A-0540, 388-112A-0585, 388-112A-0620, and 
388-112A-0840. 

New WAC 388-71-0958 Is there a challenge test for nurse delega- 
tion core or specialized diabetes training?, 388-71-0961 What knowl- 
edge and skills must nurse delegation core training include?, 
388-71-0962 What knowledge and skills must specialized diabetes nurse 
delegation training include?, 388-71-1067 What are the minimum quali- 
fications for community instructors for mental health specialty train- 
ing?, 388-71-1068 What are the minimum qualifications for community 
instructors for dementia specialty training?, 388-71-1069 What are the 
minimum qualifications for community instructors to teach expanded 
specialty trainings?, and 388-112A-0118 What documentation is required 
for completion of each training? 

Hearing Location(s): On October 25, 2022, at 10:00 a.m., at Of- 
fice Buil ding 2, Department of Social and Health Services (DSHS) Head- 
quarters, 1115 Washington [Street S.E.], Olympia, WA 98504. Public 
parking at 11th and Jefferson. A map is available at https:// 
www.dshs.wa.gov/office-of-the-secretary/driving-directions-office- 
bldg-2; or virtually. Due to the COVID-19 pandemic, hearings are held 
virtually, see the DSHS website for the most current information. 

Date of Intended Adoption: Not earlier than October 26, 2022. 

Submit Written Comments to: DSHS Rules Coordinator, P.O. BOX 
45850, Olympia, WA 98504, email DSHSRPAURulesCoordinator@dshs.wa.gov, 
fax 360-664-6185, by 5:00 p.m. on October 25, 2022. 
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Purpose of the Proposal and Its Anticipated Effects, Including 
Any Changes in Existing Rules: Training requirements for all long-term 
care workers are regulated by the same policies. Long-term care work- 
ers who work in home environments are regulated under chapter 388-71 
WAC, while workers in assisted living facilities, enhanced services 
facilities, and adult family homes are regulated under chapter 
388-112A WAC. As a result of many years of amendments and additions to 
rules that were not done in concert between the two chapters, the lan- 
guage between chapters 388-71 and 388-112A WAC have diverged, result- 
ing in significant differences. These differences cause unnecessary 
confusion. The modifications contained in this proposal will not 
change policy or practice, but will reconcile the differences, update 
language, and create more current and uniform policies for long-term 
care workers. Amendments fall under the following categories: Changing 
numbers over 10 to numbers rather than words; adding rules to chapter 
388-71 WAC that are already in place in chapter 388-112A WAC, but 
should be in both training sections; moving rules to new, more logical 
locations; clarifying language suggested by stakeholders; making word- 
ing between chapters more consistent; gender equity changes; consoli- 
dating several redundant rules into a single rule; changing "70-hour 
long-term care basic training" to "70-hour home care aide basic train- 
ing"; correction of typographical and other unintended errors; and an- 
ticipation of a future department of health rule change related to the 
date of hire. 

Reasons Supporting Proposal: See purpose above. 

Statutory Authority for Adoption: RCW 18.20.270, 70.128.230, 
74.08.090, 74.39A.070, and 74.39A.074. 

Statute Being Implemented: RCW 18.20.270, 70.128.230, 74.08.090, 
74.39A.070, and 74.39A.074. 

Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Proponent: DSHS, governmental. 

Name of Agency Personnel Responsible for Drafting, Implementa- 
tion, and Enforcement: David Chappell, P.O. Box 45600, Olympia, WA 
98504-5600, 360-725-2366. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 34.05.328. Ex- 
empt under RCW 34.05.328 (5) (b) (iv), rules that only correct typo- 
graphical errors, make address or name changes, or clarify language of 
a rule without changing its effect. 

This rule proposal, or portions of the proposal, is exempt from 
requirements of the Regulatory Fairness Act because the proposal: 

Is exempt under RCW 19.85.025(4). 

Is exempt under RCW 34.05.328 (5) (b) (iv). 

Explanation of exemptions: Rules that only correct typographical 
errors, make address or name changes, or clarify language of a rule 
without changing its effect. 

Scope of exemption for rule proposal: 

Is fully exempt. 


August 12, 2022 
Katherine I. Vasquez 
Rules Coordinator 


Reviser's note: The material contained in this filing exceeded the page-count limitations of WAC 
1-21-040 for appearance in this issue of the Register. It will appear in the 22-19 issue of the Register. 
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Zoom webinar https://1lni-wa-gov.zoom.us/j/81502670550? 
GBWWkxcFOvVN1IFUdUdBZz09, phone 253-215-8782, Meeting ID 
Passcode 504777495. 

Date of Intended Adoption: September 20, 2022. 
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Continuance of WSR 22-14-097. 


WSR 22-17-077 
PROPOSED RULES 
DEPARTMENT OF 


LABOR AND INDUSTRIES 
[Filed August 16, 2022, 12:54 p.m.] 


Preproposal statement of inquiry was filed as WSR 22-11-070. 
Title of Rule and Other Identifying Information: Amendments to 
chapter 296-880 WAC, Unified safety standards for fall protection. 
Hearing Location(s): On August 23, 2022, at 3:00 p.m. Virtual via 


Submit Written Comments to: Carmyn Shute, Administrative Regula- 


Department of Labor and Industries (L&I), Division of 


Occupational Safety and Health, P.O. Box 44620, Olympia, WA 


98504-4620, 


30, 


phone 360-870-4525, 


2022. 


email Carmyn.Shute@Lni.wa.gov, fax 360-902-5619, by August 


Assistance for Persons with Disabilities: Contact Carmyn Shute, 


by August 19, 2022. 
Purpose of the Proposal and Its Anticipated Effects, Including 


Any Ch 


fax 360-902-5619, email Carmyn.Shute@Lni.wa.gov, 


anges in Existing Rules: The purpose of this continuance is to 


provide another public hearing for chapter 296-880 WAC, Unified safety 
standards for fall protection. The original virtual public hearing 


meetin 
hearin 


2022. 


1 


Health Admi 
ard. The n 


prot 
fect 
stat 


In August 2021, 


f£ 


g 

(DOSH) received notification from the Federal Occupational Safety and 
1l 
fo) 


g link posted on L&I website was faulty and did not allow the 

g to occur as scheduled. In order to ensure ample time for pub- 
lic comment, the comment period was extended. In-person hearings have 
already been held in Tukwila on August 9, 2022, and Spokane on August 


the division of occupational safety and health 


nistration (OSHA) relating to DOSH's fall protection stand- 


tification advised L&I that DOSH needed to amend the fall 


tection rule in chapter 296-880 WAC in order to be at-least-as-ef- 
ive-as those administered by OSHA, as required by the Washington 
te plan. This rule making proposes changes to sections of the cur- 


rent 


leading edge work, 


fall protection 


rule that address roofing activities including 


work performed on a low or flat pitch roof, and ski 


area facility and operations. 
Chapter 296-880 WAC, Unified safety standards for fall protection: 
WAC 296-880-090 Quick reference guide. 


Roofing work on 


feet to six feet 


a low pitch roof. Threshold height change from 10 


Constructing a leading edge. Threshold height change from 10 feet 


to six feet. 


Poy 


Ski area facilities and operations: Working at unprotected eleva- 
ted locations. Threshold height change from more than 10 feet to 
four feet or more. 


WAC 296-880-095 Definitions. 
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° Added definition for "Temporary." 

WAC 296-880-20005 Fall protection required at four feet or more. 

° Added clarifying statement noting when fall protection is re- 
quired at four feet or more. 

° Subsection (7) (e) added option for use of a guardrail. 

e Subsection (7) (f) added option for use of a safety watch system 
if appropriate. 

° Added exception for when, work other than construction work, is 
being performed under certain circumstances. 

e Subsection (8) safety watch system was removed. 

° Subsection (9) was renumbered to subsection (8). 

° Subsection (10) was renumbered to subsection (9). 


WAC 296-880-30005 Construction work. 


~ 


ubsection 
eet. 
ubsection (1) (c) renumbered to subsection (2) and further clari- 


S 1) height threshold was changed from 10 feet to six 
f 
S 
fication provided regarding when fall protection is needed at 
h 
S 
S 


azards of 10 feet or more to the ground. 
ubsection (1) (d) renumbered to subsection (2) (b). 
ubsection (2) renumbered to subsection (3). 


WAC 296-880-30055 Ski area facilities and operations. 


° Subsection (1) (a) fall hazard height threshold reduced from 10 
feet to four feet or more. 


WAC 296-880-40005 Guardrail systems. 


° Subsection (2) (d) reference to subsection (2) (g) replaced with 
reference to subsection (2) (h) (ii). 


WAC 296-880-40050 Safety watch system requirements. 


° Subsection (1) clarified language regarding when a safety watch 
system can be used. 

° Subsection (2) (a) removed "repair work or servicing equipment" 
and replaced with "work activity." 

° Subsection (2) (b) removed "repair" and "or service" to be consis- 
tent in the section. 


Reasons Supporting Proposal: The proposed rule is needed to align 
standards on when fall protection must be in place with OSHA's stand- 
ards as required under the Washington state plan. Several housekeeping 
changes are being proposed to ensure there is clarity on when fall 
protection is needed and differentiate what provisions of the chapter 
apply to construction work activities. 

Statutory Authority for Adoption: RCW 49.17.010, 49.17.040, 
49.17.050, and 49.17.060. 

Statute Being Implemented: Chapter 49.17 RCW. 

Rule is necessary because of federal law, [no information sup- 
plied by agency]. 

Name of Proponent: L&I, governmental. 

Name of Agency Personnel Responsible for Drafting: Chris Miller, 
Tumwater, Washington, 360-902-5516; Implementation and Enforcement: 
Craig Blackwood, Tumwater, Washington, 360-902-5828. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 
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is exempt from 
the proposal: 
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Citation of the specific federal s 


tatute or 


description of the consequences to 
not adopted. [No citation provided. 
19.85.025(3) as the rules ar 
reference without 
Washington state statu 
on state agencies, 
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that generally establish 
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] 
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material change federal 


, rules of 
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OTS-3734.3 


AMENDATORY SECTION 
10/1/20) 


(Amending WSR 20-12-091, 


August 16, 


filed 6/2/20, 


WAC 296-880-090 Quick reference guide. 


Unified Fall Protection Quick Reference Guide 


the adopting or in- 
typographical er- 
or clarify language of a 


2022 
Joel Sacks 
Director 


effective 


General fall protection for all industries Threshold height WAC 
Above or adjacent to dangerous equipment Regardless of height 296-880-10010(1) 
Holes into which an employee can trip, step into, or step Regardless of height 296-880-10010(2) 
through 

Falling into or onto impalement hazards Regardless of height 296-880-10010(3) 


When on a walking/working surface 


Four feet or more 


296-880-20005 


Ramps, runways, and inclined walkways 


Four feet or more 


296-880-20005(2) 


Holes where work is being performed 


Four feet or more 


296-880-20005(3) 


Skylights 


Four feet or more 


296-880-20005 (3)(b) 


Hatchway and chute holes 


Four feet or more 


296-880-20005 (3)(c) 


Ladderways 


Four feet or more 


296-880-20005 (3)(d) 


Pits and trap door holes 


Four feet or more 


296-880-20005 (3)(e) 


Repair pits and service pits 
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General fall protection for all industries 


Threshold height 


WAC 


Manholes 


Four feet or more 


296-880-20005 (3)(g) 


Openings 


Four feet or more 


296-880-20005(4) 


Formwork and reinforcing work 


Four feet or more 


296-880-20005(5) 


Steep pitch roof - Regardless of task 


Four feet or more 


296-880-20005(6) 


Low pitch roof - Other than roofing work or constructing a 
leading edge 


Four feet or more 


296-880-20005(7) 


Hazardous slopes 


Four feet or more 


296-880-20005(9) 


Vehicles and rolling stock - If suitable anchorages cannot be 
provided or creates a greater hazard 


Four feet or more 


296-880-20005(10) 


Specific requirements not addressed in WAC 296-880-200 
(above) 


Construction work *See also chapter 296-155 WAC 


Roofing work on a low pitch roof 


((Fen)) Six feet 


296-880-30005(1) 


Constructing a leading edge 


((Fen)) Six feet 


296-880-30005(1) 


Engaged in the erection or placement of structural members Ten feet 296-880-30005(1) 
Engaged in excavation and trenching operations Ten feet 296-880-30005(1) 
Order pickers (PITS) *See also chapter 296-863 WAC 

Operators of order pickers Regardless of height Ae (1) and 
Elevating work platforms *See also chapter 296-869 WAC 

Vehicle mounted aerial devices Regardless of height 296-880-30015(1) 
Manually propelled and self-propelled elevating work platforms | Regardless of height if 296-880-30015(2) 


required by manufacturer 


Boom supported elevating work platforms 


Regardless of height 


296-880-30015(3) 


Powered platforms *See also chapter 296-870 WAC 


Working on a roof or other elevated working area 
Window cleaning *See also chapter 296-878 WAC 


Four feet or more 


296-880-30020(5) 


Working on a roof or other elevated working area 


Four feet or more 


296-880-30025(1) 


Scaffolds *See also chapter 296-874 WAC 


Working on a scaffold 


Ten feet or more 


296-880-30030(1) 


Cranes - Under the scope of chapter 296-155 WAC, Part L 


For nonassembly/disassembly work 


Six feet or more 


296-880-30035(2) 


For assembly/disassembly work 


Ten feet or more 


296-880-30035(3) 


Towercranes - Work other than erecting, climbing, and 
dismantling 


Towercranes - Erecting, climbing, and dismantling work 


Six feet or more 


Ten feet or more 


296-880-30035 (4)(a) 


296-880-30035 (4)(b) 


Telecommunications work *See also chapter 296-32 WAC 


Four feet or more 


296-880-200 and 
296-880-30040 


Qualified electrical workers *See also chapter 296-45 WAC 


Four feet or more 


296-880-200 


Ship repairing, shipbuilding and shipbreaking *See also 
chapter 296-304 WAC 


Working aloft or elsewhere at elevation 


Five feet or more 


296-880-30045 


Longshore, stevedore and waterfront related operations 
*See also chapter 296-56 WAC 


Maintenance work on cranes, spouts, or similar types of 
equipment 


Eight feet or more 


296-880-30050(1) 


Floor or wall openings or waterside edges, including bridges or 
gangway-like structures 


Four feet or more 


296-880-30050 (2)(a) 
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General fall protection for all industries Threshold height WAC 

Ski area facilities and operations *See also chapter 296-59 

WAC 

Working at unprotected elevated locations ((Merethantenfeet)) 296-880-30055 (1)(a) 
Four feet or more 


[Statutory Authority: RCW 49.17.010, 49.17.040, 49.17.050, 49.17.060, 
and chapter 49.17 RCW. WSR 20-12-091, § 296-880-090, filed 6/2/20, ef- 
fective 1071720.] 


AMENDATORY SECTION (Amending WSR 20-12-091, filed 6/2/20, effective 
10/1/20) 


WAC 296-880-095 Definitions. For the purposes of this chapter 
the following definitions apply: 

Aerial device. A vehicle-mounted device, telescoping or articu- 
lating, or both, which is used to position personnel. 

Affected area. The distance away from the edge of an excavation 
equal to the depth of the excavation up to a maximum distance of 


( (€#+#fteen)) 15 feet. For example, an excavation ((#en)) 10 feet deep 
has an affected area extending ((#ten)) 10 feet from the edge of any 
side of the excavation. 


Anchorage. A secure point of attachment for lifelines, lanyards, 
or deceleration devices which is capable of withstanding the forces 
specified in this chapter. 

Boom-supported elevating work platform. A self-propelled, inte- 
gral chassis, elevating work platform with a boom-supported platform 
that can be positioned completely beyond the base. 

Catch platform. A type of fall arrest system that consists of a 
platform installed within four vertical feet of the fall hazard, is at 
least ((ferty-five)) 45 inches wide and is equipped with a standard 
guardrail system on all exposed sides. 

Catenary line. See "horizontal lifeline." 

Competent person. An individual knowledgeable of fall protection 
equipment, including the manufacturer's recommendations and instruc- 
tions for the proper use, inspection, and maintenance; and who is ca- 
pable of identifying existing and potential fall hazards; and who has 
the authority to take prompt corrective action to eliminate those haz- 
ards; and who is knowledgeable of the requirements contained in this 
chapter regarding the installation, use, inspection, and maintenance 
of fall protection equipment and systems. 
Connector. A device which is used to connect parts of the person- 
al fall arrest system and positioning device systems together. It may 
be an independent component of the system, such as a carabiner, or it 
may be an integral component of part of the system (such as a buckle 
or D-ring sewn into a harness, or a snap hook spliced or sewn to a 
lanyard or self-retracting lanyard). 

Construction work. All or any part of excavation, construction, 
erection, alteration, repair, demolition, and dismantling of buildings 
and other structures and all operations in connection therewith; the 
excavation, construction, alteration and repair of sewers, trenches, 
caissons, conduits, pipe lines, roads and all operations pertaining 
thereto; the moving of buildings and other structures, and to the con- 
struction, alteration, repair, or removal of wharfs, docks, bridges, 
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CO. 


such as a rope grab, rip- 
tearing or deforming lan- 


ts or any other construction, alter- 


yards, automatic self-retracting lifelines/lanyards, etc., which 
serves to dissipate a substantial amount of energy during a fall ar- 
rest, or otherwise limit the energy imposed on an employee during fall 


arrest. 
Deceleration distance. 


The additional vertical distance a falling 


employee travels, excluding 


lifeline elongat 


tion and free fall dis- 


tance, before stopping, from the point at which the deceleration de- 


vice begins to operate. It is measured as 


cation of an employee's full 


eration device during a fal 


body harness a 


point after the employee comes to a full stop. 
Dropline. A vertical lifeline secured to an upper anchorage for 


the purpose of attaching a 


lanyard or device. 


the distance between the lo- 
ttachment point at the mo- 
ment of activation (at the onset of fal arrest forces) of the decel- 
1, and the location of that attachment 


Elevating work platform. A device used to position personnel, 


along with their necessary tool 


includes a platform and an elevating assembly. 
ted or have an integral chassis for mobility and as a means of sup- 


port. 


Equivalent. Alternative designs, 
against a hazard which the empl 
an equal or greater degr of safety for empl 
materials, or designs specified in 


Fall arrest system. A fall protection syst 
fall from elevation. Fall arrest systems incl 


ls and materials, at work locations. It 


It may be vehicle-moun- 


materials, or methods to protect 
Loyer can demonst 


trate and will provide 


oyees than the methods, 
this standard. 


tem that will arrest a 


lude personal fall arrest 


systems that are worn by the user, catch platforms, and safety nets. 


Fall distance. The actual 
the level where a fall would stop. 
Fall protection work plan. A written planning document in which 


the employer identifies all 


methods of fall protection to be used to pro 
cludes the procedures governing the installat 


distance from the worker's support to 


areas on the job site where a fall hazard 
of ((#e8)) 10 feet or more exists. The plan describes the method or 


tect employees, and in- 
tion, use, inspection, and 


removal of the fall protection method or methods which are selected by 
the employer. See WAC 296-880-10020. 
A system in which all necessary components 


Fall restraint system. 


function together to restrain/prevent 


t an employee from falling to a 


lower level. Types of fall restraint systems include standard guard- 
restraint systems, 
or a warning line system and safety monitor 


rail systems, personal fall 


fall protection system (i.e., guardrail syst 


personal fall arrest system) or that it is 
use any one of these systems to provide fall 
Free fall. The act of falling before a 
tem begins to apply force to arrest the fall. 
Free fall distance. The vertical displacement of the fall arrest 
loyee's full body harness between onset of 
tem begins to apply force to arrest 

ludes deceleration distance, and lifeline/ 
ludes any deceleration device slide dis- 

tance or self-retracting lifeline/lanyard extension before they oper- 


attachment point on the emp] 


the fall. This distance excl 
lanyard elongation, but incl 


the fall and just before the syst 


warning line systems, 


Feasible. It is possible to perform the work using a conventional 
tem, safety net system, or 
technologically possible to 
protection. 
personal fall arrest sys- 


ate and fall arrest forces occur. 
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Full body harness. A configuration of connected straps that meets 
the requirements specified in ANSI Z359.1, that may be adjustable to 
distribute a fall arresting force over at least the thighs, shoulders 
and pelvis, with provisions for attaching a lanyard, lifeline, or de- 
celeration devices. 

Full body harness system. A full body harness and lanyard which 
is either attached to an anchorage meeting the requirements of this 
chapter; or it is attached to a horizontal or vertical lifeline which 
is properly secured to an anchorage(s) capable of withstanding the 
forces specified in this chapter. 

Handrail. A rail used to provide employees with a handhold for 
support. 

Hardware. Snap hooks, D-rings, bucklers, carabiners, adjusters, 
or O-rings, that are used to attach the components of a fall protec- 
tion system together. 

Hazardous slope. A slope from which construction work is per- 
formed where normal footing cannot be maintained without the use of 
devices due to the pitch of the surface, weather conditions, or sur- 
face material. 

Hole. A gap or void two inches or more in its least dimension, in 
a floor, roof, or other surface. 

Horizontal lifeline. A rail, rope, wire, or synthetic cable that 
is installed in a horizontal plane between two anchorages and used for 
attachment of a worker's lanyard or lifeline device while moving hori- 
zontally; used to control dangerous pendulum like swing falls. 

Infrequent. The task or job is performed only on occasion, when 
needed (e.g., equipment breakdown), on an occasional basis, or at 
sporadic or irregular intervals. 

Lanyard. A flexible line of webbing, rope, or cable used to se- 
cure a positioning harness or full body harness to a lifeline or an 
anchorage point usually two, four, or six feet long. 

Leading edge. The advancing edge of a floor, roof, or formwork 
which changes location as additional floor, roof, or formwork sections 
are placed, formed, or constructed. A leading edge is considered to be 
an "unprotected side or edge" during periods when it is not actively 
and continuously under construction. 
Lifeline. A vertical line from a fixed anchorage or between two 
horizontal anchorages, independent of walking or working surfaces, to 
which a lanyard or device is secured. Lifeline as referred to in this 
text is one which is part of a fall protection system used as back-up 
safety for an elevated worker or as a restraint for workers ona flat 
or sloped surface. 

Locking snap hook. A connecting snap hook that requires two sepa- 
rate forces to open the gate; one to deactivate the gatekeeper anda 
second to depress and open the gate which automatically closes when 
released; used to minimize roll out or accidental disengagement. 

Low pitched roof. A roof having a slope equal to or less than 
four in ((#wetve)) 12. 

Maintenance. The work of keeping a building, machine, roadway, 
etc., in a state of good repair. 

Manually propelled elevating work platform. A manually propelled, 
integral chassis, elevating work platform with a platform that cannot 
be positioned completely beyond the base. 

Mechanical equipment. All motor or human propelled wheeled equip- 
ment except for wheelbarrows, mopcarts, robotic thermoplastic welders, 
and robotic crimpers. 
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Opening. A gap or void ( (€hie+t¥)) 30 inches (76 cm) or more high 
and ((eteheeer)) 18 inches (48 cm) or more wide, in a wall or parti- 
tion, through which employees can fall to a lower level. 

Personal fall arrest system. A fall arrest system that is worn by 
the employee to arrest the employee in a fall from elevation. It con- 
sists of an anchor point, connectors, a full body harness, and may in- 
clude a lanyard, deceleration device, lifeline, or suitable combina- 
tions of these. 
Personal fall restraint system. A fall restraint system that is 
worn by the employee to keep the employee from reaching a fall point, 
such as the edge of a roof or elevated work surface. It consists of an 
anchor point, hardware assemblies, a full body harness and may include 
a lanyard, restraint lines, or suitable combinations of these. 
Platform. A work surface elevated above the surrounding floor or 
ground. 
Positioning device system. A full body harness or positioning 
harness that is worn by an employee, and is rigged to allow an employ- 
ee to be supported on an elevated vertical or inclined surface, such 
as a wall, pole or column and work with both hands free from the body 
support. 

Positioning harness. A body support that meets the requirements 
specified in ANSI Z359.1 that encircles and closes around the waist 
and legs with attachment elements appropriate for positioning work. 


( ( 


Qualified person. One who, by possession of a recognized degree, 
certificate, or professional standing, or who by extensive knowledge, 
training, and experience, has successfully demonstrated his/her abili- 


ty to solve or resolve problems related to the subject matter, the 
work, or the project. 

Repair. To restore a building, machine, roadway, etc., to an 
original state after damage or decay. 

Restraint line. A line from a fixed anchorage or between two an- 
chorages to which an employee is secured in such a way as to prevent 
the worker from falling to a lower level. 

Roof. The exterior surface on the top of a building. This does 
not include floors or formwork which, because a building has not been 
completed, temporarily become the top surface of a building. 

Roofing work. The hoisting, storage, application, and removal of 
roofing materials and equipment, including related insulation, sheet 
metal, and vapor barrier work, but not including the construction of 
the roof deck. 
Rope grab. A fall arrester that is designed to move up or down a 
lifeline suspended from a fixed overhead or horizontal anchorage 
point, or lifeline, to which the full body harness is attached. In the 
event of a fall, the rope grab locks onto the lifeline rope through 
compression to arrest the fall. The use of a rope grab device is re- 
stricted for all restraint applications. See WAC 296-880-40025. 

Runway. A passageway for persons, elevated above the surrounding 
floor or ground level, such as a footwalk along shafting or a walkway 
between buildings. 

Safety line. See "lifeline." 
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Safety monitoring system. A type of fall restraint system in 
which a competent person whose only job responsibility is to recognize 
and warn employees of their proximity to fall hazards when working be- 
tween the warning line and the unprotected sides and edges, including 
the leading edge of a low pitch roof or other walking/working surface. 

Safety net system. A type of fall arrest system, as described in 
WAC 296-880-40055. 


)) is responsible for recognizing and warning one em- 


ptteh_ reeofs—onty 
ployee of a fall hazard. 

Scaffold. A temporary elevated platform, including its supporting 
structure and anchorage points, used for supporting employees or mate- 
rials 


Self-propelled elevating work platform. A self-propelled, inte- 
gral chassis, elevating work platform with a platform that cannot be 
positioned completely beyond the base. 

Self-rescue device. A piece of equipment designed to allow a per- 
son, who is suspended in a personal fall arrest system, to independ- 
ently rescue themselves after the fall by moving the device up or down 
until they reach a surface and are no longer suspended. 
Self-retracting lifeline. A deceleration device which contains a 
wound line which may be slowly extracted from, or retracted onto, the 
device under slight tension during normal employee movement, and which 
after onset of a fall, automatically locks the drum and arrests the 
fall. 


Service. To repair or provide maintenance for. 

Shock absorbing lanyard. A flexible line of webbing, cable, or 
rope used to secure a full body harness to a lifeline or anchorage 
point that has an integral shock absorber. 

Snap hook. See "locking snap hook." 

Standard guardrail system. A type of fall restraint system that 
is a vertical barrier consisting of a top rail and midrail, and toe- 
board when used as falling object protection for persons who may work 
or pass below, that is erected along all open sides or edges of a 
walking/working surface, ramps, platforms, or runways. 

Standard strength and construction. Any construction of guard- 
rails, handrails, covers, or other guards that meets the requirements 
of this chapter. 

Static line. See "horizontal lifeline." 

Steep pitched roof. A roof having a slope greater than four in 
((twetve)) 12. 

Structural member. A support that is a constituent part of any 
building or structure. Structural members include columns, girders, 
beams, trusses, joists, and similar supporting members of a building 
or structure. 

Suitable. That which fits, or has the qualities or qualifications 
to meet a given purpose, occasion, condition, function, or circum- 
stance. 

Temporary. The duration of the task the worker performs is brief 
or short. 

Toeboard. A vertical barrier at floor level erected along all 
open sides or edges of a floor opening, platform, runway, ramp, or 
other walking/working surface to prevent materials, tools, or debris 
from falling onto persons passing through or working in the area be- 
low. 
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Unprotected sides and edges. Any open side or edge of a floor, 


roof, balcony/deck, 
where there is no 


platform, 


ra 


strength and cons 
in vertical height. 


Walking/working surface. An 
on which an employee walks, 
or workplace location. Walking/working surfaces include, but are 


tical 
area 


limited to, 
dockboards, 


not 
stairs, 
ladders. 


Warning line system. A barrier erected on a walking and working 
( (Swelve) ) 


floors, 


the 


formwork, 


surface or a low pitch roof 


employees that they are approach 


[Statutory Authority: RCW 49.17.010, 
and chapter 49.17 RCW. WSR 20-12-091, 


fective 10/1/20.] 


AMENDATORY SECTION 
10/1/20) 


grou 
an 


(fou 


Mp, 


y surface, 
works, 


nd, 


baad 


ing an unprotected fall 


runway, 


roofs, 
d reinforcing steel but not includin 


n 


49.17.040, 
Ss 296-880-095, 


(Amending WSR 20-12-091, 


( ($R+eEy—F Re) ) 
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or walking/working surface 
standard guardrail system, or parapet wall of solid 
truction that is at least j j 


inches 


whether horizontal or ver- 


or gains access to a work 


ramps, br 


1276 


49.1 


filed 6/ 


idges, ru 


less), 
hazar 


T 


7.050, 49 
filed 6/ 


2/20, eff 


nways, 
g 


to warn 
d(s). 


L060, 
2/20, ef- 


ective 


WAC 296-880-20005 Fall protection required at four feet or more. 


The employer must ens 


ure that fall arrest systems, 


fall restraint 


sys- 


tems, 


or positioning device systems are provided, 


in 


stalled, 


and im- 


plemented in accordance wit 


th WAC 296-880-400 Fall 


pr 


otection 


system 


specifications when employ 


S ar 


xposed to fall 


hazards of fou 


r feet 


or more to the ground 


or lower level. 


(1) 


cept as required in subsecti 


employer must ensure 


with an unprotected side or edge four feet 
lower level is protected by one of the following fal 


ctcems: 


(a) 
in WAC 296-880-40005, 
trance to a ramp, 


ons 


Walking/working surfaces wit 
through 
that each employee on a walking/working 
t or more above 


(2) 


A standard guardrail system, 


or 


on all open sides, 


stairway, 


or ladder. 


with a standard toeboard wherever: 
or there is equipment with which 
falling materials could create a hazard. 


pass, 
(i) 


ditional 


rails may be 


added) 


there is moving machinery, 


an amou 


When employees are using st 
or equivalent member of the guardrail system must 
nt equal to 


stilts while maintaining the streng 


system. 
(ii) 


Where employees are workin 
above the protection of the guardrail system, 


The guardrail 
Beneath the open 


tilts, 


th specification 


(10) of 


the equival 
except wher 


th unprotected sides or edges. 


this sect 


the 
tec 


L pro G 
ent, 


there i 


Ex- 
ion, the 
surface 
ground or 
ion sys- 


as specified 


the height 


S 


sides, pe 


of the t 


t be increased 
the height of the 


of the g 


g on or from platforms or 
the employer must either 


ra 


S T= 


must be provided 


rsons can 
op rail 
(or ad- 
uardrail 


ladders 


ils may 


increase the height of the guardrail system (or additional 

be added) or select and implement another fal 

specified in (b), (c), (d), (e), or (f) of this subsection. 
(iii) When guardrails must be temporari] 


specific task, 


the area 
til the guardrail is repl 


must 


is to warn persons entering 
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must be protected from the fall hazard by a personal fall arrest sys- 
tem or personal fa 


(b) A 
(c) A 
(d) A 
(e) A 
(f) A 
(2) 

(a) 


Ramps, 


personal 
personal 


safety 
catch p 


fall 


ll restraint system. 


fall 


net 
la 


S 


tform; 


ystem; 
or 


warning line system. 


Guarding of ramps, 
runways, 


an 


runways, 
d inclined walkways 


restraint system; 
arrest system; 


and inclined walkways. 


that are four feet or 


more above the ground or lower level must be equipped with a standard 


guardrail system or the equ 


along each open side. 


likely to be used on 
each open side to pro 


(b) 


ivalent, 


Wherever tools, 


the ru 


Le 


Runways used exclu 
guardrail on one side omitted wher 


Cc 


Sive 


nway, 


a to 


machine parts, 


as specified in WAC 296-880-40005, 
or materials are 
eboard must also be install 
t persons working or passing below. 
ly for special purposes may have 
operating conditions necessitate 


ed on 


the 


such omission, provided the falling hazard is minimized by using a 
runway not less than ((e+ekhteen)) 18 inches wide. 
Note: See WAC 296-880-40010 for other specific criteria for ramps, runways, and inclined walkways. 

(3) Holes. 

(a) The employer must protect employees from falling into or 


(1) 


pass, 
(ii) 
(iii) 

men 


(iv) 
be 


mus 
must 
line 
warn 


personal 
(v) 


tems. 


(i) 
standard 


e 


When 
temporarily 
remain at 


The emp] 
Unprotected skylight 
strength and constr 


xposed sides, or employees must 


A warni 


through holes four feel 
the following fall pro 
in WAC 296-880-40005, 

trance to a ramp, 
with a standard toeboard wherever, 

or there is moving machinery, 
falling materials coul 
A cover, 


stairway, 


as 
ng 


on all open sides, 
or ladder. 


the 


h 


ing 


ec 


or the equival 


ent 


r 


t or more to the ground or lower level by one of 
tion systems 


A standard guardrail system, as specified 


except wher 
The guardrail 


-40040; 


strain 


S 
equipment, 


t systems, 


upporting, 


one time, 


fall arres 
(c) 


system 


the following: 


fall arrest 


a Si 


S. 
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system on all sides, 
t systems, 


hol 
uction, 
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ole until the cover, 
system is replaced. The only duty 
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or 
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be p 
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least 
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LSS must 


systems or personal fall res 


tandard gu 


es tems. 
and is no 


the weight 


sys 


twice 


restrain 


must 
beneath the open sides, 
or there is equipment 
ld create a hazard; 
specified in WAC 296-880-40015; 
line system erected at least 
from all unprotected sides or edges of 
ts of WAC 296-880 
the cover, 


guardrail system, 
the employee must perform is to 
the area of the fall hazard. The employee must 


e fall hazard by a personal fall arres 


there is 
t be provided 
persons can 
t with which 


( (£:£teen) ) 
the hole and meets the require- 


n- 


15 feet 


or warning line system 
an employee 
or warning 


sys 


cem or 


Loyer must guard skylight holes and skylights. 
t be guarded by covers of 

ardrail systems on all 
rotected by personal fall 


train 


sys- 


re~ 


t capable of 

of employees, 
the skylight at any 
tandard strength 
or employ- 
or personal 


The employer must guard hatchways and chute holes by one of 
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(i) 


standard guardrail system with only one exposed sid 
cover must be closed or the exposed side must be guar- 
top and intermediate positions by removable standard 


not in use, th 


ded at both 
guardrail systems; or 
(ii) ] 
more than two sides of the 
with toeboards on all other exposed sides. 
must be kept in a place when 


the hol 


or otherwise mounted so 

(d) 
guardrail system wi 
at the entrance 


th s 
to a hole, 


walk directly into the hole. 
(e) The employer must gu 
tandard strength and constru 
he pit or trap door holes mu 
tandard guardrail system. 
(£) The employer must gu 
bly pits by a cover, 
fall arrest system. 


tM 


n 


(g) The employer must gu 


must be constantly a 
ard guardrail system. 

(4) Guarding of 
ployee working on, at 
chutes attached) 


above, 


bal 


openings. 


where the outside bot 


ard pits and 
ction. While 


ard repair pit 
a guardrail system, 


is not 
as to be conveniently replaceable. 

The employer must guard ladderways or platforms by a standard 
tandard toeboards on all exposed sides, 
with 
ther provided with a swinging gat 
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Hinged covers of standard strength and construction anda 


When the hole is 


A removable standard guardrail system with toeboard on not 
hole and fixed standard guardrail system 


The removable guardrail 
in use and must be hinged 


except 


the passage through the guardrail ei- 
te or so offset that a person cannot 


trap door holes by covers of 
the cover is not in place, 
st be protected on all exposed sides by a 


a fall restraint 


service pits, and assem- 
system or 


ts, 


ard manholes by standard covers which 
need not be hinged in place. While the cover is not in place, the hol 


feet or more above a lower level and 
opening is less than ( (thh ;-Fime) ) 
face, are protected from fall 
safety net system, a personal 
straint system. 
(5) Fall 
er must ensure that employees exposed to fall 


more while placing or tying reinforcing steel 
of formwork or reinforcing steel are pro 
positioning device systems, 
protection on steep pit 

the employer must ensure 
hazards of four feet or more whil 
( (wete) ) 
Fall restraint system. 


systems, 
(6) Fall 
work activity, 


greater than four in 


(a) 


fall arrest system, 


ttended or must be protected by a removable stand- 


The employer must ensure that each em- 
or near openings 
ttom edge of 
the inside bo 
39 inches above the working sur- 
ing by the use of a guardrail system, a 


(including those with 
the opening is four 
ttom edge of the 


or personal fall re- 


protection during form and reinforcing work. The employ- 


hazards of four feet or 
or working on the face 


tec 
or safety net systems. 
tched roofs. 


ted by personal fall arrest 


Regardless of the 


tha 
le working on a roof with a pitch 
12 use one of the following: 

Safety monitor systems and warning 


t employees exposed to fall 


line systems are prohibited on steep pitched roofs; 


(b) A personal fall arrest system; 
(c) A positioning device system. 
(7) Fall protection on low pitched roofs. 


sure that employees exposed 
engaged in work, 
edge on low pitched 


(a) A personal fall restraint 

(b) A personal fall arrest system; 
(c) A positioning device system; 
(d) A warning line system; 

(e) A standard guardrail system; 
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or 


The employer must en- 


to fall hazards of four feet or more while 
other than roofing work or constructing a leading 
roofs use one of the following: 

] system; 


( (e#) ) 
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(£) Safety watch system when work, other than construction work, 
is performed that is both infrequent and temporary, and not within six 
feet of the roof edge. 


Exception: When work, other than construction work, is performed 15 feet or more from the roof edge, the employer is not required to provide any 
fall protection, provided the work is both infrequent and temporary and the employer implements and enforces a work rule prohibiting 
employees from going within 15 feet of the roof edge without using fall protection in accordance with (a) through (f) of this subsection. 


(8) ( (Safetyweteh—system.When_one_empleyee_is—_conducting—repais 
work _or_servicing equi nt—on—a_lLew_pttehreof _—_tour_— fect—or mor 
abeve—actewer tevel—empteyesrs a attowed— 64 asafetyweatehsys= 
tom in aceordance with WAC? 96-880-40050~ 


49})) Hazardous slopes. Eaten exposed to falls of four fee 
or more while performing construction work on a hazardous slope mus 
use personal fall restraint systems or positioning device systems. 
( (+46+)) (9) Vehicles and rolling stock. The employer must ensure 
that employees exposed to fall hazards of four feet or more to the 
ground or lower level from vehicles or rolling stock on which employ- 
ees must be located in order to perform their job duties are protected 
by fall arrest systems, fall restraint systems, or positioning device 
systems. 


Exception: Where suitable anchorages cannot be provided or when the use of fall protection creates a greater hazard, work may be performed on 
vehicles or rolling stock without a fall protection system. 


ct ct 


[Statutory Authority: RCW 49.17.010, 49.17.040, 49.17.050, 49.17.060, 
and chapter 49.17 RCW. WSR 20-12-091, § 296-880-20005, filed 6/2/20, 
effective 10/1/20.] 


AMENDATORY SECTION (Amending WSR 20-12-091, filed 6/2/20, effective 
10/1/20) 


WAC 296-880-30005 Construction work. This section applies to 
work activities under the scope of chapter 296-155 WAC, Safety stand- 
ards for construction work, unless specifically addressed in WAC 
296-880-200 of this chapter. 


(1) The employer must ensure that a fall arrest system, fall re- 
straint system, or positioning device system is provided, installed, 
and implemented in accordance with ((this—chepter)) WAC 296-880-400 
Fall protection system specifications when employees ar xposed to 
fall hazards of ((#eR)) six feet or more to the ground or lower level 
while: 

(a) Engaged in roofing work on a low pitched roof; 


(b) Constructing a leading edge ((+)). 


Exception: Employees not directly involved with constructing the leading edge, or are not performing roofing work must comply with WAC 
296-880-200 Fall protection required at four feet or more. 


((te}+)) (2) The employer must ensure that a fall arrest system, 
fall restraint system, or positioning device system is provided, in- 
stalled, and implemented in accordance with WAC 296-880-400 Fall pro- 
tection system specifications when employees ar xposed to fall haz- 
ards of 10 feet or more to the ground or lower level while: 

(a) Engaged in the erection or placement of structural members. 


Exception: When the erection or placement of structural members is performed on or from a floor, deck, roof, or similar surface you must comply 
with WAC 296-880-200 Fall protection required at four feet or more. 


((+4+)) (b) Engaged in excavation and trenching operations. 
(i) Exceptions. Fall protection is not required at excavations 
when employees are: 
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(A) Directly involved with the excavation process and on the 
ground at the top edge of the excavation; or 

(B) Working at an excavation site where appropriate sloping of 
side walls has been implemented as the excavation protective system. 

(ii) Fall protection is required for employees standing in or 
working in the affected area of a trench or excavation exposed to a 
fall hazard of ((#e8)) 10 feet or more; and: 

(A) The employees are not directly involved with the excavation 
process; or 

(B) The employees are on the protective system or any other 
structure in the excavation. 


Note: Persons considered directly involved in the excavation process include: 
1. Foreman of the crew. 
2. Signal person. 
3. Employee hooking on pipe or other materials. 
4. Grade person. 
5. State, county, or city inspectors inspecting the excavation or trench. 
6. An engineer or other professional conducting a quality-assurance inspection. 


((+44)) (38) Employees are exempt from WAC 296-880-30005 under the 
following conditions: 
(a) During initial installation of the fall protection anchor 
prior to engaging in any work activity, or the disassembly of the fall 

protection anchor after all work activities have been completed; 

(b) When employees are inspecting, investigating, or assessing 
roof level conditions or work to be performed only on low pitch roofs 
prior to the start of construction work or after all construction work 
has been completed; 

This exemption does not apply on steep pitch roofs, where con- 
struction work is underway, or when fall protection systems or equip- 
ment meeting the requirements of this chapter have been installed and 
are available for workers to use for pre-work and post-work inspec- 
tions, investigations, or assessments. 


Note: Examples of activities the department recognizes as inspecting or estimating include: 

e Measuring a roof to determine the amount of materials needed for a project; 

e Inspecting the roof for damage without removing equipment or components; and 

e Assessing the roof to determine what method of fall protection will be provided to employees. 


Note: Examples the department does not recognize as inspecting or estimating under this exemption include: 
e Delivering, staging, or storing materials on a roof; and 
e Persons estimating or inspecting on roofs that would be considered a "hazardous slope" by definition. 


(c) When employees must be located on vehicles, or rolling stock 
in order to perform their job duties. 


[Statutory Authority: RCW 49.17.010, 49.17.040, 49.17.050, 49.17.060, 
and chapter 49.17 RCW. WSR 20-12-091, § 296-880-30005, filed 6/2/20, 
effective 10/1/20.] 


AMENDATORY SECTION (Amending WSR 20-12-091, filed 6/2/20, effective 
10/1/20) 


WAC 296-880-30055 Ski area facilities and operations. This sec- 
tion applies to all persons, firms, corporations, or others engaged in 
the operation of organized ski areas and facilities under the scope of 
chapter 296-59 WAC, Safety standards for ski area facilities and oper- 
ations. 

(1) Personal protective equipment, general requirements. 

(a) Personal fall arrest systems or personal fall restraint sys- 
tems must be provided and used whenever employees are working in loca- 
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lift facilities and structures. 


a fall 
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hazard of four feet or more 


tems or personal fall res 
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traint 
levated locations. 
ly be permitted for emergency 
l fall arrest system is not 


Ae 


Scu or 


tion systems while riding on a standard lift chair while seated in 


22-17-077 
( (thar 


not be required to wear personal fall protec- 


the 


Personal fall arrest sys- 
systems must be used when working at 
Exception to this requirement must on- 
mergency inspection if a per- 


immediately availabl 


sonal 
ble. 


protective equipment 


ardrails on ski 
e platform must 


(3) Gu 
(a) Th 
strength gu 
figuration 
(b) Wh 


of all lifts on 


ar 


high as wil 
inches high. 
(c) If the work plat 
the upper level platform 
four inches high. 
(d) Each pl 


Ss 


restraint 
lanyard at 


or personal fa 
(e) Each 
sustain 


ardrails where such guardrails 


ere guardrails must be less than 
high in order to clear carriages, 
lear the obstr 
form is equipped wit 
must be equipped with a toeboard at 


latform must 
for each permissible occupant 


( ($+ve—+hevsancd fers bounded) ) 


must 


lift 


aerial work platforms. 


Required per- 


be made available as quickly as possi- 


be equipped with standard height and 


will 


which it is 


guidage, 
uctions 


eUtc., 


to at 
system. 


for each occupant permit 
(£) Attachment 
ter balance point of 


(g) The rings 


cen 


ted to be attached 


practical 
for instance, 


suspension rod, bu 
(4) 
(a) 
personal fall 
intended work. 
(o) Any 
ard guardrail 


at least 


( ($R+eey—ASRe) ) 


but never less than 


th an upper work 


39 


tachment ring must be of such strength as 
5,400 pounds of static loading 
to a specific ring. 
rings must be permanently located as close to 
the platform as is 
may be movable, 
t must not be completely removable. 
Work platform use. 

Passengers must be provided with and must use the correct 


39 inches high, 


must be protected by a personal fall restraint system, 
permit free-fall over the platform edge. 


(c) 


When personnel are 


passengers on a work plat 


of a personal fall arrest 


tform and 


pass through the con- 
intended to be used. 
( (thy -nriee) ) 
guardrails must be as 
( (wetze) ) 


inches 


12 


level, 
least 


be equipped with a lanyard attachment ring 
tach a personal fall arrest system 


TO 


the 


up and down a central 


arrest system or personal fall restraint system for the 


time a passenger's position is not protected by a stand- 


the individual 
which will not 


lanyard must be attached 


work position requires the us 
fall restraint system, the 
form, not to the haulrope or tower. 


All specifications woul 


CO 


Additional requirements for ski area facilities and operat 


can be found in 
cilities and operations. 


[Statutory Auth 


effective 10/1/20.] 
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effective 


10/1/20) 


WAC 296-880-40005 Guardrail systems. 


Guardrail systems 


their use must conform to the following provisions: 


(1) 


A standard guardrail system must consist of top rail, 


and 


inter- 


mediate rail, and posts, and must have a vertical height of ( (##+e+;- 


Hine—to—_ferty-five) ) 


floor, platfor 


39 to 45 inches f 
m, runway, 


height of the 
provided 
tion. The int 


top edge may exceed the 


the guardrail system meets all 


or ramp level. 


rom upper surface of top 


When conditions warran 


( (fe¥"e;-#+ve)) 45 inch h 


other criteria of this 


rmediate rail must be ha 


the floor, pla 
overhang the t 
stitute a proj 
(2) 
us types 
(a) 
ur-inch s 
be of at least 
must be smooth 
intermediate r 
er configurati 


vario 


by fo 


Minimum requirements 


For wood guardrails, 


tform, runway, or ramp. 
erminal posts except whe 
ection hazard. 


for stan 
are spec 
the post 
tock spaced not to excee 
two-inch by four-inch s 
surfaced throughout the 
ail must be of at 
ons may be used for 


of construction 


the 


meets the requ 
(b) For p 
must be at lea 
posts spaced n 
may be used fo 
ments of (g) o 


this 
an 


irements of (g) of 
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st one and one-half in 
ot more than eight feet 
r the top rail when the 
f this subsection. 


lfway between the top ra 
The ends of the rails mu 
re such overhang does no 


dard guardrail systems u 
ified in the following i 
s must be of at 
d eight feet. The top ra 
tock and each length of 
length of the guardrail 


subsection. 


d top and intermediate r 


on centers. 
configuration mee 


ts the 


rail to 
t, the 
eight, 
subsec- 
il and 
st not 
t con- 


nder 
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least two-inch 


il must 
lumber 
The 


least one-inch by six-inch stock. Oth- 
top rail when the configuration 


ails 


ches nominal OD diameter with 
Other config 
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uire- 


ura 
req 


(c) 
ate rails 
or other 


For stru 
must be 
metal sh 


ctural steel guardrails, 
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posts and top 


and intermedi- 


by three-eight 


ths inch angles 


apes of equivalent bending strength, 
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spaced not mor 
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of (g) of this 
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amu 
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en 


e than eigh 
top rail wh 
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t on cen 
the conf 
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meet the s 
subsection. 
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The 


gth factor and deflectio 


top rail mu 
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the configu 
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pleted stru 
hundred) ) 
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(£) When 
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(i) A smooth surfaced top rail at a height above floor, platform, 
runway, or ramp level between ( (€h+*t;-fine—and ferty-five)) 39 and 45 
inches; 

(ii) When the ( (4we—buendred)) 200 pound (890 N) load specified in 
(e) of this subsection is applied in a downward direction, the top 
edge of the guardrail must not deflect to a height less than ( (#H+*e+y- 
Hime)) 39 inches (1.0 m) above the walking/working surface. Guardrail 
system components selected and constructed in accordance with this 
chapter will be deemed to meet this requirement; 

(iii) Protection between top rail and floor, platform, runway, 
ramp, or stair treads, equivalent at least to that afforded by a 
standard intermediate rail; 

(iv) Elimination of overhang of rail ends unless such overhang 
does not constitute a hazard. 

(3) Toeboard specifications. 

(a) A standard toeboard must be a minimum of three and one-half 
inches in vertical height from the top edge to the level of the walk- 
ing/working surface. Toeboards may be made of any substantial materi- 
al, either solid, or with openings not over one inch in greatest di- 
mension. Toeboards must be securely fastened in place with no more 
than one-quarter inch clearance above the walking/working surface. 

(b) Where material is piled to such height that a standard toe- 
board does not provide protection, paneling, or screening from floor 
to intermediate rail or to top rail must be provided. 


m 
m 


[Statutory Authority: RCW 49.17.010, 49.17.040, 49.17.050, 49.17.060, 
and chapter 49.17 RCW. WSR 20-12-091, § 296-880-40005, filed 6/2/20, 
effective 10/1/20.] 


AMENDATORY SECTION (Amending WSR 20-12-091, filed 6/2/20, effective 
10/1/20) 


WAC 296-880-40050 Safety watch system requirements. Safety 
watch systems and their use must conform to the following provisions: 

(1) When one employee is conducting ((arhry—epa+=)) work ((e= 
servicing—eaqtiement)), other than construction work, on a low pitch 
roof, not within six feet of the roof edge ( (;—earnd-whereexpesure te 

tSs— i ts+)) and 

when the work is both infrequent and temporary, employers are allowed 
to use a safety watch system. 

(2) The employer must ensure the safety watch system meets the 
following requirements: 

(a) There can only be two people on the roof while the safety 
watch system is being used: One employee acting as the safety watch 
and one employee engaged in the ( (¥epais-werke+ servicing ecautemens) ) 
work activity; 

(b) The employee performing the ( (¥epai*®)) work ( (e*-serviee) ) 
must comply promptly with fall hazard warnings from the safety watch; 

(c) Mechanical equipment is not used; and 

(d) The safety watch system is not used when weather conditions 
create additional hazards. 

(3) The employer must ensure th mployee acting as the safety 
watch meets all of the following: 

(a) Is a competent person as defined in WAC 296-880-095; 

(b) Is trained in the requirements of this section; 
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(c) Has full control over the work as it relates to fall protec- 


(d) Has a clear, unobstructed view of the worker; 


e 
(f) Performs no other duties while acting as 


) Is able to maintain normal voice communication; and 


the safety watch. 


[Statutory Authority: RCW 49.17.010, 49.17.040, 49.17.050, 49.17.060, 
and chapter 49.17 RCW. WSR 20-12-091, § 296-880-40050, filed 6/2/20, 


effective 10/1720] 
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WSR 22-17-089 
PROPOSED RULES 


HEALTH CARE AUTHORITY 
[Filed August 18, 2022, 11:36 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 22-08-059. 

Title of Rule and Other Identifying Information: WAC 182-503-0005 
Washington apple health—How to apply. 

Hearing Location(s): On September 27, 2022, at 10:00 a.m. In re- 
sponse to the coronavirus disease 2019 (COVID-19) public health emer- 
gency, the health care authority (HCA) continues to hold public hear- 
ings virtually without a physical meeting place. This promotes social 
distancing and the safety of the residents of Washington state. To at- 
tend the virtual public hearing, you must register in advance https:// 
usO2web.zoom.us/webinar/register/WN 9Uo veS5ETY2is3tDmGlUdw. If the 
link above opens with an error message, please try using a different 
browser. After registering, you will receive a confirmation email con- 
taining information about joining the public hearing. 

Date of Intended Adoption: Not sooner than September 28, 2022. 
Submit Written Comments to: HCA Rules Coordinator, P.O. Box 
42716, Olympia, WA 98504-2716, email arc@hca.wa.gov, fax 360-586-9727, 
by September 27, 2022, by 11:59 p.m. 

Assistance for Persons with Disabilities: Contact Johanna Larson, 
phone 360-725-1349, fax 360-586-9727, telecommunication[s] relay serv- 
ice 711, email Johanna.Larson@hca.wa.gov, by September 16, 2022. 

Purpose of the Proposal and Its Anticipated Effects, Including 
Any Changes in Existing Rules: HCA is amending WAC 182-503-0005(3) to 
include language regarding a telephonic signature option when applying 
for apple health coverage. 

Reasons Supporting Proposal: See purpose. 

Statutory Authority for Adoption: RCW 41.05.021, 41.05.160. 
Statute Being Implemented: RCW 41.05.021, 41.05.160. 

Rule is not necessitated by federal law, federal or state court 
decision. 

Agency Comments or Recommendations, if any, as to Statutory Lan- 
guage, Implementation, Enforcement, and Fiscal Matters: Not applica- 
ble. 


Name of Proponent: HCA, governmental. 

Name of Agency Personnel Responsible for Drafting: Jason Crabbe, 
P.O. Box 42716, Olympia, WA 98504-2716, 360-725-9563; Implementation 
and Enforcement: Paige Lewis, P.O. Box 45534, Olympia, WA 98504-5534, 
360-725-0757. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 34.05.328. RCW 
34.05.328 does not apply to HCA rules unless r quest d by the joint 
administrative rules review committee or applied voluntarily. 

Scope of exemption for rule proposal from Regulatory Fairness Act 
requirements: 
Is not exempt. 

The proposed rule does not impose DOES 2 enor costs on busi- 
nesses. Following is a summary of the agency's analysis showing how 
costs were calculated. The proposed rule pertains to client program 
eligibility and does not impose any costs on businesses. 


August 18, 2022 
Wendy Barcus 
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Rules Coordinator 


OTS-3744.1 


AMENDATORY SECTION (Amending WSR 18-11-071, filed 5/15/18, effective 
6/15/18) 


WAC 182-503-0005 Washington apple health—How to apply. (1) You 
may apply for Washington apple health at any time. 

(2) For apple health programs for children, pregnant people, pa- 
rents and caretaker relatives, and adults age ( (Ste;-feur)) 64 and 
under without medicare (including people who have a disability or are 
blind), you may apply: 

(a) Online via the Washington Healthplanfinder at 
www.wahealthplanfinder.org; 

(b) By calling the Washington Healthplanfinder customer support 
center and completing an application by telephone; 

(c) By completing the application for health care coverage (HCA 
18-001P), and mailing or faxing to Washington Healthplanfinder; or 

(d) At a department of social and health services (DSHS) communi- 
ty services office (CSO). 

(3) If you seek apple health coverage and are age ( (St ;- five) ) 


65 or older, have a disability, are blind, need assistance with medi- 
care costs, or seek coverage of long-term services and supports, you 
may apply: 

(a) Online via Washington Connection at 


www.WashingtonConnection.org; 

(b) By completing the application for aged, blind, disabled/long- 
term care coverage (HCA 18-005) and mailing or faxing it to DSHS; 

(c) By calling the DSHS customer service contact center and com- 
pleting an application by telephone; 

(d) In person at a local DSHS CSO or home and community services 
(HCS) office; or 

( (+4 )) (e) As specified in subsection (2) of this section, if 
you are a child, pregnant, a parent or caretaker relative, or an adult 
age ((stety-feus)) 64 and under without medicare. 

(4) You may receive help filing an application. 

(a) For households containing people described in subsection (2) 
of this section: 

(i) Call the Washington Healthplanfinder customer support center 
number listed on the application for health care coverage form (HCA 
18-O0O1P); or 

(ii) Contact a navigator, health care authority volunteer assis- 
tor, or broker. 

(b) For people described in subsection (3) of this section who 
are not applying with a household containing people described in sub- 
section (2) of this section: 
(i) Call or visit a local DSHS CSO or HCS office; or 
(ii) Call the DSHS community services customer service contact 
center number listed on the medicaid application form. 

(5) To apply for tailored supports for older adults (TSOA), see 
WAC 182-513-1625. 
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You must apply directly with the service provider for the 
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services as described in WAC 


The breast and cervical cancer treatment program under WAC 


20; 
The TAKE CHARGE Program under chapter 182-532 WAC; and 
The kidney disease program under chapter 182-540 WAC. 


For the confidential pregnant minor program under WAC 

17 and for minors living independently, you must complete a 

application directly with us (the medicaid agency). 
EL on how to give us an application may be found at 

y's website: www.hca.wa.gov/free-or-low-cost-health-care 

or "teen"). 

As the primary applicant or head of household, you may start 

ation for apple health by providing your: 

Full name; 

Date of birth; 


Physical address, and mailing addresses (if different); and 
Signature. 

To complete an application for apple health, you must also 
ll of the other information requested on the application. 


You may have an authorized representative apply on your be- 

30. 

We help you with your application or renewal for apple 

a manner that is accessible to you. We provide equal access 

182-503-0120 if you: 

you apply for or receive long-term serv- 
or we determine that you would benefit from EA 


Ask for EA services, 
supports, 


or 
Have limited-English proficiency as described in WAC 
110. 
y Authority: RCW 41.05.021 and 41.05.160. WSR 18-11-071, § 
005, filed 5/15/18, effective 6/15/18; WSR 17-15-061, $ 
005, filed 7/13/17, effective 8/13/17. Statutory Authority: 
021, 41.05.160, Public Law 111-148, 42 C.F.R. § 431, 435, 
and 45 C.F.R. § 155. WSR 14-16-052, § 182-503-0005, filed 
effective 8/29/14.] 
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WSR 22-17-091 
PROPOSED RULES 


HEALTH CARE AUTHORITY 
[Filed August 18, 2022, 12:48 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 22-13-175. 

Title of Rule and Other Identifying Information: WAC 182-517-0100 
Federal medicare savings programs. 

Hearing Location(s): On September 27, 2022, at 10:00 a.m. In re- 
sponse to the coronavirus disease 2019 (COVID-19) public health emer- 
gency, the health care authority (HCA) continues to hold public hear- 
ings virtually without a physical meeting place. This promotes social 
distancing and the safety of the residents of Washington state. To at- 
tend the virtual public hearing, you must register in advance https:// 
usO2web.zoom.us/webinar/register/WN 9Uo ve5ETY2is3tDmGlUdw. If the 
link above opens with an error message, please try using a different 
browser. After registering, you will receive a confirmation email con- 
taining information about joining the public hearing. 

Date of Intended Adoption: Not sooner than September 28, 2022. 
Submit Written Comments to: HCA Rules Coordinator, P.O. Box 
42716, Olympia, WA 98504-2716, email arc@hca.wa.gov, fax 360-586-9727, 
by September 27, 2022, by 11:59 p.m. 

Assistance for Persons with Disabilities: Contact Johanna Larson, 
phone 360-725-1349, fax 360-586-9727, telecommunication[s] relay serv- 
ice 711, email Johanna.Larson@hca.wa.gov, by September 16, 2022. 

Purpose of the Proposal and Its Anticipated Effects, Including 
Any Changes in Existing Rules: The agency is amending WAC 182-517-0100 
Federal medicare savings programs, to remove resource limits as an el- 
igibility requirement. 

Reasons Supporting Proposal: See purpose. 

Statutory Authority for Adoption: RCW 41.05.021, 41.05.160. 


Statute Being Implemented: Section 211(79), chapter 297, Laws of 
2022. 

Rule is not necessitated by federal law, federal or state court 
decision. 


Name of Proponent: HCA, governmental. 

Name of Agency Personnel Responsible for Drafting: Brian Jensen, 
P.O. Box 42716, Olympia, WA 98504-2716, 360-725-0815; Implementation 
and Enforcement: Mark Westenhaver, P.O. Box 42722, Olympia, WA 
98504-2722, 360-725-1324. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 34.05.328. RCW 
34.05.328 does not apply to HCA rules unless requested by the joint 
administrative rules review committee or applied voluntarily. 

The proposed rule does not impose more-than-minor costs on busi- 
nesses. Following is a summary of the agency's analysis showing how 
costs were calculated. The proposed rules pertain to client program 
eligibility and do not impose any costs on businesses. 


August 18, 2022 
Wendy Barcus 
Rules Coordinator 
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AMENDATORY SECTION (Amending WSR 19-12-085, filed 6/4/19, effective 
7/15/19) 


WAC 182-517-0100 Federal medicare savings programs. (1) Availa- 
ble programs. The medicaid agency offers eligible clients the follow- 
ing medicare savings programs (MSPs): 

a) The qualified medicare beneficiary (QMB) program; 

b) The specified low-income medicare beneficiary (SLMB) program; 
c) The qualified individual (QI-1) program; and 

d) The qualified disabled and working individuals (QDWI) pro- 


gram. 


Eligibility requirements. 
To be eligible for an MSP, a client must: 
) Be entitled to medicare Part A; and 
(ii) Meet the general eligibility requirements under WAC 
182-503-0505. 
(b) To be eligible for QDWI, a client must be under age ((si*}y— 


(c) Income ((anre—eseṣwree)) limits. 

(i) Income limits for all MSPs are found at https:// 
www.hca.wa.gov/health-care-services-and-supports/program- 
administration/program-standard-income-and-resources. 

(ii) If a client's countable income is less than or equal to 
( (ene—fhundeed)) 100 percent of the federal poverty level (FPL), the 
client is income eligible for the QMB program. 

(iii) If a client's countable income is over ((eRe—Hendred)) 100 
percent of the FPL, but does not exceed ( (ene—hund‘rec twenty)) 120 
percent of the FPL, the client is income eligible for the SLMB pro- 
gram. 


(iv) If a client's countable income is over ( (eRe Hundred twen- 
£¥)) 120 percent of the FPL, but does not exceed ( (eRe—hund‘eed hitty- 
f+ve)) 135 percent of the FPL, the client is income eligible for the 
QI-1 program. 

(v) If a client's countable income is over (( 


ene—hundred—thi sty 
f+ve)) 135 percent of the FPL, but does not exceed ( (4we—hundred)) 200 
percent of the FPL, the client is income eligible for the QDWI program 
if the client is employed and meets disability requirements described 
in WAC 182-512-0050. 


( Hh Resource Timits. 


(d) The federal MSPs do not require a resource test. 
(3) MSP income eligibility determinations. 
(a) The agency has two methods for determining if a client is el- 
igible for an MSP: 
(i) The agency first determines if the client is eligible based 
on SSI-rated methodologies under chapter 182-512 WAC. Under this meth- 
od, the agency calculates the household's net countable income and 
compares the result to the one-person standard. However, if the spou- 
se's income is deemed to the client, or if both spouses are applying, 
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the household's net countable income is compared to the two-person 
standard. 

(ii) If the client is not eligible under the methodology descri- 
bed in (a) (i) of this subsection, the agency compares the same counta- 
ble income, as determined under (a) (i) of this subsection, to the ap- 
propriate FPL standard based on family size. The number of individuals 
that count for family size include: 


(A) The client; 


(B) The client's spouse who lives with the client; 
(C) The client's dependents who live with the client; 
(D) 


spouse lives with the client; and 
(E) Any unborn children of the client, or of the spouse if the 
spouse lives with the client. 
(b) Under both eligibility determinations, the agency follows the 
rules for SSI-related people under chapter 182-512 WAC for determin- 
ing: 


e 
e 

The spouse's dependents who live with the spouse, if the 
x : 
y 


(i) Countable income ( (and *eseurescs) ); 

(ii) Availability of income ( (and -*eseuress) ); 

(iii) Allowable income deductions and exclusions; and 

(iv) Deemed income from and allocated income to a nonapplying 
spouse and dependents. 

(c) The agency uses the eligibility determination that provides 
the client with the highest level of coverage. 

(i) If the MSP applicant is eligible for QMB coverage under 
(a)(i) of this subsection, the agency approves the coverag 

(ii) If the MSP applicant is not eligible for QMB coverage, the 
agency determines if the applicant is eligible under (a) (ii) of this 
subsection. 

(iii) If neither eligibility determination results in QMB cover- 
age, the agency uses the same process to determine if the client is 
eligible under any other MSP. 
(d) When calculating income under this section: 
(i) The agency subtracts client participation from a long-term 
care client's countable income under WAC 182-513-1380, 182-515-1509, 
or 182-515-1514. 

(ii) The agency counts the annual Social Security cost-of-living 
increase beginning April 1st each year. 

(4) Covered costs. 

(a) The QMB program pays: 

(i) Medicare Part A and Part B premiums using the start date in 
WAC 182-504-0025; and 

(ii) Medicare coinsurance, copayments, and deductibles for Part 
A, Part B, and Part C, subject to the limitations in WAC 182-502-0110. 

(o) If the client is eligible for both SLMB and another medicaid 
program: 

(i) The SLMB program pays the Part B premiums using the start 
date in WAC 182-504-0025; and 

(ii) The medicaid program pays medicare coinsurance, copayments, 
and deductibles for Part A, Part B, and Part C subject to the limita- 
tions in WAC 182-502-0110. 

(c) If the client is only eligible for SLMB, the SLMB program 
covers medicare Part B premiums using the start date in WAC 
182-504-0025. 

(d) The QI-1 program pays medicare Part B premiums using the 
start date in WAC 182-504-0025 until the agency's federal funding al- 
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WSR 22-17-092 
PROPOSED RULES 


HEALTH CARE AUTHORITY 


[Filed August 18, 2022, 


1:28 p.m.] 
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Preproposal statement of inquiry was filed as WSR 22-10-028. 
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Rules Coordinator 


OTS-3858 .3 


AMENDATORY SECTION (Amending WSR 16-02-122, filed 1/6/16, effective 
2/6/16) 


WAC 182-500-0010 Medical assistance definitions—A. "Adminis- 
trative renewal" means the agency uses electronically available income 
data sources to verify and recertify a person's Washington apple 
health benefits for a subsequent certification period. A case is ad- 
ministratively renewed when the person's self-attested income is rea- 
sonably compatible (as defined in WAC 182-500-0095) with the informa- 
tion available to the agency from the electronic data sources and the 
person meets citizenship, immigration, Social Security number, and age 
requirements. 

"After-pregnancy coverage (APC)" means full-scope Washington ap- 
ple health (medicaid) health care coverage for people up to 12 months 
after the month their pregnancy ends under WAC 182-505-0115. 

"Agency" or "medicaid agency" means the Washington state health 
care authority (HCA). 

"Agency's designee" means any entity expressly designated by the 
agency to act on its behalf. 

"Allowable costs" are the documented costs as reported after any 
cost adjustment, cost disallowances, reclassifications, or reclassifi- 
cations to nonallowable costs which are necessary, ordinary and rela- 
ted to the outpatient care of medical care clients or not expressly 
declared nonallowable by applicable statutes or regulations. Costs are 
ordinary if they are of the nature and magnitude which prudent and 
cost-conscious management would pay. 

"Alternative benefits plan" means the range of health care serv- 
ices included within the scope of service categories described in WAC 
182-501-0060 available to persons eligible to receive health care cov- 

rage under the Washington apple health modified adjusted gross income 
(MAGI) -based adult coverage described in WAC 182-505-0250. 

"Ancillary services" means additional services ordered by the 
provider to support the core treatment provided to the patient. These 
services may include, but are not limited to, laboratory services, ra- 
diology services, drugs, physical therapy, occupational therapy, and 
speech therapy. 

"Apple health for kids" is the umbrella term for health care cov- 
erage for certain groups of children that is funded by the state and 
federal governments under Title XIX medicaid programs, Title XXI 
Children's Health Insurance Program, or solely through state funds 
(including the program formerly known as the children's health pro- 
gram). Funding for any given child depends on the program for which 
the child is determined to be eligible. Apple health for kids programs 
are included in the array of health care programs available through 
Washington apple health (WAH). 

"Attested income" means a self-declared statement of a person's 
income made under penalty of perjury to be true. (S also "self-at- 
tested income.") 
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"Authorization" means the agency's or the agency's designee's de- 
termination that criteria are met, as one of the preconditions to the 
agency's or the agency's designee's decision to provide payment for a 
specific service or device. (S also "expedited prior authorization" 
and "prior authorization.") 

"Authorized representative" is defined under WAC 182-503-0130. 


[Statutory Authority: RCW 41.05.021 and 41.05.160. WSR 16-02-122, § 
182-500-0010, filed 1/6/16, effective 2/6/16; WSR 15-15-143, § 
182-500-0010, filed 7/17/15, effective 8/17/15. Statutory Authority: 
RCW 41.05.021, Patient Protection and Affordable Care Act (P.L. 
111-148), 42 C.F.R. §§ 431, 435, 457, and 45 C.F.R. § 155. WSR 
14-01-021, § 182-500-0010, filed 12/9/13, effective 1/9/14. WSR 
11-14-075, recodified as § 182-500-0010, filed 6/30/11, effective 
7/1/11. Statutory Authority: RCW 74.08.090 and 2011 Ist spss. c 15. 
WSR 11-14-053, § 388-500-0010, filed 6/29/11, effective 7/30/11.] 


AMENDATORY SECTION (Amending WSR 19-04-095, filed 2/5/19, effective 
3/8/19) 


WAC 182-500-0020 Definitions—C. "Caretaker relative" means a 
relative of a dependent child by blood, adoption, or marriage with 
whom the child is living, who assumes primary responsibility for the 


child's care, and who is one of the following: 

(a) The child's father, mother, grandfather, grandmother, broth- 
er, sister, stepfather, stepmother, stepbrother, stepsister, uncle, 
aunt, first cousin, nephew, or niece. 

(b) The spouse of such parent or relative (including same sex 
marriage or domestic partner), even after the marriage is terminated 
by death or divorce. 

(c) Other relatives including relatives of half-blood, first 
cousins once removed, people of earlier generations (as shown by the 
prefixes of great, great-great, or great-great-great), and natural pa- 
rents whose parental rights were terminated by a court order. 

"Carrier" means an organization that contracts with the federal 
government to process claims under medicare Part B. 

"Categorically needy (CN) or categorically needy program (CNP)" 
is the state and federally funded health care program established un- 
der Title XIX of the Social Security Act for people within medicaid- 
eligible categories, whose income and/or resources are at or below set 
standards. 

"Categorically needy income level (CNIL)" is the standard used by 
the agency to determine eligibility under a categorically needy pro- 
gram. 

"Categorically needy (CN) scope of care" is the range of health 
care services included within the scope of service categories descri- 
bed in WAC 182-501-0060 available to people eligible to receive bene- 
fits under a CN program. Some state-funded health care programs pro- 
vide CN scope of care. 

"Center of excellence" - A hospital, medical center, or other 
health care provider that meets or exceeds standards set by the agency 
for specific treatments or specialty care. 
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"Centers for Medicare and Medicaid Services (CMS)" - The federal 
agency that runs the medicare, medicaid, and children's health insur- 
ance programs, and the federally facilitated marketplace. 

"Children's health program or children's health care programs" 
See "Apple health for kids." 

"Client" means a person who is an applicant for, or recipient of, 
any Washington apple health program, including managed care and long- 
term care. See definitions for "applicant" and "recipient" in RCW 
74.09.741. 

"Community spouse." See "spouse" in WAC 182-500-0100. 

"Continuous eligibility" means a person continues to receive 
their apple health coverage without interruption throughout their cer- 
tification period regardless of changes in income, household size, im- 
migration or citizenship status, or any other factor of eligibility 
other than moving out-of-state or death. 

"Core provider agreement" is a written contract whose terms and 
conditions bind each provider in the fee-for- SOEVIER: program to appli- 
cable federal laws, state laws, and the agency's rules, provider 
alerts, billing guides, and other subregulatory guidance. See WAC 
182-502-0005. The core provider agreement is a unilateral contract. 

"Cost-sharing" means any expenditure required by or on behalf of 
an enrollee with respect to essential health benefits; such term in- 
cludes deductibles, coinsurance, copayments, or similar charges, but 
excludes premiums, balance billing amounts for nonnetwork providers, 
and spending for noncovered services. 

"Cost-sharing reductions" means reductions in cost-sharing for an 
eligible person enrolled in a silver level plan in the health benefit 
exchange or for a person who is an American Indian or Alaska native 
enrolled in a qualified health plan (QHP) in the exchange. 

"Couple." See "spouse" in WAC 182-500-0100. 

"Covered service" is a health care service contained within a 
"service category" that is included in a Washington apple health (WAH) 
benefits package described in WAC 182-501-0060. For conditions of pay- 
ment, see WAC 182-501-0050(5). A noncovered service is a specific 
health care service (for example, cosmetic surgery), contained within 
a service category that is included in a WAH benefits package, for 
which the agency or the agency's design requires an approved excep- 
tion to rule (ETR) (see WAC 182-501-0160). A noncovered service is not 
an excluded service (s WAC 182-501-0060). 

"Creditable coverage" means most types of public and private 
health coverage, except Indian health services, that provide access to 
physicians, hospitals, laboratory services, and radiology services. 
This term applies to the coverage whether or not the coverage is 
equivalent to that offered under premium-based programs included in 


Washington apple health (WAH). Creditable coverage is described in 42 
Vrba SO0GGH=3. (Ee) LS 

[Statutory Authority: RCW 41.05.021 and 41.05.160. WSR 19-04-095, § 
182-500-0020, filed 2/5/19, effective 3/8/19; WSR 17-23-040, § 
182-500-0020, filed 11/8/17, effective 12/9/17; WSR 16-18-019, § 
182-500-0020, filed 8/26/16, effective 9/26/16; WSR 15-17-013, § 
182-500-0020, filed 8/7/15, effective 9/7/15. Statutory Authority: RCW 
41.05.021, 41.05.160, Public Law 111-148, 42 C.F.R. § 431, 435, and 
457, and 45 C.F.R. § 155. WSR 14-16-052, § 182-500-0020, filed 
7/29/14, effective 8/29/14. WSR 11-14-075, recodified as $ 
182-500-0020, filed 6/30/11, effective 7/1711. Statutory Authority: 
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RCW 74.08.090 and 2011 1st sp.s. c 15. WSR 11-14-053, § 388-500-0020, 
filed 6/29/11, effective 7/30/11.] 


AMENDATORY SECTION (Amending WSR 11-14-075, filed 6/30/11, effective 
7/1/11) 


WAC 182-500-0035 Medical assistance definitions—F. "Fee-for- 
service (FSS)" - The general payment method the agency or agency's 
design uses to pay for covered medical services provided to clients, 
except those services covered under the agency's prepaid managed care 
programs. 
"Fiscal intermediary" means an organization having an agreement 
with the federal government to process medicare claims under Part A. 

"Full-scope coverage" means that the client is entitled to the 
benefits in the scope of service categories under WAC 182-501-0060. 


[WSR 11-14-075, recodified as § 182-500-0035, filed 6/30/11, effective 
7/1/11. Statutory Authority: RCW 74.08.090 and 2011 Ist sp.s. c 15. 
WSR 11-14-053, § 388-500-0035, filed 6/29/11, effective 7/30/11.] 


OTS-3857.1 


AMENDATORY SECTION (Amending WSR 13-14-019, filed 6/24/13, effective 
1725413) 


WAC 182-504-0005 Washington apple health—Retroactive certifica- 
tion period. (1) The medicaid agency approves a retroactive Washing- 
ton apple health (WAH) certification period for the three months imme- 
diately before the month of application when an individual: 

(a) Requests retroactive WAH on his or her application, within 
the certification period following the retroactive period, or before 
the determination of benefits and any appeal process is final; 

(b) Would have been eligible for WAH for any or all of the three 
months if he or she had applied during the retroactive period; and 

(c) The individual received covered medical services as described 
in WAC 182-501-0060 and 182-501-0065. 

(2) When an individual is eligible only during the three-month 
retroactive certification period, that period is the only period of 


certification, except when: 

(a) A pregnant ((weman)) individual is eligible in one of the 
three months immediately before the month of application, but no ear- 
lier than the month of conception. Eligibility continues as described 


in WAC 182-504-0015 (3). 
(b) An individual who is applying within 12 months of their last 
pregnancy end date is eligible for after-pregqnancy coverage in one of 
the three months immediately before the month of application. Eligi- 
bility continues as described in WAC 182-504-0015(4). 
(c) A child is eligible for categorically needy (CN) WAH as de- 
scribed in WAC 182-505-0210 (1) through (5) and (7) in at least one of 


Tä 


the three months immediately before the month of application. Eligi- 
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bility after the retroactive period continues as described in WAC 
182-504-0015(11). 

(3) An individual applying for the medically needy (MN) spenddown 
program may be eligible for a retroactive certification period as de- 
scribed in WAC 182-504-0020. 

(4) An individual applying for a medicare savings program may be 
eligible for a retroactive certification period as described in WAC 
182-504-0025. 


[Statutory Authority: RCW 41.05.021, Patient Protection and Affordable 
Care Act (Public Law 111-148), 42 C.F.R. S 431, 435, and 457, and 45 

C.F.R. § 155. WSR 13-14-019, § 182-504-0005, filed 6/24/13, effective 

7/25/13.] 
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Title of Rule and Other Identifying Information: WAC 192-310-030 
What are the report and tax payment penalties and charges? (RCW 
50.12.220), 192-310-010 What reports are required from an employer?, 
and 192-310-050 What records must every employer keep? (RCW 50.12.070) 

Hearing Location(s): On September 29, 2022, at 9:00 a.m., Zoom, 
Meeting ID 865 1049 4742, Passcode 285303, Call-in 253-215-8782. Join 
Zoom meeting https://esd-wa-gov.zoom.us/j/86510494742? 
pwd=NUNO0a0F2cWg5Q0ULCFIWTWRib1Vjdz09. 

Date of Intended Adoption: September 30, 2022. 

Submit Written Comments to: Josh Dye, P.O. Box 9046, Olympia, WA 


98507-9046, 
2022. 


Assistance for Persons with Disabilities: 
phone 360-507-9890, 


stein, 


email rules@esd.wa.gov, 


teresa.eckstein@esd.wa.gov, 


fax 844-652-7096, 


fax 360-586-460 
by Sep 


0, 


tember 22, 2022. 


Purpose of the Proposal and Its Anticipated Effects, 


Any Changes in Existing Rules: 


2308, 


classification 


terly tax report 


seeking 


In 2020, th 


which requires employers to include 
code or job title of 
ts to the employment security department 
to adopt 


(SOC) 


rules that 


each worker in 


implement the requirement for 


report SOC codes or job tit 


Reasons Support 
to include 


ployers 


quarterly 


to repor 
vides cl 
Sta 


cu 


employers 
quarterly 


report the 
Statut 


Rule is not 


decision. 


Name of Agency Personnel 
360-89 
lympia, 360-463-1079. 
l district fiscal 


O 
O 


lympia, 


A schoo 


tax report 


tory Authorit 
provide general rule-making aut 


ting Proposal: 
the SOC code or job title of each worker in their 
ts to ESD. RCW 50.12.220 
er to pay an incomplete report penalty if the employer 
the SOC or job title of each worker. 
arity for employers on these new reporting requ 
RCW 50.12.010 and 50.12.04 
thority to ESD. RCW 50.12.070 requi 
to include the SOC code or job title of each 


ty for Adoption: 


tles for workers when reporting. 
RCW 50.12.070 (2) (a) 


(2) (c) 


by September 29, 


Contact Teresa Eck- 
TTY relay 711, 


email 


Including 


e legislature enacted SHB 
the standard occupational 
their quar- 
(ESD). 


ESD is 
employers to 


requires em- 


requires an employ- 
knowingly fails 
This rule making pro- 
irements. 


0 
res 


tax reports 
pay an incomplete report penalt 


SOC or job 


0-3472 


TO 


ESD. 


ca 


te Being Implement 
necessitate 


. 
r 


tle 


of each worker. 
ed: RCW 50. 


d by federal law, 


RCW 50.12.220 requires an 
ty if the employer knowin 


12.070 and 50.12.220. 
federal or state court 


impact sta 


RCW 28A.305.135. 


A cost 


P.O. Box 9046, 
844-652-7096, 


Scope 
requirement 


CS: 


Olympia, 
TTY relay 771 
of exemption for rul 


Is not exempt. 


Certified on 8/31/2022 


benefit analysis is required 
liminary cost-benefit analysis may be obt 
WA 98507-9046, 


[711], 


tement is not 


under RCW 34.05.328. 
tained by cont 
phone 360-890-3472, 
email rules@esd.wa 
le proposal from Regula 


worker in their 
employer to 
gly fails to 


Responsible for Drafting: Josh Dye, 
Implementation and Enforcement: 


JR Richards, 
required under 


A pre- 
tacting Josh Dye, 
fax 

“OV 


tory Fairness Act 


WSR Issue 22-17 - Proposed 


The proposed rule does not impose more- 
Following is a summary of the agency' 


nesses. 


costs were calcul 
to employers from penalties related 


charged 
incomple 
ees. 


te forms 


ESD currentl 


Washington 


ated. ESD 


if they do 
y assesses 


penalties annual 
percent of penal 
mately 50 percen 
approximately 20 

Additionall 
SOC code or job 


ly. Not all 
ized employ 
t of waiver 
percent of 
y, no penal 
titles whil 


State Register, Issue 22- 


s anal 
anticipates a minimal 
to empl 
titl 


not include job 
approxima 
the penalties are colle 
ers request waivers. ESD 
requests are approved, 

total cash receipts coll 
ties will be charged for 


e ESD does not offer empl 


to provide job titles in their quarterly reports. 


OTS-3178.3 


AMENDATORY SECTI 


ON (Amendin 


9/22/17) 


filed 8 


g WSR 17-17-128, 


17 


cted as almost 4 

est 
which works out 
lected or $11,46 


oyers the abili 


August 19, 


WSR 22-17- 


110 


than-minor costs on busi- 
ysis showing how 
amount of money 
oyers submitting 
es for their employ- 
tely $57,300 in incomplete report 


0 


imates approxi- 
to 


0. 


failing to provide 


ty 


2022 


Dan Zeitlin 
Employment Security Policy Director 


L22 TG 


WAC 192-310-010 What reports are required from an employer? 


Business license application. Every person or unit 
individuals performing services for it in the sta 
license appl 
Employer registration: 
mployer shal 


file a business 
(2) 
(a) Every e 
an employment se 
names, Social Se 
and 


the effective da 


curl 
curi 


ty acco 
ty numb 
tes in 


ses or domestic 
corpora 


include the perc 


partners of 


te officers of an empl 
of st 


delineated as ze 
more, and the fa 
pora 
port changes in 


ntag 
ro percent 


ti 


ication with 


the depart 


l register with 
unt number. Regis 


with one or more 


ment of revenue. 


ers, mailing addresses, 


owners and owners, part 
oyer. Registration of 
ock ownership for each 
less than ten percent, 


r 
mily rela 


te officers who own ten percent or more. 


owners, par 


percentage of ownership of 


corporate office 


rs. The rep 


at the same tim 
(b) 


that the q 


onship of corporate offi 
Every 
members, corporat 
the outstanding s 
ort of changes is due ea 
uarterly tax and wage re 
tha 


tners, 


telephone n 


members, 
tions 


ners, 
corpora 
corpora 


effective 


(1) 


te of Washington must 


the department and obtain 
tration shall include the 
umbers, 
that role of natural persons who are spou- 
or 
shall 
te officer, 


or ten percent or 


cers to oth 
employer sh 
e officers, 


and 


ch cal 
port is due. 


er cor- 
all re- 


tock of the corporation by 
endar quarter 


wi 


wi 


wi 


al 


th the departmen 
curity numbers, 


th the depar 
quired informat 


(c) 
tmen 
ion 


A nonprofit corporation 


mailing addresses, 


t, but is not required to provide 


ir services for the nonprofit 
tion 


t is an employer shal 


l register 


names, Social Se- 


or telephone numbers for corporate 
officers who receive no compensation from the nonprofi 
th respect to th 
An employer who omits required informa 


t corporation 


t corporation. 


when registering 


t, or fails 
within thir 


waived by the department. 


Certified on 8/31/2022 


(d) For p 


urposes of this subsection: 


[ 79 ] 


to provide the departmen 
ty days of registration, 


ty of twenty-five dollars for each violation unless 


with the re- 
must pay a pen- 
the penalty is 


WSR Issue 22-17 - Proposed 


Washington State Register, 


(i) "Owner" 
proprietorship; 

(ii) 
as a partnership, other 
who are not also general 

(iii) 
ted liability company, 
law or the terms of the 


par 


other 


than members who, 


means the owner o 


"Partner" means a general 


Pe aa 


ment or o 


ther governing documents, 


managemen 
(iv) 
or appoin 


t of the limited liability company; 
"Corporate officer" means an officer described in the bylaws 
ted or elected by the board of directors in accordance with 


and 


Issue 22-17 


WSR 22-17-110 


an employer operated as a sole 


partner of an employer organized 

than limited partners of a limited partnership 
tners of the partnership; 
"Member" means a member of an employer organized as a limi- 
pursuant to applicable 
limited liability company's operating agree- 

have no right to participate in the 


the bylaws or articles or certificates of incorporation of an employer 
organized as a for-profit or nonprofit corporation. 


(3) 


(a) Tax report. 


tax report with the commissioner. 
paid to every employee during that quarter. 


(bo) Report of employees' 


This report must list each 
ber, standard occupational 


wages. 
ployer must file a report of employees' 

employee by f 
classification code or job title, 


Quarterly tax and wage reports: 
Each calendar quart 


r, 


very employer must file a 


The report mus 


wages wil 


list 


the total wages 


Each calendar quart 
th the commissioner. 
ull name, 


r, every em- 


Social Security num- 


and total 


hours worked and wages paid during that quarter. 


(i) Social Security n 
the United States; 
(ii) If an individual 
the individual must presen 
hire or shortly after that. 


ers who, under federal rules, 
the first day they are paid; 
(iii) If th 


ternal Revenue Service rul 
with the clear u 
cial Security nu 
the employer. The individual 
( (He-ex-skhe)) the individual 
When the card is received, 

copy of the card itself. An 
ment (s) for ((His—er-+#erF) ) 


(iv) If the employee doe 


card or application for a card wi 


tinues to employ the worker, 
requirements of this section. 
the incomplete report penalty 
(v) For the purposes of 

have a Social Security number 
identification number (ITIN), 
number. 
employer should use 
of employees' wages; and 

(vi) The United States 


son 


Th 


bu 


th 


If the employee later obt 


umbers are req 


has a Social 
t the card to 
This does n 
may show 


e individual does not h 


mber within seven cal 
must 
has appl 
the individu 
employer sh 
their records; 
show his or her Social 
thin seven days and the 
the employer does not meet the reporting 


ot 


O 


individual 


the 


their Social 


ave a Social 
s allow an employer to hire 
nderstanding that 


Security card, 
the employer at the time of 

t apply to agricultural work- 
urity card on 


Sec 


will 


Security card, 
the in 
apply for a So- 


uired for persons working in 


( (he—er—she)) 


In- 
dividual 


en 
give 


dar days of s 
the employer a documen 
lied for a Social 
al must give 
ould keep copies of th 


tar 


the 


ting work for 
t showing 


Security card. 


employer a 
e docu- 


Security 
employer con- 


e department will not allow waiver of 


(see WAC 192-310-030); 
this section, 


urity 


( (and) ) 
if an employee does not 
t does have an individual 
e ITIN qualifies as a Social Security 
tains a Social Sec 
the Social Security number when filing 


taxpayer 


number, the 
the report 


Bureau of Labor Statistics Standard Occu- 


pational 


Classification system is used by federal agencies 


to classify 


workers into standard occupational cat 


tegories for 


the purpose of col- 


lecting, calculating or disseminating 


data. 


These st 


tandard occupation- 


al categories are identified 


by a six-digit numerical code. 


(c) Format. 
ts in one of 


por 


Certified on 8/31/2022 


Employers must file 
the following formats: 


[ 


80 ] 


the quarterly 


tax and wage re- 


WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-110 
(i) Electronically, using ( (#he—-ecurrent—version of empteyer ac 


tngtern)) programs or services authorized by the department; or 

(ii) Paper forms supplied by the department (or an approved ver- 
sion of those forms). Agency forms include "drop-out ink" that cannot 
be copied. Therefore, photocopies are considered incorrectly formatted 
reports and forms. 
(d) Due dates. The quarterly tax and wage reports are due by the 
last day of the month following the end of the calendar quarter being 
reported. Calendar quarters end on March 31, June 30, September 30 and 
December 31 of each year. So, reports are due by April 30, July 31, 
October 31, and January 31, in that order. If these dates fall ona 
Saturday, Sunday, or a legal holiday, the reports will be due on the 
next business day. Reports submitted by mail will be considered filed 
on the postmarked date. The commissioner must approve exceptions to 
the time and method of filing in advance. 

(e) Termination of business. Each employer who stops doing busi- 
ness or whose account is closed by the department must immediately 
file: 


(i) A tax report for the current calendar quarter which covers 
tax payments due on the date the account is closed; and 
(ii) A report of employees' wages for the current calendar quar- 
ter which includes all wages paid as of the date the account is 
closed. 


[Statutory Authority: RCW 50.12.010 and 50.12.040. WSR 17-17-128, § 
192-310-010, filed 8/22/17, effective Oy 20719: WSR 13-23-008, $ 
192-310-010, filed /1/13, effective 12/8/13; WSR 11-21-015, § 
192-310-010, filed 10/7/11, effective 11/7/11; WSR 10-23-064, § 
92-310-010, filed 11/12/10, effective 12/13/10; WSR 07-23-127, § 
92-310-010, filed 11/21/07, effective 1/1/08. Statutory o e 
RCW 50.12.010, 50.12.040, and 50.12.042. WSR 05719-017, § 192-310-010, 
filed 9/9/05, effective 10/10/05; WSR 04-23-058, § 192-310-010, filed 
11/15/04, effective 12/16/04. Statutory Authori y RCW 50.12.070. WSR 
98-14-068, § 192-310-010, filed 6/30/98, effective 7/31/98. ] 


AMENDATORY SECTION (Amending WSR 10-23-064, filed 11/12/10, effective 
12/13/10) 


WAC 192-310-050 What records must every employer keep? (RCW 
50.12.070.) The commissioner requires every employer to keep true and 
accurate business, financial, and employment records which are deemed 
necessary for th ffective administration of chapter 50.12 RCW. 

1) Employment records. Every employer shall with respect to each 
worker, make, keep, and preserve original records containing all of 
the following information for four calendar years following the calen- 
dar year in which employment occurred: 

(a) The name of each worker; 

(b) The Social Security number of each worker; 

(c) The beginning date of employment for each worker and, if ap- 
plicable, the separation date of employment of each worker; 

(d) The basis upon which wages and/or remuneration are paid to 
each worker; 

(e) The standard occupational classification code or job title 
associated with the worker's job duties; 


~ 
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(f) The location where such services were performed; 

((+&)) (g) A summary time record for each worker showing the 
calendar day or days of the week work was performed and the actual 
number of hours worked each day; 

((+@+)) (h) The workers' total gross pay period earnings; 

((+6+)) (i) The specific sums withheld from the earnings of each 
worker, and the purpose of each sum withheld to equate to net pay; and 
((+++)) (4) The cause for any discharge where a worker was sepa- 
rated from the job due to discharge; or the cause of any quit where a 
worker quit the job if the cause for the quit is known. 

(2) Business, financial records, and record retention. Every em- 
ployer shall make, keep, and preserve business and financial records 
containing the following information for four calendar years following 
the calendar year in which employment occurred: 

(a) Payroll and accounting records, including payroll ledgers, 
all check registers and canceled checks covering both payroll and gen- 
eral disbursements, general and subsidiary ledgers, disbursement and 
petty cash records, and profit and loss statements or financial state- 
ments; 

(b) Quarterly and annual tax reports, including W-2, W-3, 1099, 
1096, and FUTA (940) forms; 

(c) Quarterly reports to the employment security department and 
the department of labor and industries; 

(d) For independent contractors and subcontractors, business li- 
cense numbers and registration numbers and copies of contract agree- 
ments and invoices; and 

(e) For years prior to 2009 for corporations that did not volun- 
tarily elect to cover corporate officers for unemployment insurance, 
copies of written notifications to corporate officers that they were 
ineligible for unemployment insurance benefits. 

(3) Employers who pay their workers by check are required to keep 
and preserve all check registers and bank statements. Employers who 
pay their workers by cash are required to keep and preserve records of 
these cash transactions which provide a detailed record of wages paid 
to each worker. 

(4) Penalties for failure to keep and preserve records shall be 
determined under RCW 50.12.070(3). 

(5) For assistance with determining the appropriate standard oc- 
cupational codes for their workers" job titles, employers can refer to 
the department's website or contact the employer call center. 


[Statutory Authority: RCW 50.12.010, 50.12.040. WSR 10-23-064, § 
192-310-050, filed 11/12/10, effective 12/13/10. Statutory Authority: 
Chapters 34.05 and 50.12 RCW. WSR 00-01-164, § 192-310-050, filed 
12/21/99, effective 1/21/00. Formerly WAC 192-12-050- (part) .] 


OTS-3990.2 


AMENDATORY SECTION (Amending WSR 22-13-007, filed 6/2/22, effective 
7/3/22) 


WAC 192-310-030 What are the report and tax payment penalties 
and charges? (RCW 50.12.220.) (1) Penalty for late tax and wage re- 
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ports. An employer who does not file a tax or wage report within the 
time frame required by WAC 192-310-010 (3) (d) must pay a penalty of 

( (Ewernts-fivedelttesrs)) $25 for each violation, unless the penalty is 
waived by the department. 

(2) Definition of incomplete or incorrect format tax or wage re- 
port. An employer must file tax and wage reports that are complete and 
in the format required by the commissioner. 

(a) An "incomplete report" is any report filed by any employer or 
their agent where: 

(1) Th ntire wage report is not filed on time; or 

(ii) A required element is not reported (Social Security number, 
name, standard occupational classification code or job title, hours 
worked, or wages paid); or 

(iii) A significant number of employees are not reported; or 

(iv) A significant number of any given element is not reported, 
for example, missing Social Security numbers, names, standard occupa- 
tional classification codes or job titles, hours, or wages; or 
(v) Either the employment security department number or Unified 
Business Identifier (UBI) number is not included with the tax or wage 
report; or 
(vi) The report includes duplicate Social Security numbers, or 
impossible Social Security numbers as shown by the Social Security Ad- 
ministration (such as 999-99-9991, 999-99-9992, etc.); or 

(vii) The report includes impossible standard occupational clas- 
sification codes (such as 00-0000, 99-9999, etc.). 

(b) An "incorrect format" means any report that is not filed in 
the format required by the commissioner under WAC 192-310-010 (3) (c). 
Agency forms include "drop-out ink" that cannot be copied. Therefore, 
photocopies are considered incorrectly formatted reports and forms. 

(c) For purposes of this section, the term "Significant" means an 
employer who has: 

(i) One employee and reports incomplete wag lements for the one 
employee; or 

(ii) Two to ( (AReteen)) 19 employees and reports incomplete wage 
elements for two or more employees; or 
(iii) Twenty to ((ferty—-nrire)) 49 employees and reports incom- 
plete wag lements for three or more employees; or 

(iv) Fifty or more employees and reports incomplete wag lements 
for four or more employees. 

(3) Penalty for filing an incomplete or incorrectly formatted tax 
or wage report. An employer who files an incomplete or incorrectly 
formatted tax and wage report will receive a warning letter for the 
first occurrence. For subsequent occurrences of either an incomplete 
or incorrectly formatted report within five years of the date of the 
last occurrence (whether or not the last occurrence was before th i= 
fective date of this amendatory section), the employer must pay a pen- 
alty as follows: 

(a) When quarterly tax is due and an employer has submitted an 
incomplete report or filed the report in an incorrect format, the fol- 
lowing schedule will apply after the initial warning letter: Ten per- 
cent of the quarterly contributions for each occurrence, up to a maxi- 
mum of $250.00, but not less than: 


(i) 2nd occurrence $75.00 
(ii) 3rd occurrence $150.00 
(iii) 4th and subsequent occurrences $250.00 
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(d) After five years without an occurrence, prior occurrences 
will not count and the employer shall receive a warning letter instead 
of a penalty on the next occurrence. 

(4) Penalty for knowingly misrepresenting amount of payroll. If 
an employer knowingly (on purpose) misrepresents to the department the 
amount of ( (His—er-#er)) their payroll that is subject to unemployment 
taxes, the penalty is up to ((#e8)) 10 times, in the discretion of the 
department, the difference between the taxes paid, if any, and the 
amount of taxes the employer should have paid for the period. This 
penalty is in addition to the amount the employer should have paid. 
The employer must also pay the department for the reasonable expenses 
of auditing ( (Rts—ex-Fee)) their books and collecting taxes and penal- 


ties due as provided in WAC 192-340-100. 
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WSR 22-17-113 
PROPOSED RULES 
UTILITIES AND TRANSPORTATION 


COMMISSION 
[Filed August 22, 2022, 8:10 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 22-14-081. 

Title of Rule and Other Identifying Information: Rule making to 
implement amendments to RCW 80.24.010 updating the commission's au- 
thority to assess regulatory fees. The rules that the commission is 
amending in this rule making are WAC 480-90-252, 480-100-252, 
480-110-505, 480-120-382, and 480-120-385. The commission has coordi- 
nated this rule making under Docket U-220271. 

Hearing Location(s): On October 17, 2022, at 9:30 a.m., Zoom 
https://utc-wa-gov.zoom.us/j/87497880066? 
pwd=dnZUMk1LoULFYRWVxbnJPbm0wMDhqdz09, phone 253-215-8782, Meeting ID 
874 9788 0066, Passcode 384286. Public hearing to consider adoption of 
the proposed rule. 

Date of Intended Adoption: October 17, 2022. 

Submit Written Comments to: Amanda Maxwell, Executive Director 
and Secretary, P.O. Box 47250, Olympia, WA 98504-7250, email 
records@utc.wa.gov, 360-664-1160, by September 30, 2022. 

Assistance for Persons with Disabilities: Contact human resour- 
ces, phone 360-664-1160, TTY 360-586-8203, email 
human_resources@utc.wa.gov, by October 10, 2022. 

Purpose of the Proposal and Its Anticipated Effects, Including 
Any Changes in Existing Rules: The legislature adopted amendments to 
RCW 80.24.010, increasing the maximum regulatory fees the commission 
may assess to utility companies. This rule making will conform the 
commission's rules to the formula adopted by RCW 80.24.010. 

Reasons Supporting Proposal: The legislature amended RCW 
80.24.010 so the commission could increase its maximum regulatory 
fees. This rule making will implement that purpose. 

Statutory Authority for Adoption: RCW 80.01.040, 81.01.010, 
81.04.160, and 84.24.010. 
Statute Being Implemented: RCW 84.24.010. 

Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Proponent: Washington utilities and transportation com- 
mission (UTC), governmental. 

Name of Agency Personnel Responsible for Drafting: Gregory J. 
Kopta, 621 Woodland Square Loop S.E., Lacey, WA 98503, 360-664-1355; 
Implementation and Enforcement: Amanda Maxwell, 621 Woodland Square 
Loop S.E., Lacey, WA 98503, 360-664-1110. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 34.05.328. RCW 
34.05.328 does not apply to UTC as it is not one of the listed agen- 
cies in RCW 34.05.328 (5) (a) (i). 

The proposed rule does not impose more- chal: minor costs on busi- 
nesses. Following is a summary of the agency's analysis showing how 
costs were calculated. The proposed rule amendments incorporate the 
legislature's amendment of RCW 80.24.010 increasing the amount of the 
regulatory fees the commission collects from privately owned utilit- 
ies. The only substantive change the commission proposes is the one 
the legislature adopted. The commission nevertheless undertook a small 
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at documents the costs incurred and the property necessary to fur- 
nish utility service to its customers and the revenues obtained in the 
a 
S 


te of Washington. The report must include the following data per 
tomer class for the calendar year: Revenues, average customer 
count, and total unit sales. 

(3) Combination and multistate utilities must submit with the an- 
nual report their cost allocation methods necessary to develop results 
of operations for the state of Washington. Approval of cost allocation 
methods for rate-making purposes is accomplished only by commission 
order. 

(4) The total utility results of operations reported by each 
utility in its annual report to the commission must agree with the re- 
sults of operations shown on the utility's books and records. 
(5) Regulatory fees. The electric utility annual regulatory fee 
is set by statute at one-tenth of one percent of the first ( (4y 
thousand deHttess)) $50,000 of gross intrastate operating revenue plus 
( (we-tentkhs)) four-tenths of one percent of any gross intrastate op- 
erating revenue in excess of ( (#+£;:hetsand dettess)) $50,000. 

(a) The maximum regulatory fee is assessed each year, unless the 
commission issues an order establishing the regulatory fee at an 
amount less than the statutory maximum. 

(b) The minimum regulatory fee that an electric utility must pay 
is ( (€wentdettess)) $20. 

(c) The ( (€wernty-dettes)) $20 minimum regulatory fee is waived 
for any electric utility with less than ( (twenty hetsand dettess) ) 
$20,000 in gross intrastate operating revenue. 

(d) The commission does not grant extensions for payment of regu- 
latory fees. 

(e) If a company does not pay its regulatory fee by May 1st, the 
commission will assess an automatic late fee of two percent of the 
amount due, plus one percent interest for each month the fee remains 
unpaid. 


[Statutory Authority: RCW 80.01.040(4), 81.04.160, and 34.05.353. WSR 
06-08-057 (Docket A-060085, General Order No. R-531), 5 480-100-252, 
filed 3/31/06, effective 5/1/06. Statutory Authority: RCW 80.01.040, 
80.04.160, 81.04.160 and 34.05.353. WSR 05-06-051 (Docket No. A-021178 
and TO-030288, General Order No. R-518), § 480-100-252, filed 2/28/05, 
effective 3/31/05. ] 


OTS-4018.1 


AMENDATORY SECTION (Amending WSR 06-08-057, filed 3/31/06, effective 
5/1/06) 


WAC 480-110-505 Accounting and reporting requirements and regu- 
latory fees. (1) Water companies must use the uniform system of ac- 
counts (USOA) published by the National Association of Regulatory 
Utility Commissioners (NARUC). Information about the USOA regarding 
the version adopted and where to obtain it is set out in WAC 
480-110-999 (Adoption by reference). The USOA sets out the accounting 
requirements for Class A, B, and C water companies. 

Water companies are classified by revenues. 
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Class Annual Gross Operating Revenue 
A $1,000,000 or more 

B $200,000 to $999,999 

C Less than $200,000 


(2) A water company may use the accounting requirements for a 
higher class if it chooses. 

(3) The commission will distribute an annual report form that 
each water company must complete and file with the commission for the 
prior calendar year. The annual report must be filed, and the compa- 
ny's regulatory fee paid, no later than May 1st of each year. 

(4) A written request for the extension of the time for filing 
the annual report can be made prior to May 1st. The commission does 
not grant an extension of time for payment of regulatory fees. 


(5) The maximum water company regulatory fee is set by statute at 
one-tenth of one percent of the first ( (#4+£; thousand deoHess) ) 
$50,000 of gross intrastate operating revenue plus ( (€we-teRtss) ) 


four-tenths of one percent of any gross operating revenue in excess of 
( (ty thousand deHtass)) $50,000. 
(a) The maximum regulatory fee is assessed each year, unless the 
commission issues an order establishing the regulatory fee at an 
amount less than the statutory maximum. 

(b) The minimum regulatory fee that a water company must pay is 
( (Ewentydettears)) $20. 


(c) The ( (4wenty-delttas)) $20 minimum regulatory fee is waived 
for any water company with less than ( (€wentytheousand deltass) ) 
$20,000 in gross intrastate operating revenue. 


(d) The commission does not grant extensions for payment of regu- 
latory fees. 

(e) If a company does not pay its regulatory fee by May 1st, the 
commission will assess an automatic late fee of two percent of the 
amount due, plus one percent interest for each month the fee remains 
unpaid. 


[Statutory Authority: RCW 80.01.040(4), 81.04.160, 34.05.353. WSR 
06-08-057 (Docket A-060085, General Order No. R-531), § 480-110-505, 
filed 3/31/06, effective 5/1/06. Statutory Authority: RCW 80.01.040, 
80.04.160, 81.04.160 and 34.05.353. WSR 05-06-051 (Docket No. A-021178 
and TO-030288, General Order No. R-518), § 480-110-505, filed 2/28/05, 
effective 3/31/05. ] 


OTS-4019.1 


AMENDATORY SECTION (Amending WSR 15-08-043, filed 3/26/15, effective 
4/26/15) 


WAC 480-120-382 Annual report for competitively classified tele- 
communications companies. The commission will distribute an annual 
report form including a regulatory fee form. A competitively classi- 
fied company must: 

(1) Complete both forms, file them with the commission, and pay 
its regulatory fee, no later than May lst of each year; 
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The commission will provide the templates each year and the company 
must return the completed templates as follows: 

(i) Class A companies must file the required financial informa- 
tion templates no later than May lst each year. 

(ii) Class B companies must file the required financial informa- 
tion templates no later than July lst of each year. 

(iii) Class B companies are not exempt from these filing require- 
ments. 

(2) Methods used to determine Washington intrastate results of 
operations must be acceptable to the commission. 
(3) This rule does not supersede any reporting requirements 
specified in a commission rule or order, or limit the commission's au- 
thority to request additional information. 
(4) Regulatory fees. The telecommunications annual regulatory fee 
is set by statute at one-tenth of one percent of the first ( (4y 
thousand deHtess)) $50,000 of gross intrastate operating revenue plus 
( (Ewe-tenths)) four-tenths of one percent of any gross intrastate op- 
erating revenue in excess of ( (#+£;hetsand dettess)) $50,000. 

(a) The maximum regulatory fee is assessed each year, unless the 
commission issues an order establishing the regulatory fee at an 
amount less than the statutory maximum. 

(b) The minimum regulatory fee that a company must pay is ((eRe 
hundred §1f+ydettess)) $150. 

(c) The commission does not grant extensions for payment of regu- 
latory fees. 

(d) If a company does not pay its regulatory fee by May lst, the 
commission will assess an automatic late fee of two percent of the 
amount due, plus one percent interest for each month the fee remains 
unpaid. 


[Statutory Authority: Chapter 19.122 RCW, RCW 19.122.053, 80.01.040, 
and 80.04.160. WSR 15-08-043 (Docket UT-140680, General Order R-580), 
§ 480-120-385, filed 3/26/15, effective 4/26/15. Statutory Authority: 
RCW 80.01.040(4), 81.04.160, and 34.05.353. WSR 06-08-057 (Docket 
A-060085, General Order No. R-531), § 480-120-385, filed 3/31/06, ef- 
fective 5/1/06. Statutory Authority: RCW 80.01.040, 80.04.160, 
81.04.160 and 34.05.353. WSR 05-06-051 (Docket No. A-021178 and 
TO-030288, General Order No. R-518), § 480-120-385, filed 2/28/05, ef- 
fective 3/31/05.] 
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WSR 22-17-116 
PROPOSED RULES 


HEALTH CARE AUTHORITY 
[Filed August 22, 2022, 9:45 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 22-14-018. 

Title of Rule and Other Identifying Information: WAC 182-526-0030 

Contacting the board of appeals and 182-526-0580 Deadline for request- 
ing review of an initial order by a review judge. 

Hearing Location(s): On September 27, 2022, at 10:00 a.m. In re- 

sponse to the coronavirus disease 2019 (COVID-19) public health emer- 
gency, the health care authority (HCA) continues to hold public hear- 
ings virtually without a physical meeting place. This promotes social 
distancing and the safety of the residents of Washington state. To at- 
tend the virtual public hearing, you must register in advance https:// 
usO2web.zoom.us/webinar/register/WN 9Uo veSETY2is3tDmGlUdw. If the 
link above opens with an error message, please try using a different 
browser. After registering, you will receive a confirmation email con- 
taining information about joining the public hearing. 

Date of Intended Adoption: Not sooner than September 28, 2022. 
Submit Written Comments to: HCA Rules Coordinator, P.O. Box 
42716, Olympia, WA 98504-2716, email arc@hca.wa.gov, fax 360-586-9727, 
by September 27, 2022, by 11:59 p.m. 

Assistance for Persons with Disabilities: Contact Johanna Larson, 

phone 360-725-1349, fax 360-586-9727, telecommunication[s] relay serv- 
ice 711, email Johanna.Larson@hca.wa.gov, by September 16, 2022. 
Purpose of the Proposal and Its Anticipated Effects, Including 
Any Changes in Existing Rules: The agency is amending WAC 182-526-0030 
to update the board of appeals' website address. The agency is amend- 
ing WAC 182-526-0580 to specify the acceptable filing methods for a 
written review request of an initial order. 

Reasons Supporting Proposal: See purpose. 

Statutory Authority for Adoption: RCW 41.05.021, 41.05.160. 
Statute Being Implemented: RCW 41.05.021, 41.05.160. 

Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Proponent: HCA, governmental. 

Name of Agency Personnel Responsible for Drafting: Brian Jensen, 

P.O. Box 42716, Olympia, WA 98504-2716, 360-725-0815; Implementation 
and Enforcement: Kerry Breen, P.O. Box 42700, Olympia, WA 98504-2700, 
1-844-728-5212. 

A school district fiscal impact statement is not required under 

RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 34.05.328. RCW 

34.05.328 does not apply to HCA rules unless requested by the joint 
administrative rules review committee or applied voluntarily. 

This rule proposal, or portions of the proposal, is exempt from 

requirements of the Regulatory Fairness Act because the proposal: 

Is exempt under RCW 19.85.025(3) as the rules adopt, amend, or 
repeal a procedure, practice, or requirement relating to 
agency hearings; or a filing or related process requirement 
for applying to an agency for a license or permit. 

Scope of exemption for rule proposal: 

Is fully exempt. 


August 22, 2022 
Wendy Barcus 
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Rules Coordinator 


OTS-3970.1 


AMENDATORY SECTION (Amending WSR 21-18-063, filed 8/26/21, effective 
9/26/21) 


WAC 182-526-0030 Contacting the board of appeals. The informa- 
tion included in this section is current at the time of rule adoption, 
but may change. Current information and additional contact information 
are available on the health care authority's internet site, in person 
at the board of appeals (BOA) office, or by a telephone call to the 
BOA's main public number. 


Board of Appeals 


Location 626 8th Avenue S.E. 
Olympia, Washington 


Mailing address P.O. Box 42700 
Olympia, WA 98504-2700 


Toll free telephone | 1-844-728-5212 
Fax 360-507-9018 
Electronic service | HCABoardofAppeals@hca.wa.gov 


Internet website -hea-wa:- 
https://www.hca.wa.gov/about-hca/ 


board-appeals 


[Statutory Authority: RCW 41.05.021 and 41.05.160. WSR 21-18-063, § 
182-526-0030, filed 8/26/21, effective 9/26/21; WSR 15-04-102, § 
182-526-0030, filed 2/3/15, effective 3/6/15. Statutory Authority: 
2011 Ist sp.s. c 15 § 53, chapters 74.09, 34.05 RCW, and 10-08 WAC. 
WSR 13-02-007, § 182-526-0030, filed 12/19/12, effective 2/1/13.] 


AMENDATORY SECTION (Amending WSR 17-05-066, filed 2/13/17, effective 
3/16/17) 


WAC 182-526-0580 Deadline for requesting review of an initial 
order by a review judge. (1) The board of appeals (BOA) must receive 
the written review request of an initial order on or before 5:00 p.m. 
on the ( (€wenty-fiest)) 21st calendar day after the initial order was 
served, unless an extension of the deadline is granted by the review 
judge. 

(2) A party may file the written review request by physical mail, 
by facsimile transmission (fax) ( (~A-copy ef the +eview request should 
atse be -maited te-BOA)), electronically by email, or in-person deliv- 
ery. For the BOA contact information, see WAC 182-526-0030. 

((424+)) (8) A review judge may extend the deadline to request re- 
view if a party: 

(a) Asks for more time before the deadline expires; and 

(b) Gives a good reason for more time. 
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(a) BOA receives the review request 
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((+4+)) (5) The time periods provided by this section for re- 
questing review of an initial order, including any extensions, does 


not count against a deadline, if any, for 
final order. 


[Statutory Authority: RCW 41.05.021 and 4 
182-526-0580, filed 2/13/17, effective 3/ 
2011 lst sps: c 15 § 53, chapters 74.09, 
WSR 13-02-007, § 182-526-0580, filed 12/1 


a review judge to enter th 


1.05.160. WSR 17-05-066, § 
16/17. Statutory Authority: 
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9/12, effective 2/1/13.] 
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maintain a healthy and safe work environment to protect the welfare of 
all state employees. 

Statutory Authority for Adoption: RCW 41.06.133 and 41.06.150. 
Statute Being Implemented: RCW 41.06.133 and 41.06.150. 

Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Proponent: OFM, governmental. 

Name of Agency Personnel Responsible for Drafting, Implementa- 
tion, and Enforcement: Brandy Chinn, 128 10th Avenue S.W., Olympia, WA 
98501, 360-878-2901. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 34.05.328. 
Rules are related to internal government operations and are not sub- 
ject to violation by a nongovernmental party. See RCW 34.05.328 
(5) (b) (ii) for exemption. 

This rule proposal, or portions of the proposal, is exempt from 
requirements of the Regulatory Fairness Act because the proposal: 

Is exempt under RCW 19.85.025(3) as the rules relate only to in- 
ternal governmental operations that are not subject to vio- 
lation by a nongovernment party. 

Scope of exemption for rule proposal: 
Is fully exempt. 


August 23, 2022 

Roselyn Marcus 

Assistant Director of Legal 
and Legislative Affairs 


OTS-4048.1 


NEW SECTION 


WAC 357-01-1745 Fully vaccinated. A person is "fully vaccina- 
ted" against COVID-19 two weeks after they have received the second 
dose in a two-dose series of a COVID-19 vaccine or a single-dose COV- 
ID-19 vaccine authorized for emergency use, licensed or otherwise au- 
thorized or approved by the U.S. Food and Drug Administration or lis- 
ted for emergency use or otherwise approved by the World Health Organ- 
ization. 


OTS-3934.3 


NEW SECTION 


WAC 357-04-125 Must an employee provide proof of being fully 
vaccinated as a condition of employment? As a condition of employ- 
ment, an employee must be fully vaccinated or request an exemption due 
to a disability and/or medical condition or if the requirement con- 
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flicts with an employee's sincerely held religious belief, practice, 
or observance. If a requested exemption is granted, an employer must 
determine whether or not the employee can be reasonably accommodated. 
If the employer determines an employee can be accommodated in accord- 
ance with state and federal laws, the employee may continue their em- 
ployment. An employee who fails to meet this condition of employment 
will be subject to a separation in accordance with WAC 357-19-410, or 
a disability separation in accordance with WAC 357-46-160, or a non- 
disciplinary separation in accordance with WAC 357-46-195. 

This section applies to executive and small cabinet agencies as 
defined in Directive 22-13, issued June 30, 2022, by the governor or 
any amendment thereto. Higher education employers, independent agen- 
cies, boards, councils, commissions, and separately elected officials 
may require an employee to meet the requirements of this section. 


OTS-3935.3 


NEW SECTION 


WAC 357-16-197 Must an eligible candidate provide proof of being 
fully vaccinated? After a conditional offer of employment is made, an 
eligible candidate must provide proof of being fully vaccinated or re- 
quest an exemption due to a disability and/or medical condition or if 
the requirement conflicts with an eligible candidate's sincerely held 
religious belief, practice, or observance. If a requested exemption is 
granted, an employer must determine whether or not the eligible candi- 
date can be reasonably accommodated. If the employer determines an el- 
igible candidate can be accommodated in accordance with state and fed- 
eral laws, the eligible candidate may be considered for employment. 

This section applies to executive and small cabinet agencies as 
defined in Directive 22-13, issued June 30, 2022, by the governor or 
any amendment thereto. Higher education employers, independent agen- 
cies, boards, councils, commissions, and separately elected officials 
may require an eligible candidate to meet the requirements of this 
section. 


OTS-3936.2 


NEW SECTION 


WAC 357-19-413 What are the requirements for a nonpermanent em- 
ployee to be fully vaccinated or an eligible candidate to provide 
proof of being fully vaccinated? (1) A nonpermanent employee must 
comply with the COVID-19 vaccination requirements set forth in WAC 
357-04-125. A nonpermanent employee who fails to comply must be sepa- 
rated in accordance with WAC 357-19-410. 

(2) After a conditional offer of employment for a nonpermanent 
appointment is made, an eligible candidate must provide proof of being 
fully vaccinated in accordance with WAC 357-16-197. 
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AMENDATORY SECTION (Amending WSR 04-18-114, filed 9/1/04, effective 
7/1/05) 


WAC 357-46-165 When may an employer separate an employee in ac- 
cordance with WAC 357-46-160? An employer may separate an employee 
due to disability when any of the following circumstances exist: 

(1) The employer is unable to reasonably accommodate the employ- 


ee. 


(2) The employer has medical documentation of the employee's in- 
ability to work in any capacity. 
(3) The employee requests separation due to disability and the 
employer has medical information which documents that the employee 
cannot perform the essential functions of the employee's position or 
class. 

(4) The employer must separate an employee from employment for 
failure to comply with the COVID-19 vaccination requirements set forth 
in WAC 357-04-125 where an exemption was approved due to a disability 
and/or medical condition and the employer is unable to reasonably ac- 
commodate the employee. 


[Statutory Authority: Chapter 41.06 RCW. WSR 04-18-114, § 357-46-165, 
filed 9/1/04, effective 7/1/05.] 


AMENDATORY SECTION (Amending WSR 04-18-114, filed 9/1/04, effective 
7/1/05) 


WAC 357-46-195 ((€an)) May an employer separate an employee for 
nondisciplinary reasons? An employer may separate a permanent employ- 
ee from a position or from employment for nondisciplinary reasons such 
as failure to comply with the conditions of employment which may or 
may not have existed at the time of initial appointment or failure to 
authorize or to pass a background check required by the position. 

The employer may consider other employment options such as trans- 
fer or voluntary demotion in lieu of separation. 

The employer must separate an employee from employment for non- 
disciplinary reasons for failure to comply with the COVID-19 vaccina- 
tion requirements set forth in WAC 357-04-125. 


[Statutory Authority: Chapter 41.06 RCW. WSR 04-18-114, § 357-46-195, 
filed 9/1/04, effective 7/1/05.] 


OTS-3938.2 
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AMENDATORY SECTION (Amending WSR 22-12-074, filed 5/27/22, effective 
7/1/22) 


WAC 357-58-190 What must be addressed in agency's WMS recruit- 
ment and selection policy and/or procedure? An agency's WMS recruit- 
ment and selection policy and/or procedure must: 

(1) Provide for the ability to consider any or all qualified can- 
didates for hire, promotion, or internal movement; 

(2) Ensure that hiring decisions are fair, objective, and based 
on the evaluation of leadership and other job related competencies and 
characteristics required for successful job performance and perform- 
ance management; 

(3) Support workforce diversity and affirmative action goals; 

(4) Consider the career development of the agency's employees and 
other state employees; 

(5) Consider making appointments from a veterans placement pro- 
gram; 

(6) Ensure that hiring decisions are not based on patronage or 
political affiliation; 

(7) Ensure compliance with state and federal laws relating to em- 
ployee selection and nondiscrimination; 

(8) Encourage decentralized and regional administration of the 
recruitment and selection processes when it is appropriate for the 
agency; 

(9) Ensure compliance with requirements governing wage and salary 
information in accordance with RCW 49.58.100, 49.58.110, WAC 
357-16-017, 357-16-215, and 357-16-220; and 

(10) Ensure compliance with the vaccination requirements in ac- 
cordance with WAC 357-04-125 and 357-16-197. 


[Statutory Authority: Chapter 41.06 RCW. WSR 22-12-074, § 357-58-190, 
filed 5/27/22, effective 7/1/22. Statutory Authority: Chapter 41.06 
RCW, RCW 49.58.100 and 49.58.110. WSR 20-06-009, § 357-58-190, filed 
2/20/20, effective 3/30/20. Statutory Authority: Chapter 41.06 RCW. 
WSR 05-12-069, S 357-58-190, filed 5/27/05, effective 7/1/05.] 
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WSR 22-17-125 
PROPOSED RULES 
DEPARTMENT OF 


LABOR AND INDUSTRIES 
[Filed August 23, 2022, 9:12 a.m.] 


ice. 


Preproposal 
Title of Rul 


statement of inquiry was filed as WSR 22-14-098. 
e and Other Identifying Information: Chapter 296-304 


WAC, Safety standards for ship repairing, shipbuilding and shipbreak- 


ing. 
Hearing Loca 
hearing. Join ele 
84284319815?pwd=T 
a 215- 8782, Mee 
ing will begin at 
ments are receive 
Date of Inte 
Submit Writt 


tion(s): On September 27, 2022, at 10:00 a.m., Zoom 
ctronically at https://lni-wa-gov.zoom.us/j/ 
HVOc2hKeGJ4cVpKZkFjSkJzaUpNdz09; join by phone 

ting ID 842 8431 9815, Passcode 370932747. The meet- 
10:00 a.m., and will continue until all oral com- 
di 
nded Adoption: November 22, 2022. 

en Comments to: Cathy Coates, Administrative Regula- 


tions Analyst, Department of Labor and Industries (L&I), Division of 


Occupational Safe 
98504-4620, email 
ber 7; 2022; at 5 

Assistance f 


ty and Health, P.O. Box 44620, Olympia, WA 
Cathy.coates@Lni.wa.gov, fax 360-902-5619, by Octo- 
:00 p.m. 

or Persons with Disabilities: Cathy Coates, adminis- 


trative regulations analyst, phone 360-902-5432, fax 360-902-5619, 


email Cathy.coate 


s@Lni.wa.gov, by September 13, 2022. 


Purpose of the Proposal and Its Anticipated Effects, Including 


Any Changes in Ex 
better align chap 
shipbuilding and 
Safety and Health 
(PPE) requirement 


found at 29 C.F.R. 


OSHA updated 


isting Rules: The purpose of this rule making is to 
ter 296-304 WAC, Safety standards for ship repairing, 
shipbreaking, with the United States Occupational 
Administration (OSHA) personal protective equipment 
s for eye and face protection for shipyard employment 
1915, Subpart I. 
PPE requirements for eye and face protection for 


shipyard employment found at 29 C.F.R. 1915, Subpart I. This requires 


repairing, shipbu 


Additionally 


the agency to update chapter 296-304 WAC, Safety standards for ship 


ilding and shipbreaking, to be at-least-as-effective- 


as OSHA requirements, as statutorily required per chapter 49.17 RCW, 
the Washington Industrial Safety and Health Act. 


, this rule making will incorporate housekeeping and 


formatting changes. 
WAC 296-304-010 Scope and application. 


e Chapter 296- 


880 WAC, Unified safety standards for fall protec- 


tion, applies to ship repairing, shipbuilding and shipbreaking 


industries. Proposed language adds reference to ensure stakehold- 
ers in these industries are aware of this. 

WAC 296-304-01001 Definitions. 

° Add definition of "auto-darkening helmet." Definition developed 


by L&I staff 


and information from welding headquarters. Use of 


"auto-darkening helmet" is industry standard. Employer not re- 
quired to provide. Recognizes employees may purchase and prefer 


to use. 
° Add numbers 
° Update forma 


to defined words. 
tting of numbers throughout the section. 
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WAC 296-304-03005 Mechanical paint removers. 


° Update subsection (3) (c) (i), add an exception to include addi- 
tional piece of PPE during abrasive blasting. 

° Move text in subsection (3) (c)(ii) to be part of the exception 
and renumber subsequent subsections. 

e Update subsection (3) (c) (iv), add reference to chapter 296-880 


WAC, Unified safety standards for fall protection. 


WAC 296-304-04001 Ventilation and protection in welding, cutting and 
heating. 


° Update Table I-1A and Table I-1B to align with OSHA PPE require- 
ments for eye and face protection for shipyard employment found 
in 29 C.F.R. 1915, Subpart I (29 C.F.R. 1915.153). 

e Add note below table to include use of auto-darkening helmets. 

e Reformat to address formatting error. 

e Update formatting of numbers throughout the section. 

WAC 296-304-05001 Scaffolds or staging. 

° Subsection (9) (c), remov rroneous reference to WAC 


296-304-09021 (2). WAC 296-304-09021 (2) was removed as part of the 
unified fall protection rule making (WSR 20-12-091). As part of 
this rule making, we propose removing the erroneous reference, 
and adding a reference to chapter 296-880 WAC, Unified safety 
standards for fall protection. 
e Update formatting of numbers throughout the section. 


Reasons Supporting Proposal: RCW 49.17.050 requires the depart- 
ment provide occupational health and safety standards which are at- 
least-as-effective-as OSHA. Further, aligning the standard with other 
agency standards and OSHA will eliminate confusion among L&I staff, 
stakeholders, and the public, thereby ensuring safety of employees and 
the public. 
Statutory Authority for Adoption: RCW 49.17.010, 49.17.040, 
49.17.050, 49.17.060. 

Statute Being Implemented: Chapter 49.17 RCW. 
Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Proponent: L&I, governmental. 

Name of Agency Personnel Responsible for Drafting: Christopher L. 
Miller, Tumwater, Washington, 360-902-5516; Implementation and En- 
forcement: Craig Blackwood, Tumwater, Washington, 360-902-5828. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 34.05.328. The 
rule is exempt from a cost-benefit analysis per RCW 34.05.328 
(5) (b) (iii) because the rule making is proposing to adopt without ma- 
terial change language from OSHA requirements under 29 C.F.R. 1915, 
Subpart I; and per RCW 34.05.328 (5) (b) (iv) as this rule making propo- 
ses to clarify language without changing its effect. 
This rule proposal, or portions of the proposal, is exempt from 
requirements of the Regulatory Fairness Act because the proposal: 

Is exempt under RCW 19.85.025(3) as the rules are adopting or in- 
corporating by reference without material change federal 
statutes or regulations, Washington state statutes, rules of 
other Washington state agencies, shoreline master programs 
other than those programs governing shorelines of statewide 
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na- 
industry 


the material adopted or incorporated regulates 


and 
name changes, 


rule without changing its effect. 


Explanation of exemptions: 
rate without material 


changes 


references so the rul 


Scope of exemption for rule proposal: 
Is fully exempt. 


OTS-3417.3 


AMENDATORY SECTION 
9/1/01) 


WAC 296-304-010 


s 
296-62 ((and)), 296- 


ship repairing, shipbuilding, 
employees are covered under the Washington S 
Health Act, chapter 49.17 RCW. The rules of 


of the aforementioned chapters 296-24, 
296-880 WAC are applicab] 


(Amending WSR 01-11-038, 


Scope and application. 


800, 


tandards of the general safety and health standards, 


and 296-880 WAC, 


and conduct as 


filed 5/9/01, 


the adopting or in- 
rules only correct typographical er- 
or clarify language of a 


The proposed rule amendments incorpo- 
change federal OSHA standards, 
like updating the way numbers are written, 
le is clear an 


make housekeeping 
and remove outdated 


d easy to comply with. 


August 23, 2022 
Joel Sacks 
Director 


effective 


The provisions and 
chapters 296-24, 


and such other codes and 
standards as are promulgated by the department of labor and industries 
which are applicable to all industries, shall be applicable in the 

or shipbreaking industries whenever th 
tate Industrial Safety and 
this chapter and the rules 
296-62, 
le to all ship repairing, 


((and)) 296-800, and 
shipbuilding, and 


shipbreaking industries and operations, provided that such rules shall 


not be applicable 
(2) 


The responsibility for compliance wit 


government. 


to those operations under the exclusive safety ju- 
risdiction of the federal 
th these regulations is 


placed upon "employers" as defined in WAC 296-304-01001. 


(3) 


them by law, 
(4) 


shall be deemed to b 


[Statutory Authority: RCW 49.17.010, 


01-11-038, 5 296-304 
Authority: RCW 49.17 
S 296-304-010, 


It is not the intent of these regula 
responsibilities or duties on owners, 
vessels unless such persons are acting as employers, 
tent of these regulations to rel 
masters of vessels from responsibilities or dul 
regulation or custom. 


The responsibilities pl 


e th 


-010 
040 


filed 12/26/97, 


e responsibilities of 


y filed 5/9/01, 
, [49.17].050 and 


RCW 49.17.010, [49.17].0 
296-304-010, filed 10/20 
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[49.17] .050. 
Statutory 
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Chapter 49.17 RCW. WSR 95-04-006, § 296-304-010, filed 1/18/95, effec- 
tive 3/10/95; WSR 89-11-035 (Order 89-03), § 296-304-010, filed 
5/15/89, effective 6/30/89; Order 75-6, § 296-304-010, filed 3/10/75; 
Order 74-25, § 296-304-010, filed 5/7/74.] 


AMENDATORY SECTION (Amending WSR 20-12-091, filed 6/2/20, effective 
10/1/20) 


WAC 296-304-01001 Definitions. (1) Additional safety measure. A 
component of the tags-plus system that provides an impediment (in ad- 
dition to the energy-isolating device) to the release of energy or the 
generalization or start-up of the machinery, equipment, or system be- 
ing serviced. Examples of additional safety measures include, but are 
not limited to, removing an isolating circuit element; blocking a con- 
trolling switch; blocking, blanking, or bleeding lines; removing a 
valve handle or wiring it in place; opening an extra disconnecting de- 
vice. 


{2) Affected employee. An employee who normally operates or uses 
the machinery, equipment, or system that is going to be serviced under 
lockout/tags-plus or who is working in the area where servicing is be- 
ing performed under lockout/tags-plus. An affected employee becomes an 
authorized employ when th mployer assigns the employee to service 
any machine, equipment, or system under a lockout/tags-plus applica- 
tion. 

(3) Alarm. A signal or message from a person or device that indi- 
cates that there is a fire, medical emergency, or other situation that 
requires emergency response or evacuation. At some shipyards, this may 
be called an "incident" or a "call for service." 

(4) Alarm system. A system that warns employees at the worksite 
of danger. 

(5) Anchorage. A secure point of attachment for lifelines, lan- 
yards, or deceleration devices which is capable of withstanding the 
forces specified in this chapter. 

(6) Authorized employee: 

(a) An employee who performs one or more of the following lock- 
out/tags-plus responsibilities: 

(i) Executes the lockout/tags-plus procedures; 

(ii) Installs a lock or tags-plus system on machinery, equipment, 
or systems; or 

(iii) Services any machine, equipment, or system under lockout/ 
tags-plus application. 

(b) An affected employee becomes an authorized employ when th 
employer assigns the employee to service any machine, equipment, or 
system under a lockout/tags-plus application. 

(7) Auto-darkening helmet. A welding helmet which is equipped 
with a light sensor, ultra-violet filter/infra-red filter and a series 
of liquid crystal and aluminized or silver layers; which is capable of 
adjusting the lens to an appropriate shade automatically upon initiat- 
ing welding arc, without input from the wearer. 

(8) Body belt. A strap with means to both secure it around the 
waist and to attach it to a lanyard, lifeline, or deceleration device. 
Body belts may be used only in fall restraint or positioning device 
systems and may not be used for fall arrest. Body belts must be at 
least one and five-eighths inches (4.13 cm) wide. 
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(9) Body harness. Straps to secure around an employee so that 
fall arrest forces are distributed over at least the thighs, should- 
ers, chest and pelvis with means to attach it to other components of a 
personal fall arrest system. 


(10) Capable 
capable of being 


it, or it has a hasp or other means of attachment 
be affixed. Other energy-isolat 


which, a lock can 


of being locked out. An energy-isolating device is 
locked out if it has a locking mechanism built into 
t to which, or through 
ting devices are capa- 


ble of being locked out if lockout can be achieved without the need to 
dismantle, rebuild, or replace th nergy-isolating device or perma- 
nently alter its energy-control capability. 
(11) Class II standpipe system. A one and one-half inch (3.8 cm) 
hose system which provides a means for the control or extinguishment 
of incipient stage fires. 
(12) Cold work. Work that does not involve riveting, welding, 
burning, or other fire-producing or spark-producing operations. 


(13) Contract employer. An employer, 


such aS a painter, joiner, 


carpenter, or scaffolding subcontractor, who performs work under con- 
employer or to another employer under contract to 


tract to the host 
the host employer 


at the host employer's worksite. 
ployers who provide incidental services that are not directly related 
to shipyard employment (such as mail delivery or office supply and 


food vending services). 
(14) Competent person. A person who can recognize and evaluate 

employee exposure to hazardous substances or to other unsafe condi- 

tions and can specify the necessary protection and precautions neces- 


sary to ensure th 


(15) Confined space. A small compartmen 
as a double bottom tank, cofferdam, or other 


This excludes em- 


safety of employees as required by these standards. 


with limited access such 


small, 


confined space 


that can readily create or aggravate a hazardous exposure. 


(16) Connector. A device used to connec 
tioning device system together. It may 


arrest system or parts of a posit 
be: 

(a) An independent component of the system 
or 

(b) An integral component of part of the syst 


or D-ring sewn into a body belt or body harness or 
or sewn to a lanyard or self-retracting lanyard). 

(17) Dangerous atmosphere. An at 
ees to the risk of death, incapacitation, injury, 


impairment of ability to self-rescue (i.e., 


fined or enclosed 


t parts of a personal fall 


(such as a carabiner); 


tem (such as a buckle 
a snaphook spliced 


tmosphere that may expose employ- 
acute illness, or 


scape unaided from a con- 


space). 


(18) Deceleration device. A mechanism, such as a rope grab, rip 
stitch lanyard, specially woven lanyard, tearing or deforming lanyard, 
or automatic self-retracting lifeline/lanyard, that 
pate a substantial amount of energy during a fall arrest, or to limit 
the energy imposed on an employee during fall arrest 


falling employee 


distance, before stopping, 


(19) Deceleration distance. 


The additional ver 
travels, excluding lifeline elongat 


from the point at which 


serves to dissi- 


tical distance a 
tion and free fall 


the deceleration 


device begins to operate. It is measured from the location of an em- 


ployee's body belt 


activation (at the onset of fall arrest force 


t or body harness attachment 


device during a fall, to the location of that 
the employee comes to a full stop. 

(20) Designated area. An area established for hot work after an 
inspection that is free of fire hazards. 
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(27) Enclosed space. A space, other than a confined space, that 
is enclosed by bulkheads and overhead. It includes cargo holds, tanks, 
quarters, and machinery and boiler spaces. 

(28) Energy-isolating device. A mechanical device that, when uti- 
lized or activated, physically prevents the release or transmission of 
energy. Energy-isolating devices include, but are not limited to, man- 
ually operated electrical circuit breakers; disconnect switches; line 
valves; blocks; and any similar device used to block or isolate ener- 
gy. Control-circuit devices (for example, push buttons, selector 
Switches) are not considered energy isolating devices. 

(29) Equivalent. Alternative designs, materials, or methods to 
protect against a hazard which the employer can demonstrate and will 
provide an equal or greater degr of safety for employees than the 
methods, materials, or designs specified in this standard. 
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tribute to the spread of fire. 
(31) Fire protection. Meth 
sponse, detection, control, ex 
(32) Fire response. 
time of an emergency incident i 


cluding fire suppression activit 


nal resources or a combination 
evacuation of the area exposed 
(33) Fire response employe 
the dut 
with th 


fir 


safety plan. 


ble, trained, and skill 


tinguish 
The act 


ods of providin 
ment, an 
ivity 
nvolvin 


ies carried ou 
of both 
to the 
e. A sh 


A 


fire. 


g fire prevention, 


rez 


d engineering. 


taken by the employer at the 
g a fire at the worksite, 
t by internal 
or total or partial 


in- 
or exter- 
employee 


ipyard employee who carries out 
ies and responsibilities of shipyard firefighting in accordance 


sponds to shipyard fir 


Ci 


mergen 
yard fire departments, 
municipal fire departments. 


Certified on 8/31/2022 


S, 


[ 107 ] 


Fire brigades, 


(34) Fire response organization. An organized group knowledgea- 
ed in shipyard firefighting opera 
including: 
private or contractual fire depar 


tions that re- 
ship- 
and 


tments, 


WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-125 


(35) Fire suppression. The activities involved in controlling and 
extinguishing fires. 

(36) Fire watch. The activity of observing and responding to the 
fire hazards associated with hot work in shipyard employment and the 
employees designated to do so. 

(37) Fixed extinguishing system. A permanently installed fire 
protection system that either extinguishes or controls fire occurring 
in the space it protects. 

(38) Flammable liquid. Means any liquid having a flashpoint at or 


below 199.4°F (93°C). Flammable liquids are divided into four catego- 
ries as follows: 

(a) Category 1 sha include liquids having flashpoints below 
73.4°F (23°C) and having a boiling point at or below 95°F (35°C). 

(b) Category 2 shall include liquids having flashpoints below 
73.4°F (23°C) and having a boiling point above 95°F (35°C). 

(c) Category 3 shal include liquids having flashpoints at or 
above 73.4°F (23°C) and at or below 140°F (60°C). When a Category 3 
liquid with a flashpoint at or above 100°F (37.8°C) is heated for use 


to within 30°F (16.7°C) of its flashpoint, it shall be handled in ac- 
cordance with the requirements for a Category 3 liquid with a flash- 
point below 100°F (37.8°C). 
(d) Category 4 shall include liquids having flashpoints above 
140°F (60°C) and at or below 199.4°F (93°C). When a Category 4 flamma- 
ble liquid is heated for use to within 30°F (16.7°C) of its flash- 
point, it shall be handled in accordance with the requirements for a 
Category 3 liquid with a flashpoint at or above 100°F (37.8°C). 

(e) When liquid with a flashpoint greater than 199.4°F (93°C) is 
heated for use to within 30°F (16.7°C) of its flashpoint, it shall be 
handled in accordance with the requirements for a Category 4 flammable 
liquid. 

(39) Free fall. To fall before a personal fall arrest system be- 
gins to apply force to arrest the fall. 
(40) Free fall distance. The vertical displacement of the fall 
arrest attachment point on the employee's body harness between onset 
of the fall and just before the system begins to apply force to arrest 
the fall. This distance excludes deceleration distance, and lifeline/ 
lanyard elongation, but includes any deceleration device slide dis- 
tance or self-retracting lifeline/lanyard extension before the devic 
operates and fall arrest forces occur. 

(41) Gangway. A ramp-like or stair-like means to board or leave a 
vessel including accommodation ladders, gangplanks and brows. 

(42) Hazardous energy. Any energy source, including mechanical 
(for example, power transmission apparatus, counterbalances, springs, 
pressure, gravity), pneumatic, hydraulic, electrical, chemical, and 
thermal (for example, high or low temperature) energies, that could 
cause injury to employees. 

(43) Hazardous substance. A substance likely to cause injury, 
illness or disease, or otherwise harm an employee because it is explo- 
sive, flammable, poisonous, corrosive, oxidizing, irritating, or oth- 
erwise harmful. 

(44) Health care professional. A physician or any other health 
care professional whose legally permitted scope of practice allows the 
provider to independently provide, or be delegated the responsibility 
to provide, some or all of the advice or consultation this subpart re- 
quires. 
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approved fire hose, 


Fire protection systems consisting of a water 


and a means to control the flow of water 


(46) Host employer. An employer who is in charge of coordinating 
work or who hires other employers to perform work at a multiemployer 
workplace. 

(47) Hot work. Riveting, welding, burning or other fire or spark 
producing operations. 

(48) Incident management system. A system that defines the roles 
and responsibilities to be assumed by personnel and the operating pro- 
cedures to be used in the management and direction of emergency opera- 
tions; the system is also referred to as an "incident command system 


(ICS) ." 
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equipment, or systems to prevent the release of energy or the start-up 
or energization of machinery, equipment, or systems to be serviced. 

(59) Lower levels. Those areas or surfaces to which an employee 
can fall. Such areas or surfaces include but are not limited to ground 
levels, floors, ramps, tanks, materials, water, excavations, pits, 
vessels, structures, or portions thereof. 

(60) Motor vehicle. Any motor-driven vehicle operated by an em- 
ployee that is used to transport employees, material, or property. For 
the purposes of this subpart, motor vehicles include passenger cars, 
light trucks, vans, motorcycles, all-terrain vehicles, small utility 
trucks, powered industrial trucks, and other similar vehicles. Motor 
vehicles do not include boats, or vehicles operated exclusively on a 
rail or rails. 

(61) Motor vehicle safety equipment. Systems and devices integral 
to or installed on a motor vehicle for the purpose of effecting the 
safe operation of the vehicle, and consisting of such systems or devi- 
ces as safety belts, airbags, headlights, tail lights, emergency/ 
hazard lights, windshield wipers, defogging or defrosting devices, 
brakes, horns, mirrors, windshields and other windows, and locks. 

(62) Multiemployer workplace. A workplace where there is a host 
employer and at least one contract employer. 

(63) Normal production operations. The use of machinery or equip- 
ment, including, but not limited to, punch presses, bending presses, 
shears, lathes, keel press rollers, and automated burning machines, to 
perform a shipyard-employment production process. 

(64) Personal alert safety system (PASS). A device that sounds a 
loud signal if the wearer becomes immobilized or is motionless for 
( ($Riety)) 30 seconds or more. 

(65) Personal fall arrest system. A system used to arrest an em- 
ployee in a fall from a working level. It consists of an anchorage, 
connectors, body harness and may include a lanyard, a deceleration de- 
vice, a lifeline, or a suitable combination. 

(66) Physical isolation. The elimination of a fire hazard by re- 
moving the hazard from the work area (at least ( (#H+*+;-five)) 35 feet 
for combustibles), by covering or shielding the hazard with a fire-re- 
sistant material, or physically preventing the hazard from entering 
the work area. 
(67) Physically isolated. Positive isolation of the supply from 
the distribution piping of a fixed extinguishing system. Examples of 
ways to physically isolate include: Removing a spool piece and instal- 
ling a blank flange; providing a double block and bleed valve system; 
or completely disconnecting valves and piping from all cylinders or 
other pressure vessels containing extinguishing agents. 

(68) Portable toilet. A nonsewered portable facility for collect- 
ing and containing urine and feces. A portable toilet may be either 
flushable or nonflushable. For purposes of this section, portable toi- 
lets do not include privies. 

(69) Portable unfired pressure vessel. A pressure container or 
vessel used aboard ship, other than the ship's equipment, containing 
liquids or gases under pressure. This does not include pressure ves- 
sels built to Department of Transportation regulations under 49 C.F.R. 
Part 178, Subparts C and H. 

(70) Positioning device system. A full body harness or position- 
ing harness that is worn by an employee, and is rigged to allow an em- 
ployee to be supported on an elevated vertical or inclined surface, 
such as a wall, pole or column, and work with both hands free from the 
body support. 
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(71) Potable water. Water that meets the standards for drinking 
purposes of the state or local authority having jurisdiction, or water 
that meets the quality standards prescribed by the U.S. Environmental 
Protection Agency's National Primary Water Regulations (40 C.F.R. Part 
141). 


(72) Powder actuated fastening tool. A tool or machine that 
drives a stud, pin, or fastener by means of an explosive charge. 

(73) Protected space. Any space into which a fixed extinguishing 
system can discharge. 
(74) Proximity firefighting. Specialized firefighting operations 
that require specialized thermal protection and may include the activ- 
ities of rescue, fire suppression, and property conservation at inci- 
dents involving fires producing very high levels of conductive, con- 
vective, and radiant heat such as aircraft fires, bulk flammable gas 
fires, and bulk flammable liquid fires. Proximity firefighting opera- 
tions usually are exterior operations but may be combined with struc- 
tural firefighting operations. Proximity firefighting is not entry 
firefighting. 

(75) Qualified instructor. A person with specific knowledge, 
training, and experience in fire response or fire watch activities to 
cover the material found in WAC 296-304-01019 (2) or (3). 

(76) Qualified person. One who, by possession of a recognized de- 
gree, certificate, or professional standing, or who by extensive 
knowledge, training, and experience, has successfully demonstrated 
his/her ability to solve or resolve problems related to the subject 
matter, the work, or the project. 

(77) Readily accessible/available. Capable of being reached 
quickly enough to ensure, for example, that emergency medical services 
and first-aid intervention are appropriate or that employees can reach 
Sanitation facilities in time to meet their health and personal needs. 

(78) Related employment. Any employment related to or performed 
in conjunction with ship repairing, ship building or ship breaking 
work, including, but not limited to, inspecting, testing, and serving 
as a watchman. 

(79) Rescue. Locating endangered persons at an emergency inci- 
dent, removing those persons from danger, treating the injured, and 
transporting the injured to an appropriate health care facility. 

(80) Restraint line. A line from a fixed anchorage or between two 
anchorages to which an employee is secured in such a way as to prevent 
the employee from falling to a lower level. 


Note: A restraint line is not necessarily designed to withstand forces resulting from a fall. 


(81) Rope grab. A fall arrester that is designed to move up or 
down a lifeline suspended from a fixed overhead or horizontal anchor- 
age point, or lifeline, to which the full body harness is attached. In 
the event of a fall, the rope grab locks onto the lifeline rope 
through compression to arrest the fall. The use of a rope grab device 
is restricted for all restraint applications. See WAC 296-880-40025. 
(82) Sanitation facilities. Facilities, including supplies, main- 
tained for employee personal and health needs such as potable drinking 
water, toilet facilities, hand-washing and hand-drying facilities, 
showers (including quick-drenching or flushing) and changing rooms, 
eating and drinking areas, first-aid stations, and on-site medical- 
service areas. Sanitation supplies include soap, waterless cleaning 
agents, single-use drinking cups, drinking water containers, toilet 
paper, and towels. 
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(83) Serviceable condition. The state or ability of supplies or 
goods, or of a tool, machine, vehicle, or other device, to be used or 
to operate in the manner prescribed by the manufacturer. 

(84) Servicing. Workplace activities that involve the construc- 
tion, installation, adjustment, inspection, modification, testing, or 
repair of machinery, equipment, or systems. Servicing also includes 
maintaining machines, equipment, or systems when performing these ac- 
tivities would expose th mployee to harm from the start-up or energ- 
ization of the system being serviced, or the release of hazardous en- 
ergy. 

(85) Sewered toilet. A fixture maintained for the purpose of uri- 
nation and defecation that is connected to a sanitary sewer, septic 
tank, holding tank (bilge), or on-site sewage-disposal treatment fa- 
cility, and that is flushed with water. 

(86) Shall or must. Mandatory. 

(87) Shield. To install a covering, protective layer, or other 

ffective measure on or around steam hoses or temporary steam-piping 
systems, including metal fittings and couplings, to protect employees 
from contacting hot surfaces or elements. 

(88) Ship breaking. Breaking down a vessel's structure to scrap 
the vessel, including the removal of gear, equipment or any component 
part of a vessel. 

(89) Ship building. Construction of a vessel, including the in- 
stallation of machinery and equipment. 

(90) Ship repairing. Repair of a vessel including, but not limi- 
ted to, alterations, conversions, installations, cleaning, painting, 
and maintenance. 

(91) Shipyard firefighting. The activity of rescue, fire suppres- 
sion, and property conservation involving buildings, enclosed struc- 
tures, vehicles, vessels, aircraft, or similar properties involved in 
a fire or emergency situation. 
(92) Short bight. A loop created in a line or rope that is used 
to tie back or fasten objects such as hoses, wiring, and fittings. 

(93) Small hose system. A system of hoses ranging in diameter 
from 5/8" (1.6 cm) up to 1 1/2" (3.8 cm) which is for the use of em- 
ployees and which provides a means for the control and extinguishment 
of incipient stage fires. 

(94) Standpipe. A fixed fire protection system consisting of pip- 
ing and hose connections used to supply water to approved hose lines 
or sprinkler systems. The hose may or may not be connected to the sys- 
tem. 


(95) Tag. A prominent warning device that includes a means of at- 
tachment that can be securely fastened to an energy-isolating device 
in accordance with an established procedure to indicate that the ener- 
gy-isolating device and the equipment being controlled must not be op- 
erated until the tag is removed by an authorized employee. 
(96) Tags-plus system. A system to control hazardous energy that 
consists of an energy-isolating device with a tag affixed to it, and 
at least one additional safety measur 
(97) Verification of isolation. The means necessary to detect the 
presence of hazardous energy, which may involve the use of a test in- 
strument (for example, a voltmeter), and, for other than electric 
s 
S 


hock protection, a visual inspection, or a deliberate attempt to 
tart-up the machinery, equipment, or system. 

(98) Vermin. Insects, birds, and other animals, such as rodents, 
that may create safety and health hazards for employees. 
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(99) Vessel. Every watercraft for use as a means of transporta- 
tion on water, including special purpose floating structures not pri- 
marily designed for or used as a means of transportation on water. 

(100) Vessel section. A subassembly, module, or other component 
of a vessel being built or repaired. 

(101) Walkway. Any surface, whether vertical, slanted, or hori- 
zontal, on which employees walk, including areas that employees pass 
through, to perform their job tasks. Walkways include, but are not 
limited to, access ways, designated walkways, aisles, exits, gangways, 
ladders, ramps, stairs, steps, passageways, and scaffolding. If an 
area is, or could be, used to gain access to other locations, it is to 
be considered a walkway. 

(102) Work area. A specific area, such as a machine shop, engi- 
neering space, or fabrication area, where one or more employees are 
performing job tasks. 

(103) Working surface. Any surface where work is occurring, or 
areas where tools, materials, and equipment are being staged for per- 
forming work. 

(104) Worksite. A general work location where one or more employ- 
ees are performing work, such as a shipyard, pier, barge, vessel, or 
vessel section. 


[Statutory Authority: RCW 49.17.010, 49.17.040, 49.17.050, 49.17.060, 
and chapter 49.17 RCW. WSR 20-12-091, § 296-304-01001, filed 6/2/20, 
effective 10/1/20. Statutory Authority: RCW 49.17.010, 49.17.040, 
49.17.050, and 49.17.06 WSR 17-18-075, § 296-304-01001, filed 
9/5/17, effective 10/6/17. Statutory Authority: RCW 49.17.010, 
49.17.040, 49.17.050, 49.17.060 and 29 C.F.R. 1910 Subpart Z. WSR 
14-07-086, § 296-304-01001, filed 3/18/14, effective 5/1/14. Statutory 
Authority: RCW 49.17.010, 49.17.040, 49.17.050, 49.17.060, and chapter 
49.17 RCW. WSR 12-12-060, § 296-304-01001, filed 6/5/12, effective 
8/1/12. Statutory Authority: RCW 49.17.010, 49.17.040, 49.17.050, 
4 
1 


O OOWH g 
A 


49.17.060. WSR 07-03-163, 5 296-30 1001, filed 1/24/07, effective 
4/1/07; WSR 05-19-086, § 296-304-0 1, filed 9/20/05, effective 
12/1/05; WSR 03-04-099, § 296-304-01001, filed 2/4/03, effective 
1 . Statutory Authority: RCW 49.17.040, [49.17].050 and 
[49.17].060. WSR 98-02-006, § 296-304-01001, filed 12/26/97, effective 
1 . Statutory Authority: Chapter 49.17 RCW. WSR 95-04-006, § 
296-304-01001, filed 1/18/95, effective 3/10/95; Order 76-7, $ 
296-304-01001, filed 3/1/76; Order 74-25, § 296-304-01001, filed 
5/7/74.] 


AMENDATORY SECTION (Amending WSR 17-18-075, filed 9/5/17, effective 
10/6/17) 


WAC 296-304-03005 Mechanical paint removers. (1) Power tools. 

(a) You must ensure that employees engaged in the removal of 
paints, preservatives, rusts or other coatings by means of power tools 
are protected against eye injury by goggles or face shields that meets 
the requirements of WAC 296-304-09005 (1) and (2). 

(b) All portable rotating tools used for the removal of paints, 
preservatives, rusts or other coatings must be adequately guarded to 
protect both the operator and nearby workers from flying missiles. 

(c) Portable electric tools must be grounded in accordance with 
the requirements of WAC 296-304-08003 (1) and (2). 
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(d) In a confined space, you must provide mechanical exhaust ven- 
tilation sufficient to keep the dust concentration to a minimum, or 
must protect employees by respiratory protective equipment that meets 
the requirements of chapter 296-842 WAC. 

(2) Flame removal. 

(a) You must ensure that when hardened preservative coatings are 
removed by flame in enclosed spaces, the employees exposed to fumes 
are protected by air line respirators that meet the requirements of 
chapter 296-842 WAC. Employees performing this operation in the open 
air, and those exposed to the resulting fumes, must be protected by a 
fume filter respirator that meets the requirements of chapter 296-842 
WAC. 


(b) Flame or heat must not be used to remove soft and greasy 
preservative coatings. 

(3) Abrasive blasting. 

(a) Equipment. Hoses and fittings used for abrasive blasting must 
meet the following requirements: 
(i) Hoses of a type to prevent shocks from static electricity 
must be used. 

(ii) Hose couplings. Hose lengths must be joined by metal cou- 
plings secured to the outside of the hose to avoid erosion and weaken- 
ing of the couplings. 

(iii) Nozzles must be attached to the hose by fittings that will 
prevent the nozzle from unintentionally becoming disengaged. Nozzle 
attachments shall be of metal and must fit onto the hos xternally. 
(iv) Dead man control. A dead man control device must be provided 
at the nozzle end of the blasting hose either to provide direct cutoff 
or to signal the pot tender by means of a visual and audible signal to 
cut off the flow, in the event the blaster loses control of the hose. 
The pot tender must be available at all times to respond immediately 
to the signal. 
(b) Replacement. Hoses and all fittings used for abrasive blast- 
ing must be inspected frequently to ensure timely replacement befor 
an unsafe amount of wear has occurred. 

(c) Personal protective equipment. 

(i) You must ensure that abrasive blasters ( (weekime—imenctesed 
spaces)) are protected by abrasive blasting respirators that meet the 
requirements of chapter 296-818 WAC, Abrasive blasting and chapter 
296-842 WAC. 


EXCEPTION: Filter type respirators that meet the requirements of chapters 296-842 and 296-840 WAC may be used when: 
(1) The work is done in the open; 
(2) Proper eye, face, hearing, and head protection is used; and 
(3) Synthetic abrasives containing less than one percent free silica are used. "Free silica" includes amorphous silica and the crystalline 
forms that are not chemically combined with any other elements. 


++++}+)) You must ensure that employees, including machine tenders 
and abrasive recovery workers, working in areas where unsafe concen- 
trations of abrasive materials and dusts are present are protected by 
eye and respiratory protective equipment that meets the requirements 
of WAC 296-304-09005 (1) and (2) and chapter 296-842 WAC. 


Exception: This requirement does not apply to blasters. 


( (+#4+)) (211) You must ensure that a blaster is protected 
against injury from exposure to the blast by appropriate protective 
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TABLE I-1A 
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MINIMUM 
ELECTRODE ARC PROTECTIVE 

OPERATIONS SIZE 1/32 IN CURRENT 
Shielded metal arc Less than 3 Less than 60 7 
welding 3-5 60-160 8 
5-8 160-250 10 
More than 8 250-550 11 
Gas metal arc Less than 60 7 
welding and flux 60-160 10 
cored arc welding 160-250 10 
((250-556)) 10 

250-500 
Gas Tungsten arc Less than 50 8 
welding 50-150 8 
150-500 10 
Air carbon ((are (Light) Less than 500 10 
eutting)) ((500-1000)) (GÐ) 
Arc cutting (Heavy) 500-1000 11 
Plasma arc welding Less than 20 6 
20-100 8 
100-400 10 
400-800 11 
Plasma arc cutting (Light)** Less than 300 8 
(Medium)** 300-400 9 
(Heavy)** 400-800 10 
Torch brazing — — 3 
Torch soldering — — 2 
Carbon Arc welding — —— 14 
Ee ep A WSR Issue 22-17 - Proposed 
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** These values apply where the actual arc is clearly seen. Lighter filters 
may be used when the arc is hidden by the workplace. 


TABLE I-1B 


FILTER LENSES FOR PROTECTION AGAINST 
RADIANT ENERGY 


PLATE PLATE MINIMUM* 
THICKNESS... THICKNESS... PROTECTIVE 
OPERATIONS INCHES MM SHADE 
Gas welding: 
Light Under 1/8 Under 3.2 4 
Medium 1/8 ((-)) to 1/2 3.2 ((-)) to 12.7 5 
Heavy Over 1/2 Over 12.7 6 
Oxygen cutting: 
Light Under 1 Under 25 3 
Medium 1 E )) to 6 ((25—469)) 25 to 4 
Heavy Over 6 150 5 
Over 150 


* As rule of thumb, start with a shade that is too dark to see the weld 
zone. Then go to a lighter shade which gives sufficient view of the 
weld zone without going below the minimum. In oxyfuel gas welding 
or cutting where the torch produces a high yellow light, it is desirable 
to use a filter lens that absorbs the yellow or sodium line in the viable 
light of the (spectrum) operation. 


Note: A worker may use an auto-darkening helmet that allows for the selection of final filtration settings inside the appropriate range as described in 
the tables above. The auto-darkening helmet must be in good working order and maintained in accordance with the manufacturers 
recommendations and guidance. 


[Statutory Authority: RCW 49.17.010, 49.17.040, 49.17.050, and 
49.17.060. WSR 17-18-075, § 296-304-04001, filed 9/5/17, effective 
10/6/17; WSR 05-03-093, § 296-304-04001, filed 1/18/05, effective 
3/1/05; WSR 03-04-099, § 296-304-04001, filed 2/4/03, effective 
8/1/03. Statutory Authority: Chapter 49.17 RCW. WSR 95-04-006, S$ 
296-304-04001, filed 1/18/95, effective 3/10/95; WSR 93-19-142 (Order 
93-04), § 296-304-04001, filed 9/22/93, effective 11/1/93; Order 
74-25, § 296-304-04001, filed 5/7/74.] 


AMENDATORY SECTION (Amending WSR 18-04-096, filed 2/6/18, effective 
3/9/18) 


WAC 296-304-05001 Scaffolds or staging. (1) General require- 
ments. 

(a) All scaffolds and their supports whether of lumber, steel or 
other material, must be capable of supporting the load they are de- 
signed to carry with a safety factor of not less than four. 

(b) All lumber used in the construction of scaffolds must be 
spruce, fir, long leaf yellow pine, Oregon pine or wood of equal 
strength. The use of hemlock, short leaf yellow pine, or short fiber 
lumber is prohibited. 

(c) Lumber dimensions as given are nominal except where given in 
fractions of an inch. 
(d) All lumber used in the construction of scaffolds must be 

sound, straight-grained, free from cross grain, shakes and large, 
loose or dead knots. It must also be free from dry rot, large checks, 
worm holes or other defects which impair its strength or durability. 

(e) Scaffolds must be maintained in a safe and secure condition. 
Any component of the scaffold which is broken, burned or otherwise de- 
fective must be replaced. 
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(d) Posts must be fitted with bases supported on a firm founda- 
tion to distribute the load. When wooden sills are used, the bases 
must be fastened thereto. 


(e) Bearers must be 


loca 


ted at each set of posts, at each level, 


and at each intermediat 


lev 


l1 where working platforms are installed. 


(£) Tubular bracing must be applied both lengthwise and crosswise 


as required. 


(g) Platform planking must be in accordance with the requirements 


of subsection (8) of this section. 
(h) Backrails and toeboards must be in accordance with the re- 


quirements of subsection 


(9) 


of this section. 


(4) Wood trestle and extension trestle ladders. 


The use of trestle ladders, or extension sections or base 


) 
sections of extension trestle ladders longer than 20 feet is prohibi- 
e 


(a 
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total height of base and extension may, however, be more than 
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16 fee 
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(i) Ladders up to and including those 16 feet long must have side 


x 2 3/4 inch lumber. 
t long and up to and including those 20 
s of not less than 1 5/16 x 3 inch lum- 


(c) The side rails of the extension section of the extension 


el and must have minimum dimensions as 


(i) Ladders up to and including 12 feet long must have side rails 


of not less than 1 5/16 x 2 


1/4 inch lumber. 


(ii) Ladders over 12 feet long and up to and including those 16 


feet long must have side 
lumber. 


feet long must have side 
ber. (Rev. 2-17-76) 


rail 
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s of not less than 1 5/16 x 2 1/2 inch 


(iii) Ladders over 16 feet long and up to and including those 20 


s of not less than 1 5/16 x 3 inch lum- 


(d) Trestle ladders and base sections of extension trestle lad- 
ders must be so spread that when in an open position the spread of the 


trestle at the bottom, inside to inside, must not be less than 5 1/2 
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The width between the side ra 
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ch for each additional foot of length. 
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on the extension section of the extension trestle ladder, rungs must 
less than (()) six inches nor more than 12 inches 


be spaced not 
apart. 

(1) Plat 
of subsection 


form 


(8) 


planking must be in accordance with the requirements 
of this section, except that the width of the plat- 


form planking must not exceed the distance between the side rails. 
(j) Backrails and toeboards must be in accordance with the re- 
quirements of subsection (9) of this section. 
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h care, must not be less than 7/8 inch in diameter, and 
must be secured to a safe anchorage at all times. 
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in strength to first-grade 3/4 inch diameter manila rope properly rig- 
ged into a set of standard ((6)) six inch blocks consisting of at 
least one double and one single block. 

(c) Manila and wire ropes must be carefully examined befor ach 
operation and thereafter as frequently as may be necessary to ensure 


their safe condition. 
(d) Each end of the scaffold platform must be supported by a 

wrought iron or mild steel stirrup or hanger, which in turn is suppor- 
ted by the suspension ropes. 
(e) Stirrups must be constructed so as to be equivalent in 
strength to wrought iron 3/4 inch in diameter. 


(f) The stirrups must be formed with a horizontal bottom member 
to support the platform, must be provided with means to support the 
guardrail and midrail and must have a loop or eye at the top for se- 
curing the supporting hook on the block. 

(g) Two or more swinging scaffolds must not at any time be com- 
bined into one by bridging the distance between them with planks or 
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(h) No more 


of persons pe 


rmit 


time on a swinging scaffold built to the minimum specifications con- 

tained in this section. Where heavier construction is used, the number 
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(1) Backrails and toeboards must be in accordance with the re- 


quirements of subsection (9) of this section. 
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described in 


(k), 
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(1) The width between the side rails must be no more than 20 in- 


ches. 


(ii) The side rails of ladders in ladder-type platforms must be 
equivalent in strength to a beam of clear straight-grained spruce of 
the dimensions contained in Table E-2 in WAC 296-304-O0O7011. 

(iii) The side rails must be tied together with tie rods. The tie 
rods must not be less than 5/16 inch in diameter, located no more than 
((5)) five feet apart, pass through the rails, and be riveted up tight 


against washers at both ends. 


(iv) The rungs must be of straight-grained oak, ash, or hickory, 


not less than 
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(e) Platform planking must be in accordance with the requirements 
of subsection (8) of this section. 
(f) Backrails and toeboards must be in accordance with subsection 


(9) of this section. 


(7) Other types of scaffolds. 


Scaffolds of a type for which spec- 


ifications are not contained in this section must meet the general re- 
quirements of subsections (1), (8) and (9) 
accordance with recognized principles of design and must be construc- 


ted in accordance with accepted st 
(8) Scaffold or platform planking. 
(a) Except as otherwise provided in subsection (5) (k) and (m) of 
this section, platform planking must not be less than 2 x 10 inch lum- 


tandards covering such equipment. 


of this section, must be in 


ber. Platform planking must be straight-grained and free from large or 


loose knots and may be either rough or 


dressed. 


(b) Platforms of staging must not be less than two 10 inch planks 
in width except in such cases as the structure of the vessel or the 
width of the trestle ladders make it impossible to provide such a 


width. 


(c) Platform planking must projec 


at either end by at least ((4)) six inches 
project more than 12 inches unless the planks are fastened to the sup- 


porting members. 


t beyond the supporting members 


but in no case must it 


(d) Table E-4 in WAC 296-304-07011 must be used as a guide in de- 
termining safe loads for scaffold planks. 


(9) Backrails and 
(a) Scaffolding, 


S 


toeboards. 


taging, runways, or 


working platforms which are 


supported or suspended more than ((5)) five feet above a solid sur- 
face, or at any distance above the water, 
railing which has a top rail whose upper surface is from 42 to 45 in- 

ches above the upper surface of the staging, platform, or runway and a 


form, or runway. 


rope rails must not be used. 


and life lines meeting the requirements of 


chapter 296-880 WAC, Unified safety si 


must be provided with a 


midrail located halfway between the upper rail and the staging, plat- 


(b) Rails must be of 2 x 4 inch lumber, flat bar or pipe. When 
used with rigid supports, taut wire or fiber rope of adequate strength 
may be used. If the distance between supports is more than (($)) eight 
feet, rails must be equivalent in strength 
must be firmly secured. Where exposed to hot work or chemicals, fiber 


to 2 x 4 inch lumber. Rails 


(c) Rails may be omitted where the structure of the vessel pre- 
vents their use. When rails are omiti 
((5)) five feet above solid surfaces must 


ted employees working more than 
t be protected by safety belts 


WAC ( (296-304-090241+42}) ) 


tandards for fall protection, and 


employees working over water must be prot 


devices meeting the requirements of WAC 296-304-09017(1). 


tected by personal flotation 


(d) Employees working from swinging scaffolds which are triced 


out of a vertical line below their support 


ts or from scaffolds on paint 


floats subject to surging, must be protected against falling toward 
the vessel by a railing or a safety belt and line attached to the 


backrail. 


(e) When necessary, to prevent 


on men below, toeboards of not less than 1 


provided. 


(10) Access to staging. 
(a) Access from below to staging more 
a floor, deck or the ground must consist of well secured stairways, 


cleated ramps, fixed or port 
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quirements of WAC 296-304-05003 or rigid type noncollapsible trestles 
with parallel and level rungs. 
(b) Ramps and stairways must be provided with 36-inch handrails 
with midrails. 

(c) Ladders must be so located or other means must be taken so 
that it is not necessary for employees to step more than one foot from 
the ladder to any intermediate landing or platform. 

(d) Ladders forming integral parts of prefabricated staging are 
deemed to meet the requirements of these regulations. 

(e) Access from above to staging more than ((3)) three feet below 
the point of access must consist of a straight, portable ladder meet- 
ing the applicable requirements of WAC 296-304-05003 or a Jacob's lad- 
der properly secured, meeting the requirements of WAC 
296-304-05007 (4). 


[Statutory Authority: RCW 49.17.010, 49.17.040, 49.17.050, and 
49.17.060. WSR 18-04-096, § 296-304-05001, filed 2/6/18, effective 
3/9/18; WSR 17-18-075, § 296-304-05001, filed 9/5/17, effective 
10/6/17; WSR 03-04-099, § 296-304-05001, filed 2/4/03, effective 
8/1/03) Order 76-7, § 296=304=05001, filed 3/1/76; Order. 74-25, $ 
296-304-05001, filed 5/7/74.] 
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Preproposal statement of inquiry was filed as WSR 22-13-064. 


Title of Rule and Other Identifying Information: Statement re- 
quirement for consumer adverse benefit determination notices. 

Hearing Location(s): On September 27, 2022, at 3:00 p.m., Zoom 
meeting. Detailed information for attending the Zoom meeting posted on 
the office of insurance commissioner (OIC) website https:// 
www.insurance.wa.gov/statement-requirement-consumer-adverse-benefit- 
determination-notices-r-2022-04. 

Date of Intended Adoption: September 29, 2022. 

Submit Written Comments to: Shari Maier, P.O. Box 40255, Olympia, 
WA 98504-0255, email rulescoordinator@oic.wa.gov, fax 360-586-3109, by 
September 28, 2022. 

Assistance for Persons with Disabilities: Contact Katie Bennett, 
phone 360-725-7013, fax 360-586-2023, TTY 360-586-0241, email 


Katie.Bennett@oi 


Any Changes in E 
statemen 
at a lower, 


Statemen 


Reasons Support 


C.wa.gov, 


xis 


ting P 


ting Rules: 


by September 28, 
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Malone, P.O. 
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2022. 
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RCW 48.02.060 and 48.43.530. 


federal or state court 
govern- 


Shari Maier, 
Implementation: 
WA 98504-0255, 360-725-7000; 
Olympia, WA 
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RCW 28A.305.135. 
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pose more than minor costs on businesses in an industry ..." The small 
business economic impact statement (SBEIS) must include ".. a brief de- 
scription of the reporting, recordkeeping, and other compliance re- 
quirements of the proposed rule, and the kinds of professional serv- 
ices that a small business is likely to need in order to comply with 
such requirements .. To determine whether the proposed rule will have a 
disproportionate cost impact on small businesses." 

This rule proposal, or portions of the proposal, are exempt from 
requirements of the Regulatory Fairness Act under RCW 19.85.025(4), 
the businesses that must comply with the proposed rule are not small 
businesses under chapter 19.85 RCW. OIC has found that none of the ex- 
isting health insurance issuers may be considered small businesses un- 
der RCW 19.85.020(3). 

The average number of employees per firm was determined below us- 
ing Bureau of Labor Statistics data: 

Average number of firms: 58. 

Average annual employment over 12 months: 6,777. 

Average number of employees per firm: 118. 

The average number of employees for a direct health and medical 
insurance carrier is 118 employees, above the small business threshold 
of 50 under chapter 19.85.020(3). 

OIC determines that this rule is exempt from SBEIS requirements. 

Scope of exemption for rule proposal: 

Is fully exempt. 


August 23, 2022 
Mike Kreidler 
Insurance Commissioner 


OTS-4024.1 


AMENDATORY SECTION (Amending WSR 21-24-072, filed 11/30/21, effective 
1/1/22) 


WAC 284-43-3070 Notice and explanation of adverse benefit deter- 
mination—General requirements. (1) A carrier must notify enrollees 
of an adverse benefit determination either electronically or by U.S. 
mail. The notification must be provided: 

(a) To an appellant or their authorized representative; 

(b) To the provider if the adverse benefit determination involves 
the preservice denial of treatment or procedure prescribed by the pro- 
vider; and 
(c) Whenever an adverse benefit determination relates to a pro- 
tected individual, as defined in RCW 48.43.005, the health carrier 
must follow RCW 48.43.505. 

(2) A carrier or health plan's notice must include the following 
information, worded in plain language: 

(a) The specific reasons for the adverse benefit determination; 

(b) The specific health plan policy or contract sections on which 
the determination is based, including references to the provisions; 

(c) The plan's review procedures, including the appellant's right 
to a copy of the carrier and health plan's records related to the ad- 
verse benefit determination; 
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(d) The time limits applicable to the review; 

(e) The right of appellants and their providers to present evi- 
dence as part of a review of an adverse benefit determination; 

(£) Effective April 1, 2022, through December 31, 2022, the fol- 
lowing statement or the statement from (g) of this subsection: "En- 
rollees may request that a health insurer identify the medical, voca- 
tional, or other experts whose advice was obtained in connection with 
the adverse benefit determination, even if the advice was not relied 
on in making the determination. Health insurers may satisfy this re- 
quirement by providing the job title, a statement as to whether the 
expert is affiliated with the carrier as an employee, and the expert's 
specialty, board certification status, or other criteria related to 
the expert's qualification without providing the expert's name or ad- 
dress."; ( (and) ) 

(g) No later than January 1, 2023, the following statement: "You 
can ask a health carrier to identify the experts who were consulted 
about the adverse benefit determination - even if the expert's advice 
was not used to make the determination. The carrier is not required to 
identify the expert by name or provide their address. The carrier can 
instead provide the expert's job title and specialty, board certifica- 
tion status or other information related to their qualifications and 
also state whether or not they are employed by the carrier."; and 

(h) When the adverse benefit determination concerns gender af- 
firming treatment or services, a confirmation that a health care pro- 
vider experienced with prescribing or delivering gender affirming 
treatment has reviewed the determination and confirmed that an adverse 
benefit determination denying or limiting the service is appropriate 
and provide information to confirm that the reviewing provider has 
clinically appropriat xpertise prescribing or delivering gender af- 
firming treatment. 

(3) If an adverse benefit determination is based on medical ne- 
cessity, decisions related to experimental treatment, or a Similar ex- 
clusion or limit involving the exercise of professional judgment, the 
notification must contain either an explanation of the scientific or 
clinical basis for the determination, the manner in which the terms of 
the health plan were applied to the appellant's medical circumstances, 
or a statement that such explanation is available free of charge upon 
request. 

(4) A health carrier must not issue an adverse benefit determina- 
tion concerning gender affirming services or treatment until a health 
care provider with experience prescribing or delivering gender affirm- 
ing treatment has reviewed and confirmed the appropriateness of the 
adverse benefit determination. 

(5) If an internal rule, guideline, protocol, or other similar 
criterion was relied on in making the adverse benefit determination, 
the notice must contain either the specific rule, guideline, protocol, 
or other similar criterion; or a statement that a copy of the rule, 
guideline, protocol, or other criterion will be provided free of 
charge to the appellant on request. 

(6) The notice of an adverse benefit determination must include 
an explanation of the right to review the records of relevant informa- 
tion, including evidence used by the carrier or the carrier's repre- 
sentative that influenced or supported the decision to make the ad- 
verse benefit determination. 

(a) For purposes of this subsection, "relevant information" means 
information relied on in making the determination, or that was submit- 
ted, considered, or generated in the course of making the determina- 
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tion, regardless of whether the document, record, or information was 
relied on in making the determination. 
(b) Relevant information includes any statement of policy, proce- 
dure, or administrative process concerning the denied treatment or 
benefit, regardless of whether it was relied on in making the determi- 
nation. 
(7) If the carrier and health plan determine that additional in- 
formation is necessary to perfect the denied claim, the carrier and 
health plan must provide a description of the additional material or 
information that they require, with an explanation of why it is neces- 
sary, as soon as the need is identified. 
(8) An enrollee or covered person may request that a carrier 
identify the medical, vocational, or other experts whose advice was 
obtained in connection with the adverse benefit determination, even if 
the advice was not relied on in making the determination. The carrier 
may satisfy this requirement by providing the job title, a statement 
as to whether th xpert is affiliated with the carrier as an employ- 
ee, and the expert's specialty, board certification status, or other 
criteria related to the expert's qualification without providing the 
expert's name or address. The carrier must be able to identify for the 
commissioner upon request the name of each expert whose advice was ob- 
tained in connection with the adverse benefit determination. 
(9) The notice must include language substantially similar to the 
following: 


"If you request a review of this adverse benefit determina- 
tion, (Company name) will continue to provide coverage for 
the disputed benefit pending outcome of the review if you 
are currently receiving services or supplies under the dis- 
puted benefit. If (Company name) prevails in the appeal, you 
may be responsible for the cost of coverage received during 
the review period. The decision at the external review level 
is binding unless other remedies are available under state 
or federal law." 


[Statutory Authority: RCW 48.02.060, 48.43.515 and 2021 c 280. WSR 
21-24-072 (Matter No. R 2021-14), § 284-43-3070, filed 11/30/21, ef- 
fective 1/1/22. Statutory Authority: RCW 48.02.060, 48.43.505, and 
48.43.5051. WSR 20-24-120, § 284-43-3070, filed 12/2/20, effective 
1/2/21. WSR 16-01-081, recodified as § 284-43-3070, filed 12/14/15, 
effective 12/14/15. Statutory Authority: RCW 48.02.060, 48.43.525, 
48.43.530, 48.43.535, and The Patient Protection and Affordable Care 
Act, P.L. 111-148, as amended (2010). WSR 12-23-005 (Matter No. R 
2011-11), § 284-43-515, filed 11/7/12, effective 11/20/12.] 
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A cost-benefit analysis is required under RCW 34.05.328. A pre- 
liminary cost-benefit analysis may be obtained by contacting Simon 
Casson, P.O. Box 40255, Olympia, WA 98504-0255, phone 360-725-7038, 
fax 360-586-3109, email Simon.Casson@oic.wa.gov. 

This rule proposal, or portions of the proposal, is exempt from 
requirements of the Regulatory Fairness Act because the proposal: 

Is exempt under RCW 19.85.025(4). 

Explanation of exemptions: Requirements for the submission of 
provider agreements were originally placed in the Washington state 
SERFF health and disability form filing general instructions. At that 
time, the health forms unit at OIC reviewed both health forms and pro- 
vider agreements. Now the subject matter expertise for review of pro- 
vider agreements is located in the provider network oversight program 
at OIC, and most carriers have a separate team for submission of these 
agreements, which have different filing requirements than health 
forms. Due to legislation passed in 2020 (2SSB 5601), carriers are al- 
so now required to file HCBM contracts, which include provider network 
management and other services that direct provider activity. The sub- 
ject matter expertise for the review of HCBM contracting is located in 
the provider network oversight program that reviews provider agree- 
ments at OIC. Health carriers similarly have units that specialize in 
these types of agreement and contracting arrangements. This rule will 
amend existing rules to establish unique general filing instructions 
for the submission of provider agreements and HCBM contracts by carri- 
ers. 


Chapter 19.85 RCW states that ".. an agency shall prepare a small 
usiness economic impact statement: (i) If the proposed rule will im- 
ose more than minor costs on businesses in an industryl..." The small 
usiness economic impact statement (SBEIS) must include ".. a brief de- 


cription of the reporting, recordkeeping, and other compliance re- 
uirements of the proposed rule, and the kinds of professional serv- 
ces that a small business is likely to need in order to comply with 
uch requirements .. To determine whether the proposed rule will have a 


disproportionate cost impact on small businesses*." 


1 RCW 19.85.030: http://app.leg.wa.gov/RCW/default.aspx?cite=19.85.030. 
2 RCW 19.85.040: http://app.leg.wa.gov/RCW/default.aspx?cite=19.85.040. 


u -Quno o 


This rule proposal, or portions of the proposal, are exempt from 
requirements of the Regulatory Fairness Act under RCW 19.85.025(4), 
the businesses that must comply with the proposed rule are not small 
businesses, under chapter 19.85 RCW. OIC has found that none of the 
existing health insurance issuers may be considered small businesses 
under RCW 19.85.020 (3). 

The average number of employees per firm was determined below us- 
ing Bureau of Labor Statistics data: 

Average number of firms: 58. 

Average annual employment over 12 months: 6,777. 

Average number of employees per firm: 118. 

The average number of employees for a direct health and medical 
insurance carrier is 118 employees, above the small business threshold 
of 50 under chapter 19.85.020 (3). 

OIC determines that this rule is exempt from SBEIS requirements. 

Scope of exemption for rule proposal: 

Is fully exempt. 


August 23, 2022 
Mike Kreidler 
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Insurance Commissioner 


OTS-4030.1 


AMENDATORY SECTION (Amending WSR 16-14-106, filed 7/6/16, effective 
8/6/16) 


WAC 284-44A-010 Definitions that apply to this chapter. The 
definitions in this section apply throughout this chapter. 

(1) "Complete filing" means a package of information containing 
forms, supporting information, documents and exhibits submitted to the 
commissioner electronically using the system for electronic rate and 
form filing (SERFF). 

(2) "Date filed" means the date a complete filing has been re- 
ceived and accepted by the commissioner. 

(3) "Filer" means: 

(a) A person, organization or other entity that files forms or 
rates with the commissioner for an HCSC; or 
b) A person employed by the HCSC to file under this chapter. 
4) "Form" means a: 

a) "Contract" as defined in WAC 284-43-6020; and includes: 

i) Applications; 

ii) Certificates of coverage; 
1 

1 

V 

V 


iii) Disclosure forms; 
iv) Enrollment forms; 
) Policy forms, including riders; 
1) Termination notice forms; 
vii) Short form filing summary, as outlined in the SERFF filing 
instructions; and 

(viii) All other forms that are part of the contract. 

(b) "Contract form" as defined in WAC 284-43-6020; 

(c) Network enrollment forms described in WAC 284-170-280 (3); 

(d) Participating provider agreements as required by RCW 
( (48-44-676)) 48.43.730 and WAC 284-170-480; and 

(e) Medicare supplement forms required to be filed under chapter 
48.66 RCW. 

(5) "Health care benefit manager contract" or "HCBM contract" 
means a contract that includes the services under RCW 48.200.020 (4) 
and any amendments made to such contracts. 

(6) “Health care service contractor" or "HCSC" means the same as 
in RCW 48.44.010. 

((+6+)) (7) "NAIC" means the National Association of Insurance 
Commissioners. 

((+4-)) (8) "Objection letter" means correspondence created in 
SERFF and sent by the commissioner to the filer that: 

(a) Requests clarification, documentation or other information; 

(b) Explains errors or omissions in the filing; or 

(c) Disapproves a form under RCW 48.44.020 or ( (48-44-67) ) 
48.43.730. 

( (48>)) (9) "Rate" or "rates" means all classification manuals, 
rate manuals, rating schedules, class rates, and rating rules that 
must be filed under RCW 48.44.040 or 48.66.035. 
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((+9+)) (10) "Rate schedule" means the same as in WAC 
284-43-6020. 

((+46+)) (11) "SERFF" means the system for electronic rate and 
form filing. SERFF is a proprietary NAIC computer-based application 
that allows insurers and other entities to create and submit rate, 
rule and form filings electronically to the commissioner. 
({>)) (12) "Type of insurance" or "TOI" means a specific type 
of health care coverage listed in the Uniform Life, Accident and 
Health, Annuity and Credit Coding Matrix published by the NAIC and 
available at www.naic.org. 


~ 


[Statutory Authority: RCW 48.02.060. WSR 16-14-106 (Matter No. R 

2016-11), § 284-44A-010, filed 7/6/16, effective 8/6/16. Statutory Au- 
thority: RCW 48.02.060, 48.44.050, and 48.46.200. WSR 10-01-118 (Mat- 
ter No. R 2009-04), § 284-44A-010, filed 12/17/09, effective 1/17/10.] 


AMENDATORY SECTION (Amending WSR 20-01-048, filed 12/9/19, effective 
1/9/20) 


WAC 284-44A-040 Filing instructions that are incorporated into 
this chapter. SERFF is a dynamic application that the NAIC will re- 
vise and enhance over time. To be consistent with NAIC filing stand- 
ards and provide timely instructions to filers, the commissioner will 
incorporate documents posted on the SERFF website into this chapter. 
By reference, the commissioner incorporates these documents into this 
chapter: 
(1) The SERFF Industry Manual available within the SERFF applica- 
tion; and 
(2) State specific rate and form filing instructions posted on 
the commissioner's website (www.insurance.wa.gov), including the: 

(a) Washington State SERFF Life and Disability Form Filing Gener- 
al Instructions; 

(b) Washington State SERFF Life, Health and Disability Rate Fil- 
ing General Instructions; 

(c) Washington State SERFF Health and Disability Form Filing Gen- 
eral Instructions; ((a8é)) 

(d) Washington State SERFF Health and Disability Binder Filing 
General Instructions (also called "plan management instructions"); and 

(e) Washington State SERFF Carrier Provider Agreement and HCBM 
Contract Filing General Instructions. 


[Statutory Authority: RCW 48.02.060, 48.18.030, 48.19.035, 48.20.025, 
48.20.550, 48.38.075, 48.43.730, 48.43.733, 48.44.050, and 48.46.030. 
WSR 20-01-048 (Matter No. R 2019-06), § 284-44A-040, filed 12/9/19, 
effective 1/9/20. Statutory Authority: RCW 48.02.060, 48.44.050, 
48.46.200, and 48.110.150. WSR 12-01-103 (Matter No. R 2011-24), § 
284-440-040, filed 12/21/11, effective 1/21/12. Statutory Authority: 
RCW 48.02.060, 48.44.050, and 48.46.200. WSR 10-01-118 (Matter No. R 
2009-04), § 284-44A-040, filed 12/17/09, effective 1/17/10.] 
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AMENDATORY SECTION (Amending WSR 20-01-048, filed 12/9/19, effective 
1/9/20) 


WAC 284-44A-050 General form and rate filing rules. (1) Each 
form or rate filing must be submitted to the commissioner electroni- 
cally using SERFF. 

(a) Every form filed in SERFF must: 

(i) Be attached to the form schedule; and 

(ii) Have a unique identifying number and a way to distinguish it 
from other versions of the same form. 

(b) Filers must send all written correspondence related to a form 
or rate filing in SERFF. 

(2) All filed forms must be legible for both the commissioner's 
review and retention as a public record. Filers must submit new or re- 
vised forms to the commissioner for review in final form displayed in 
( ($en—peint)) 10-point or larger type. 

(3) Filers must submit complete filings that comply with the 
SERFF Industry Manual available within the SERFF application and state 
specific instructions applicable to the particular filing, as revised 
from time to time and posted on the commissioner's website 
(www.insurance.wa.gov) including the: 

(a) Washington State SERFF Life and Disability Form Filing Gener- 
al Instructions; 

(b) Washington State SERFF Life, Health and Disability Rate Fil- 
ing General Instructions; 

(c) Washington State SERFF Health and Disability Form Filing Gen- 
eral Instructions; ((a8é) ) 

(d) Washington State SERFF Health and Disability Binder Filing 
General Instructions (also called "plan management instructions"); and 

(e) Washington State SERFF Carrier Provider Agreement and HCBM 
Contract Filing General Instructions. 

(4) Filers must submit separate filings for each type of insur- 


ance. 


[Statutory Authority: RCW 48.02.060, 48.18.030, 48.19.035, 48.20.025, 
48.20.550, 48.38.075, 48.43.730, 48.43.733, 48.44.050, and 48.46.030. 
WSR 20-01-048 (Matter No. R 2019-06), § 284-44A-050, filed 12/9/19, 
effective 1/9/20. Statutory Authority: RCW 48.02.060, 48.44.050, 
48.46.200, and 48.110.150. WSR 12-01-103 (Matter No. R 2011-24), § 
284-440-050, filed 12/21/11, effective 1/21/12. Statutory Authority: 
RCW 48.02.060, 48.44.050, and 48.46.200. WSR 10-01-118 (Matter No. R 
2009-04), § 284-44A-050, filed 12/17/09, effective 1/17/10.] 


OTS-4031.1 


AMENDATORY SECTION (Amending WSR 16-14-106, filed 7/6/16, effective 
8/6/16) 


WAC 284-46A-010 Definitions that apply to this chapter. The 
definitions in this section apply throughout this chapter. 

(1) "Complete filing" means a package of information containing 
forms, supporting information, documents and exhibits submitted to the 


Certified on 8/31/2022 [ 133 ] WSR Issue 22-17 - Proposed 


Washington State Register, 


commissioner electronically using 


form filing 
(2) "Dat 


(SERFF) . 
filed" means the date a complete filing 


ceived and accepted by the commissioner. 


(3) 
(a) 


"Filer" 


A person, 
rates with the commissioner for an HMO; 


means: 


or 


Is 


organization or other entit 


sue 22-17 


WSR 22-17-133 


the system for electronic rate and 


has been re- 


ty that files forms or 


(b) A person employed by the HMO to file under this chapter. 

(4) "Form" means a: 

(a) "Contract" as defined in WAC 284-43-6020; and includes: 

(i) Applications; 

(ii) Certificates of coverage; 

(iii) Disclosure forms; 

(iv) Enrollment forms; 

(v) Policy forms, including riders; 

(vi) Termination notice forms; 

(vii) Short form filing summary, as outlined in the SERFF filing 
instructions; and 

(viii) All other forms that are part of the contract. 

(b) "Contract form" as defined in WAC 284-43-6020; 

(c) Network enrollment forms described in WAC 284-170-280 (3); 

(d) Prepayment agreements described in RCW 48.46.060; 

(e) Participating provider agreements as required by RCW 
( (48-46-243)) 48.43.730 and WAC 284-170-480; and 

(£) Medicare supplement forms required to be filed under chapter 
48.66 RCW. 

(5) "Health care benefit manager contract" or "HCBM contract" 


means a contract that includes the services under RCW 48.200.020 (4) 


and any amendments made to such contracts. 


(6) "Heal 


in RCW 48.46.020. 


( (46+) ) 


Commissioners. 


Ct) ) 


(7) "NAIC" means 


(8) "Objection let 


th maintenance organization" or "HMO" means the same as 


the National Association of Insurance 


created in 


tter" means correspondenc 
SERFF and sent by the commissioner to the filer that: 
ther information; 


(a) Requests clarification, documentation or o 

(b) Explains errors or omissions in the filing; or 

(c) Disapproves a form under RCW 48.46.060 or ( (4846-242) ) 
48.43.730. 

( (48>)) (9) "Rate" or "rates" means all classification manuals, 


rate manuals, 


rating schedules, 


class rate 


((49+)) (10) "Rate schedul means 
284-43-6020. 

( (448+)) (11) "SERFF" means the syst 
form filing. SERFF is a proprietary NAIC 
that allows insurers and other entities to 
rule and form filings electronically to 

( (4) ) 


S, 


and rating rules that 
must be filed under RCW 48.46.060 or 48.66.035. 


the same as in WAC 


tem for electronic rate and 
computer-based application 


create and submit rate, 


the commissioner. 
(12) "Type of insurance" or "TOI" means a specific type 


of health care coverage listed in the Uniform Life, Accident and 


Health, Annuity and Credit Coding Matrix published by the NAIC and 
available at www.naic.org. 

[Statutory Authority: RCW 48.02.060. WSR 16-14-106 (Matter No. R 
2016-11), § 284-46A-010, filed 7/6/16, effective 8/6/16. Statutory Au- 
thority: RCW 48.02.060, 48.44.050, and 48.46.200. WSR 10-01-118 (Mat- 
ter No. R 2009-04), § 284-46A-010, filed 12/17/09, effective 1/17/10.] 
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AMENDATORY SECTION (Amending WSR 20-01-048, filed 12/9/19, effective 


1/9/20) 


WAC 284-46A-040 Filing instructions that are incorporated into 
this chapter. SERFF is a dynamic application that the NAIC will re- 
vise and enhance over time. To be consistent with NAIC filing stand- 
ards and provide timely instructions to filers, the commissioner will 


incorporate documents posted on 


chapter: 


tion; and 


the commissioner's website (www 
(a) Washington State SERFF 
al Instructions; 
(b) Washington State SERFF 
ing General Instructions; 
(c) Washington State SERFF 
eral Instructions; ( (ae) ) 
(d) Washington State SERFF 


the SERFF website into this chapter. 


By reference, the commissioner incorporates these documents into this 


(1) The SERFF Industry Manual available within the SERFF applica- 


(2) State specific rate and form filing instructions posted on 


.-insurance.wa.gov), including the: 
Life and Disability Form Filing Gener- 


Life, Health and Disability Rate Fil- 
Health and Disability Form Filing Gen- 


Health and Disability Binder Filing 


General Instructions (also called "plan management instructions"); and 


(e) Washington State SERFF 


Carrier Provider Agreement and HCBM 


Contract Filing General Instructions. 


[Statutory Authority: RCW 48.02 
48.20.550, 48.38.075, 48.43.730 


.060, 48.18.030, 48.19.035, 48.20.025, 


, 48.43.733, 48.44.050, and 48.46.030. 


WSR 20-01-048 (Matter No. R 2019-06), § 284-46A-040, filed 12/9/19, 
effective 1/9/20. Statutory Authority: RCW 48.02.060, 48.44.050, 


48.46.200, and 48.110.150. WSR 


12-01-103 (Matter No. R 2011-24), § 


284-46A-040, filed 12/21/11, effective 1/21/12. Statutory Authority: 
RCW 48.02.060, 48.44.050, and 48.46.200. WSR 10-01-118 (Matter No. R 


2009-04), § 284-46A-040, filed 


12/17/09, effective 1/17/10.] 


AMENDATORY SECTION (Amending WSR 20-01-048, filed 12/9/19, effective 


1/9/20) 


WAC 284-46A-050 General form and rate filing rules. (1) Each 
form or rate filing must be submitted to the commissioner electroni- 


cally using SERFF. 


(a) Every form filed in SERFF must: 
(i) Be attached to the form schedule; and 
(ii) Have a unique identifying number and a way to distinguish it 


from other versions of the same 


form. 


(bo) Filers must send all written correspondence related to a form 


or rate filing in SERFF. 


(2) All filed forms must be legible for both the commissioner's 
review and retention as a public record. Filers must submit new or re- 


vised forms to the commissioner 
ten-point or larger type. 


for review in final form displayed in 


(3) Filers must submit complete filings that comply with the 


SERFF Industry Manual available 


within the SERFF application and state 


specific instructions applicable to the particular filing as revised 


from time to time and posted on 


the commissioner's website 


(www.insurance.wa.gov), including the: 
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(a) Washington State SERFF Life and Disability Form Filing Gener- 
al Instructions; 

(b) Washington State SERFF Life, Health and Disability Rate Fil- 
ing General Instructions; 

(c) Washington State SERFF Health and Disability Form Filing Gen- 
eral Instructions; ((a8é)) 

(d) Washington State SERFF Health and Disability Binder Filing 
General Instructions (also called "plan management instructions"); and 

(e) Washington State SERFF Carrier Provider Agreement and HCBM 
Contract Filing General Instructions. 

(4) Filers must submit separate filings for each type of insur- 


ance. 


[Statutory Authority: RCW 48.02.060, 48.18.030, 48.19.035, 48.20.025, 
48.20.550, 48.38.075, 48.43.730, 48.43.733, 48.44.050, and 48.46.030. 
WSR 20-01-048 (Matter No. R 2019-06), § 284-46A-050, filed 12/9/19, 
effective 1/9/20. Statutory Authority: RCW 48.02.060, 48.44.050, 
48.46.200, and 48.110.150. WSR 12-01-103 (Matter No. R 2011-24), § 
284-46A-050, filed 12/21/11, effective 1/21/12. Statutory Authority: 
RCW 48.02.060, 48.44.050, and 48.46.200. WSR 10-01-118 (Matter No. R 
2009-04), § 284-46A-050, filed 12/17/09, effective 1/17/10.] 


OTS-4032.1 


AMENDATORY SECTION (Amending WSR 20-01-048, filed 12/9/19, effective 
1/9/20) 


WAC 284-58-025 Filing instructions that are incorporated into 
this chapter. SERFF is a dynamic application that the NAIC will re- 
vise and enhance over time. To be consistent with NAIC filing stand- 
ards and provide timely instructions to filers, the commissioner will 
incorporate documents posted on the SERFF website into this chapter. 
By reference, the commissioner incorporates these documents into this 
chapter: 
(1) The SERFF Industry Manual available within the SERFF applica- 
tion; and 
(2) State specific rate and form filing instructions posted on 
the commissioner's website (www.insurance.wa.gov), including the: 

(a) Washington State SERFF Life and Disability Form Filing Gener- 
al Instructions; 

(b) Washington State Life, Health and Disability Rate Filing Gen- 
eral Instructions; 

(c) Washington State SERFF Health and Disability Form Filing Gen- 
eral Instructions; ((aé)) 

(d) Washington State SERFF Health and Disability Binder Filing 
General Instructions (also called "plan management instructions"); and 

(e) Washington State SERFF Carrier Provider Agreement and HCBM 
Contract Filing General Instructions. 


[Statutory Authority: RCW 48.02.060, 48.18.030, 48.19.035, 48.20.025, 
48.20.550, 48.38.075, 48.43.730, 48.43.733, 48.44.050, and 48.46.030. 
WSR 20-01-048 (Matter No. R 2019-06), § 284-58-025, filed 12/9/19, ef- 
fective 1/9/20. Statutory Authority: RCW 48.02.060, 48.44.050, 
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48.46.200, and 48.110.150. WSR 12-01-103 (Matter No. R 2011-24), § 
284-58-025, filed 12/21/11, effective 1/21/12. Statutory Authority: 
RCW 48.02.060, 48.110.150. WSR 08-21-091 (Matter No. 2007-11), § 
284-58-025, filed 10/15/08, effective 2/1/09.] 


AMENDATORY SECTION (Amending WSR 21-03-008, filed 1/7/21, effective 
2/1/21) 


WAC 284-58-030 General form and rate filing rules. (1) Each 
credit, life or disability insurance form or rate filing must be sub- 
mitted to the commissioner electronically using SERFF. 

(a) Every form filed in SERFF must be attached to the form sched- 


ule. 


(b) Filers must send all written correspondence related to a form 
or rate filing in SERFF. 

(2) All filed forms must be legible for both the commissioner's 
review and retention as a public record. Filers must submit new or re- 
vised forms to the commissioner for review in final form displayed in 
ten-point or larger type. 

(3) Filers must submit complete filings that comply with the 
SERFF Industry Manual available within the SERFF application and state 
specific filing instructions applicable to the particular filing, as 
revised from time to time and posted on the commissioner's website 
(www.insurance.wa.gov), including the: 

(a) Washington State SERFF Life and Disability Form Filing Gener- 
al Instructions; 

(bo) Washington State SERFF Life, Health and Disability Rate Fil- 
ing General Instructions; 

(c) Washington State SERFF Health and Disability Form Filing Gen- 
eral Instructions; ((@&)) 

(da) Washington State SERFF Health and Disability Binder Filing 
General Instructions (also called "plan management instructions"); and 

(e) Washington State SERFF Carrier Provider Agreement and HCBM 
Contract Filing General Instructions. 

(4) Filers must submit separate filings for each type of insur- 
ance. This section does not apply to: 

(a) Credit insurance filings made under RCW 48.34.040; or 

(b) Group insurance where different types of insurance are incor- 
porated into a single certificate. 

(5) All stand-alone prescription drug plans which exclusively 
supplement a medicare Part D employer group waiver plan and modifica- 
tion of a contract form or rate must be filed before the contract form 
is offered for sale to the public and before the rate schedule is 
used. 


[Statutory Authority: RCW 48.02.060, 48.18.030, 48.19.035, 48.20.025, 
48.20.550, 48.38.075, 48.43.730, 48.43.733, 48.44.050, and 48.46.030. 
WSR 21-03-008, § 284-58-030, filed 1/7/21, effective 2/7/21; WSR 
20-01-048 (Matter No. R 2019-06), § 284-58-030, filed 12/9/19, effec- 
tive 1/9/20. Statutory Authority: RCW 48.02.060, 48.44.050, 48.46.200, 
and 48.110.150. WSR 12-01-103 (Matter No. R 2011-24), § 284-58-030, 
filed 12/21/11, effective 1/21/12. Statutory Authority: RCW 48.02.060, 
48.110.150. WSR 08-21-091 (Matter No. 2007-11), § 284-58-030, filed 
10/15/08, effective 2/1/09. Statutory Authority: RCW 48.02.060, 
48.44.050, 48.46.200, 48.18.100, 48.19.040, 48.19.050, 48.19.070, 
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48.20.012, 48.21.045(2), 48.29.140, 48.43.055, 48.44.023(2), 
48.44.040, 48.44.070, 48.46.030, 48.46.060, 48.46.066(2), 48.46.243, 
48.96.025, 48.102.020. WSR 96-11-004 (Matter No. R 96-1), S 
284-58-030, filed 5/2/96, effective 6/2/96. Statutory Authority: RCW 
48.02.060. WSR 82-23-009 (Order R 82-5), § 284-58-030, filed 11/5/82.] 
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WSR 22-17-134 
PROPOSED RULES 


DEPARTMENT OF LICENSING 


[Filed August 23, 2022, 


Notice. 
Preproposal statement 


10:56 a.m.] 


Issue 22-17 


WSR 22-17-134 


t of inquiry was filed as WSR 22-09-004. 
Title of Rule and Other Identifying Information: 


WAC 308-110-030 


Administration of examinations and 308-104-046 Instruction permit— 
Verification of enrollment. 

Hearing Location(s): On September 27, 2022, at 1:00 p.m. Pacific 
Time (United States and Canada), Zoom. Join Zoom meeting https://dol- 
wa.zoom.us/j/85979759135 ?pwd=OHFPUOIVOkVIN3VKOHFIVXV2ckxWZz09, Meeting 
ID 859 7975 9135, Passcode 995413, One tap mobile 
+12532158782, ,85979759135#,,,,*995413# US (Tacoma). Find your local 
number https://dol-wa.zoom.us/u/kcYyXTNBwV. 

If you are having issues joining the meeting at the time of the 
hearing, please call 360-902-3846. 

Date of Intended Adoption: September 28, 2022. 

Submit Written Comments to: Ellis Starrett, 1125 Washington 
Street N.E., email rulescoordinator@dol.wa.gov, 360-902-3846, by Sep- 
tember 26, 2022. 

Assistance for Persons with Disabilities: Contact Ellis Starrett, 


phone 360-902-3846, 
19, 2022. 


Purpose of the Proposal and Its Ant 
Any Changes in Existing Rules: 


ing to better align 


email rulescoordina 


The depa 
WAC 308-110-030 and 


ments in RCW 46.20.055. 


Reasons Support 
person can take the knowledge exam to obt 
This proposal 


required by law. 
308-104-046 for ag 


ing Proposal: Curre 


r 


ntly, 


Statu 
thority and 46.20.11 


tatute Being 
aminations. 

Rule is not 
decision. 


Agency Comments or Recommendations, 
Implementation, 


guage, 
ble. 


Name of Proponent: 
Name of Agency Personnel Responsible for Drafting: Colton Myers, 


tor@dol.wa.gov, 


ticipated Effects, 
tment is considering rule mak- 
308-104-046 with age require- 


WAC res 
tain a permit beyond what is 
would align WAC 308-110-030 with WAC 


by September 


Including 


tricts the age a 


requirements found within RCW 46.20.055. 
RCW 46.01.110 Rule-making au- 


tory Authority for Adoption: 


9 Reasonable rules. 


Implemented: WAC 308-11] 


necessitated by federal 


Enforcement, 


Not applicable. 


1125 Washington S 


S.E., Olympia, WA 


tree 
mentation and Enforcement: 
98504, 360-794-2600. 


t S.E., Olympia, W 


Cara Jockums 


A school distri 


law, 


if any, 


A 98504, 
en, 


ct fisca 


RCW 28A.305.135. 
A cost-benefit 
These rules impact i 


analysis 
ndividual 


drivers u 


permit. 
allow them to tes 
er's education, 


The only impact to driver 


train 


nder age 


federal or s 


as to Sta 
and Fiscal Matt 


ce 


360-634-5094; 
1125 Washington Street 


is not required under RCW 34. 
18 seeking 
ing schools is that 
t drivers under age 18 prior to enrollment 
as they have requested. 


10-030 Administration of ex- 


tate court 


tutory Lan- 
Not applica- 


rs: 


Imple- 


impact statement is not required under 


05.328. 

a driver's 

this will 
in driv- 


The proposed rule does not impose more-than-minor costs on busi- 


nesses. 
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costs were calculated. These rules do not impose requirements on busi- 
nesses, nor will businesses be required to adjust their processes. 


August 23, 2022 
Ellis Starrett 
Rules and Policy Manager 


OTS-4053.1 


AMENDATORY SECTION (Amending WSR 12-17-059, filed 8/10/12, effective 
9/10/12) 


WAC 308-110-030 Administration of examinations. (1) Schools and 
examiners must conduct skills tests using routes that meet department 
standards. 
(2) Knowledge test questions must be supplied by the department 
or meet department criteria. 

(3) Knowledge tests must be conducted in an area separate from 
classroom instruction or when a class is not in session, minimizing 
distractions or interactions. 

(4) Examinations must be conducted by examiners. 

(5) Knowledge test results may be used to obtain a driver license 
for no more than two years from the date of completion. 

(6) Skills test results may be used to obtain a driver license 
for no more than one year from the date of completion. 

(7) In accordance with the department's guidelines, schools must 
refer to the department for testing any applicant who has a condition 
that may impair their ability to operate a motor vehicle safely. 

(8) Prior to administering the knowledge and skills tests, 
schools ((mes+)) will ensure that applicants are ( (a—+t+eastfiftecr 

° 1 
Raa CFE eee a P E E ee ee oe aoe 
tien course 

+49}+)) properly informed regarding testing requirements and their 
test results. Schools must also inform applicants of the school's cur- 
rent retesting, refund, and grievance policies and procedures. 

(9) Prior to administering the knowledge exam, schools must en- 
sure the applicants are at least 15 1/2 years old; or 15 years old and 
have successfully completed a traffic safety education course. 

(10) Prior to administering the skills ((#es*€)) exam, schools 
( (wttt)) must ensure that applicants are ( (preperb;irfermed +ecarding 
testing +eqiirements—and their test _resutts.Seheots—_must atse—_infeorn 

ip E , 1 aS poe ae 5 
poticics—and -precedures)) at least 15 years of age. When the applicant 
is less than 18 years of age, the applicant must have successfully 
completed a traffic safety education course. 

( (4+40+)) (11) Applicants must possess one of the following to 
participate in the skills testing portion of the examination: 

(a) A Washington instruction permit issued under RCW 46.20.055; 

(b) A temporary authorization to drive issued on a form prescri- 
bed by the department; or 
(c) A valid foreign driver's license. 
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[Statutory Authority: RCW 46.01.110 and 46.82.450. WSR 12-17-059, § 
308-110-030, filed 8/10/12, effective 9/10/12.] 
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Date of Intended Adoption: October 7, 2022. 

Submit Written Comments to: Barb Jones, 302 Sid Snyder Avenue 
S.W., Suite 200, Olympia, WA 98501, email rulescoordinator@oic.wa.gov, 
fax 360-586-3109, www.insurance.wa.gov, by October 3, 2022. 

Assistance for Persons with Disabilities: Contact Katie Bennett, 
phone 360-725-7013, fax 360-586-2023, TTY 360-586-0241, email 
Katie.Bennett@oic.wa.gov, by October 3, 2022. 
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sistency with the use of discount prescription drug cards, assistance 
programs and/or coupons. The legislation provides direction for apply- 
ing payments to cost-sharing amounts and the out-of-pocket maximum, 
except in specified conditions. 
The commissioner is pursuing rule making to address definitions 
within current regulations and undefined terms used in chapter 228, 
Laws of 2022, for consistency with the intent of the law. Further, 
consumers' exceptions and appeals process will be reviewed for compli- 
ance. 


Chapter 19.85 RCW states that ".. an agency shall prepare a small 
usiness economic impact statement: (i) If the proposed rule will im- 
ose more than minor costs on businesses in an industryl..." The small 
usiness economic impact statement (SBEIS) must include: ".. a brief 


escription of the reporting, recordkeeping, and other compliance re- 
uirements of the proposed rule, and the kinds of professional serv- 
ces that a small business is likely to need in order to comply with 
uch requirements .. To determine whether the proposed rule will have a 
disproportionate cost impact on small businesses*." 


1 RCW 19.85.030: http://app.leg.wa.gov/RCW/default.aspx?cite=19.85.030. 
2 RCW 19.85.040: http://app.leg.wa.gov/RCW/default.aspx?cite=19.85.040. 


u e-o aov o 


This rule proposal, or portions of the proposal, are exempt from 
requirements of the Regulatory Fairness Act under RCW 19.85.025(4), 
the businesses that must comply with the proposed rule are not small 
businesses under chapter 19.85 RCW. The office of the insurance com- 
missioner (OIC) has found that none of the existing health insurance 
issuers may be considered small businesses under the definition found 
in RCW 19.85.020 (3). 
The average number of employees per firm was determined below us- 
ing Bureau of Labor Statistics data: 

Average number of firms: 58. 

Average annual employment over 12 months: 6,777. 

Average number of employees per firm: 118. 

The average number of employees for a direct health and medical 
insurance carrier is 118 employees, above the small business threshold 
of 50 under RCW 19.85.020 (3). 

OIC determines that this rule is exempt from SBEIS requirements. 

Scope of exemption for rule proposal: 

Is fully exempt. 


August 23, 2022 
Mike Kreidler 
Insurance Commissioner 


OTS-3915.3 


AMENDATORY SECTION (Amending WSR 20-24-105, filed 12/1/20, effective 
1/1/21) 


WAC 284-43-5080 Prescription drug benefit design. (1) A carrier 
may design its prescription drug benefit to include cost control meas- 
ures, including requiring preferred drug substitution in a given ther- 
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apeutic class, if the restriction is for a less expensive, equally 
therapeutic alternative product available to treat the condition. 
(2) A carrier may include elements in its prescription drug bene- 
fit design that, where clinically feasible, create incentives for the 
use of generic drugs. Examples of permitted incentives include, but 
are not limited to, refusal to pay for higher cost drugs until it can 
be shown that a lower cost drug or medication is not effective (also 
known as step therapy protocols or fail-first policies), establishing 
a preferred brand and nonpreferred brand formulary, or otherwise lim- 
iting the benefit to the use of a generic drug in lieu of brand name 
drugs, subject to a substitution process as set forth in subsection 
(3) of this section. 
(3) A carrier may include a preauthorization requirement for its 
prescription drug benefit and its substitution process, based on ac- 
cepted peer reviewed clinical studies, Federal Drug Administration 
black box warnings, the fact that the drug is available over-the-coun- 
ter, objective and relevant clinical information about the enrollee's 
condition, specific medical necessity criteria, patient safety, or 
other criteria that meet an accepted, medically applicable standard of 
care. 


(4) A carrier may require an enrollee to try an AB-rated generic 
equivalent or a biological product that is an interchangeable biologi- 
cal product prior to providing coverage for the equivalent branded 
prescription drug. 

(5) A nongrandfathered health plan issued or renewed on or after 
January 1, 2023, that provides coverage for prescription drugs must 
comply with RCW 48.43.435. 

(a) For the purposes of this subsection, any cost sharing amount 
paid directly by or on behalf of the enrollee by another person for a 
covered prescription drug, at the time it is rendered, must be applied 
in full toward the enrollee's applicable cost-sharing as defined in 
WAC 284-43-0160 and out-of-pocket maximum as defined in RCW 48.43.005 
consistent with RCW 48.43.435. 

(b) If an enrollee requests an exception under RCW 48.43.420 or 
appeals a denial of an exception request, and the request or appeal is 
still pending, any amount paid by or on behalf of an enrollee for a 
covered prescription drug must be applied towards the enrollee's con- 
tribution to any applicable deductible, copayment, coinsurance, or 
out-of-pocket maximum until the review is resolved and the status of 
the request is communicated to the carrier. 

(c) The health carrier must disclose to the enrollee information 
about when third-party payments, including payments made through ap- 
plication of a manufacturer drug coupon or other manufacturer dis- 
count, are applied towards the enrollee's annual cost-sharing obliga- 
tions, including applicable deductibles, copayments, coinsurances, or 
out-of-pocket maximums. The disclosure shall be included in the cer- 
tificate of coverage (also commonly referred to as the member booklet 
or member handbook). Carriers are not required to use verbatim lan- 
guage from either the statute or regulation; however, the information 
provided to the enrollee about the application of third-party payments 
must be sufficiently detailed to address the situations set forth in 
RCW 48.43.435 (1) (a) (i) through (iii). 


[Statutory Authority: RCW 48.02.060, 48.43.400, 48.43.410, and 
48.43.420. WSR 20-24-105, § 284-43-5080, filed 12/1/20, effective 
1/1/21. Statutory Authority: RCW 48.02.060, 48.18.140, and 48.43.510. 
WSR 17-03-087 (Matter No. R 2016-22), § 284-43-5080, filed 1/12/17, 
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effective 2/12/17. WSR 1] 


12/14/15, effective 1 


16-01-081, recodified as § 284-43-5080, filed 


48.02.062, 48.18.140, 


2012-03), © 284-43-81 


2/14/15. Statutory Authority: RCW 48.02.060, 
48.43.525, 48.44.050, 48.44.440 (2), 
48.44.460(2), 48.46.200, and 48.46.510. WSR 12-21-019 (Matter No. R 


7, 


filed 10/8/12, effective 11/8/12.] 
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WSR 22-17-136 
PROPOSED RULES 


WASHINGTON STATE LOTTERY 
[Filed August 23, 2022, 12:50 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 22-14-048. 

Title of Rule and Other Identifying Information: Washington's 
lottery is proposing revisions to WAC 315-04-180 Obligations of lot- 
tery retailers, which requires licensed lottery retailers to reimburse 
the lottery for lost or stolen tickets, in order to allow the director 
some discretion to waive reimbursement if certain conditions are met. 


Hearing Location(s): On October 27, 2022, at 8:30 a.m., virtual. 
In response to the COVID-19 public health emergency, the commission 
will not provide a physical location for this hearing. See 


walottery.com or call or email Kristi Weeks for details on how to par- 
ticipate virtually. 
Date of Intended Adoption: October 27, 2022. 

Submit Written Comments to: Kristi Weeks, P.O. Box 4300[0], Olym- 
pia, WA 98504-3000, email KWeeks@walottery.com, fax 360-515-0416, by 
October 26, 2022. 

Assistance for Persons with Disabilities: Debbie Robinson, phone 
360-791-3045, fax 360-742-3902, TTY 360-586-0933, email 
DRobinson@walottery.com, by October 19, 2022. 

Purpose of the Proposal and Its Anticipated Effects, Including 
Any Changes in Existing Rules: The proposed rule language will grant 
the director discretion to waive payment or reimbursement for lost or 
stolen lottery tickets if the retailer can show they have consistently 
and demonstrably stored them in a safe and secure manner, in addition 
to reporting the loss promptly and cooperating with all investiga- 
tions. 

Reasons Supporting Proposal: The current rule does not provide 
the director of the lottery discretion to waive reimbursement for lost 
or stolen tickets in any situation. This places a burden on retailers 
in light of the recent and significant increase in theft of lottery 
tickets. 
Statutory Authority for Adoption: RCW 67.70.040 (1) and (3). 
Statute Being Implemented: RCW 67.70.040. 

Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Proponent: Washington's lottery, governmental. 

Name of Agency Personnel Responsible for Drafting and Implementa- 
tion: Kristi Weeks, 814 4th Avenue East, Olympia, WA, 360-810-2881; 
and Enforcement: Marcus Glasper, 814 4th Avenue East, Olympia, WA, 
360-810-2866. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 34.05.328. The 
lottery is not an agency listed in RCW 34.05.328 (5) (a) (i). Further, 
the lottery does not voluntarily make that section applicable to the 
adoption of this rule pursuant to subsection (5) (a) (ii) and to date 
the joint [administrative] rules review committee has not made the 
section applicable to the adoption of this rule. 

This rule proposal, or portions of the proposal, is exempt from 
requirements of the Regulatory Fairness Act because the proposal: 


Certified on 8/31/2022 [ 146 ] WSR Issue 22-17 - Proposed 


Washington State Register, 


Is exempt under RCW 19.85.025(3) 


ternal 


Scope 


Is 


ful 


governmental operations 
lation by a nongovernment party. 
of exemption for rule proposal: 
ly exempt. 


OTS-4055.1 


AMENDATORY SECTION 


3/28/21) 


WAC 315-04-180 Obligations of lottery retailers. 
acceptance of a pack of instan 
er shall be responsibl 
The retailer shall 
to begin sa 
the retailer shall 
terminal. 
the tickets in the pack may be 
paid. Tickets must no 
the event 
tolen, or in any way unaccount 
j tatus, 
immediately no 
unaccounted for, 


ready 


tery-issued 


(b) In 
are lost, s 
placed in ac 


their disappearance, 
portion of a pack so 


hol 


(Amending WSR 21-06-052, 


place the pack 
Placement in ac 


t be sold 


Issue 


as the rul 


22-17 


s relat 


file 


August 23, 


WSR 22-17-136 


only to in- 
that are not subject to vio- 


2022 


Kristi Weeks 
Director of Legal Services 


Gi 2/2521 


ticke 


k. Imme 


ts from the 


le for the condition and se 
d the pack in its own safe 
le of the pac} 


diately pri 


in 


sold, 
before 


"activated" 


(1) 
director, 
curity of 


the pac 


effective 


(a) Upon 
the retail- 
Ko 


keeping un 
or to begin 
status on 


tivated sta 
and prizes 
being pl 


that 


instant ti 


cliva 


may be required 


dence of the pack's disappearanc 
ty-fiyve—dettess) ) 
or stolen. 
A retailer may return an unopened pack, 
director at any time prior to 
( (thi) ) 


ler shall return 


for, lost, 


(c) 


status. 
game, 


Within 
a retai] 


ted 


ted in that game. 


(d) 


shall be 


Upon 
liabl] 


e 


S 


the retai 


ckets accep 


ler shal 


A 


ti 


to provide the director a 


Th 


fy 


lost, or s 


amount calculated under WAC 315-06-03 


due to 


((e+gRey) ) 
thereby 


be due 
tivation. 


came, 


(e) 


validating 
to the director no 
The director shal 
losses which occur after activat 


the director 
days after the pack has been placed in ac 
j 80 percent of the 


( C) ) 


(i) no la 


later than 


Ll not 


reimburs 


retail 


to the director all 


tus designa 
in the pack 


ted by the 


tolen. The 


at no ch 


end of 
packs n 


an 


placement of a pack in activated s 
to the director for payment 


for 
5y 


ter than 


( (EEF) ) 


tatus, th 
the pack, 


e 


21 days 


th 


(2) of thi 


s section, 


Certified on 8/31/2022 


tailer contract. 


[ 147 


] 


arged 
unacco 


arge, 
the pack having been placed in activated 
30 days of the official 


re 
in 
Payment for a pack shall be 
50 calendar 


is 
sale, 


il i 
ning 
the lot 
tes that 
may be 


aced in active status. 


retailer 


ted for prior to their being 
l, upon discovery of 
the director of each pack or 


retailer 


police report or other evi- 
r may be ch 
$25 for each pack or portion of a pack 


( (4wen— 
unted 


to the 


instan 


ever activa- 


tailer 
the 


tivated status or when 

low tiered prizes have been validated, 
the pack; or ((+2+)) (4i) payment for a pack shall 
] ( (twenty-one) ) 
retailer for any ticket 
tion of the pack from which 
except as allowed by subsection 
315-04-210 (2), or 315-06-190. 
Each lottery retailer and lottery license applicant 
sign and comply with a lottery r 


after ac- 


the tickets 
WAC 


shall 


Failure to sign or 


WSR Issue 22-17 - Proposed 


Washington State Register, 


Issue 22-17 WSR 22-17-136 


to comply shall result in revocation or denial of a retailer's lottery 
license. 

(2) (a) A retailer shall maintain and store all activated instant 
tickets in a secure manner. For purposes of this subsection "secure 
manner" means: 

(i) Instant tickets are removed from the in-counter dispenser and 
secured in a locked room or container when the retail location is 
closed for business; 

(ii) Instant tickets are not allowed to hang loosely from, or 


otherwise be 


located outside of, 


the in-counter dispenser when the re- 


tail location is open for business; 


and 


(iii) 


Instant 


ticke 


tS are given, 


or otherwise made accessible, to 


customers only af 


ter the 


purchase is complete. 


(b) In 


the case 


of theft 


of activated instant tickets from a re- 


tailer or re 


tail location, 


the director 


may waive payment or reimburse 


the retailer for some or all of 


those stolen instant tickets if, in 


the sole discret 


tion of the director, 


each of the following conditions 


is fully met: 


(i) 


Prior 


to the theft, 


the 


retailer consistently and demonstra- 


bly maintained and stored ac 


tiva 


ted instant tickets in a secure man- 


ner. 
(ii) 


The retailer report 


d the theft to the lottery, including an 


accurate accounting of the st 


tolen ins 


tant tickets (i.e., game, pack, 


and ticket number(s)), 


within 


two hours of discovery of the event and 


cooperates fully with any lot 


tery investigation. 


(iii) 


Th 


retailer repor 


ted 


the theft to appropriate law enforce- 


ment within 


two hours of discovery of the event and cooperates fully 


with any investigation and prosecution. 


(iv) 


The retail 


r report 


d the theft to their appropriate insur- 


ance company, 


if any, 


and coopera 


tes fully with any investigation and 


recovery. Waived payment or 


reimbursement 


from the lottery under this 


subsection 


may supplement, 


but shall not 


be used in place of, availa- 


ble insurance coverage. 


(v) 


The retailer has not 


been reimbursed or had payment waived by 


the director for a separate 


th 


eft within the 12 months immediately 


preceding the current event. 

(vi) The person who committed, or is reasonably suspected to have 
committed, the theft is not an employee of the retailer or other per- 
son known to the retailer and who had more access to the instant tick- 


ets than a 


typical retail customer. 


(c) A 


rel 


tailer whose requ 


est for waiver of payment or reimburse- 


ment under 


this s 


ubsection is 


denied by the director may request a 


brief adjudicative proceeding pursuant to WAC 315-20-125. 
(3) Each lottery retailer shall abide by the law, these rules, 


and all other directives 


or instructions issued by 


the director. 


((43+)) (4) Each lottery retailer grants to the director an ir- 
revocable license to enter upon the premises of the lottery retailer 
in which tickets may be sold or any other location under the control 
of the lottery retailer where the director may have good cause to be- 


in 
ises. 


( (+4) ) 


tailer remains 


lieve lottery mat 
inspect said lot 
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and security of such property. 
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((4+5+)) (6) All books and records pertaining to the lottery re- 
le for inspection and 


between 8:00 a.m. 
the director 


copying, during the normal business hours of the 


tailer's lottery activi 
tor without prior notice. 


tailer's lottery activities shall be made availabl 


lottery retailer and 


and 5:00 p.m., Monday through Friday, upon demand by 


((+6+)) (7) All books and records pertaining to the lottery re- 
ties shall be subject to seizure by the direc- 


((+4)) (8) No lottery retailer shall advertise or otherwise dis- 
play advertising in any part of the lottery retailer's premises as a 
licensed location which may be considered derogatory or adverse to the 
operations or dignity of the lottery. 


[Statutory Authori 
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6/22/07. Statutory Authority: RCW 67.70.040. WSR 98-11 


315-04-180, filed 5/20/98, effective 6/20/98; WSR 
315-04-180, filed 5/6/94, effective 6/6/94; WSR 94- 
315-04-180, filed 1/7/94, effective 2/9/94; WSR 86- 
§ 315-04-180, filed 12/16/85; WSR 84-05-008 (Order 


filed 2/7/84; WSR 83-19-019 (Order 36), $ 315-04-1 
Statutory Authority: 1982 2nd ex.s. c 7. WSR 82-21 
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medicine legislation, 
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"audio- 
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the proposed rules would be consis- 


tent with the federal 
tive. 
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health emergen 
were put in 
compliance 
cial distan 
ous waivers 


flexibilities 
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for in-hom 


government's 
s Supporting Proposal: 
cy was declared in early 2020, 
place to allow licensed h 


g and masking requirements. 


Shortly after 


stat 


that would enable them 


cies, 


ty to conduct 


services agen 
supervisory visits through telemedicin 
agencies utilized the waivers to perform supervisory 


"Patients Over Paperwork" initia- 


the COVID-19 public 


te and federal waivers 


ealth care facilities a range of 
to implement new so- 

The department issued vari- 
one of which was 


the abili- 
the course 


Over 


person contact with 
. Agencies also redir- 


(nursing staff not traveling for on- 


ties. Agencies saw 


terms of gained effi- 


tment make telemedi- 


of 2020 and 2021, 
Visits via telemedicine to reduce unnecessary in- 
patients and thus reduce the spread of the virus 

cted the time they were saving 

site supervision) into more clinical care activi 

telemedicine supervisory visits as a success in 

ciencies while maintaining quality of care. 

The home care association of Washington submitted a rules peti- 

tion in December 2020, requesting that the depart 
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on in rule. The department ap- 
ayed 
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time the public 
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e work. 
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d 


emergency rules were fil 
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2-08-044, filed March 31, 
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In 
rules wo 
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to more 
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nt medicine legis] ES 
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These "“audio-only tel- 
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which governs how health 
including home 

ng core concepts from these 
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agencies with new health insuran 
ient access to services. 
addition to aligning with ESHB 1 


ce plan laws and help stream- 


196 and 1821, the proposed 


uld be consistent with the feder 
k" initiative, allowing supervis 
time being available for patient 


Sta 


tutory Authority for Adoption: 


Sta 
(chapter 
2022). 
Rul 


decision. 
Name of Proponent: 


Nam 
tion: Jo 


tute Being Implemented: RCW 70. 
157, Laws of 2021); and ESHB 18 


e is not necessitated by federal 


RCW 70.127.12 
127.120, 


al government's "Patients Over 
ion options that translate in- 
clinical care activities. 

0, 43.70.250. 

43.70.250; ESHB 1196 

(chapter 213, Laws of 


21 


law, federal or state court 


Department of he 
e of Agency Personnel Responsibl 
hn Hilger, 111 Israel Road S.E. 


LE 


alth, governmental. 
for Drafting and Implemen 


ter, WA 98501, 


ta~ 


mm 


Lumwa 


360-236-2929; 


Enforcement: 


John Walliams: 


111 Israel Road S.E., 


ter, WA 98501 
A school 


360-236-2950. 
district fiscal 


A 


Tumwa- 


RCW 28A 


£80 Siz 
A cost-benefit analysis is required 


impact sta 


KESS 


tement is not required under 


under RCW 34.05.328. A pre- 


liminary cost-benefit analysis may be obtained by contacting John 
Hilger, P.O. Box 47852, Olympia, WA 98504, phone 360-236-2929, TTY 
711, email john. hilger@doh.wa.gov. 

This rule proposal, or portions of the proposal, is exempt from 

requirements of the Regulatory Fairness Act because the proposal: 

Is exempt under RCW 19.85.025(3) as the rules only correct typo- 
graphical errors, make address or name changes, or clarify 
language of a rule without changing its effect. 

Explanation of exemptions: WAC 246-355-510 [246-335-510] and 

246-335-610 clarify terms used in the rules. 

Scope of exemption for rule proposal: 
Is partially exempt. 

This proposed rule 


Proposed WAC Sections and 


section is not exempt - This 


proposed rule section is exempt - provide RCW to 


Title analysis is required support this exemption 
246-335-510 Definitions— The proposed changes are exempt under RCW 34.05.310 
Home health (4)(d) because the proposed rules clarify terms used 
throughout the rules. 
Certified on 8/31/2022 [ 151 ] WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-139 


This proposed rule 
Proposed WAC Sections and section is not exempt - This proposed rule section is exempt - provide RCW to 
Title analysis is required support this exemption 
246-335-545 Supervision of x 
home health services 
246-335-610 Definitions— The proposed changes are exempt under RCW 34.05.310 
Hospice (4)(d) because the proposed rules clarify terms used 
throughout the rules. 
246-335-645 Supervision of x 
hospice services 


The proposed rule does not impose more-than-minor costs on busi- 
nesses. Following is a summary of the agency's analysis showing how 
costs were calculated. The proposed rules do not impose any anticipa- 
ted new costs on home health or hospice agencies. The proposed rules 
give agencies new supervision options that will instead potentially 
reduce costs and could increase clinical productivity. Current rules 
allow home health and hospices to utilize telemedicine (outside of su- 
pervision) and agencies already have technology and policies and pro- 
cedures in place. The proposed rules would provide agencies with cost- 
saving options to perform supervisory activities via telemedicine. 
Agencies pursuing the option for remote supervision would use their 
existing telemedicine systems, which would not result in any new 
costs. 


August 23, 2022 

Kristin Peterson, JD 

Chief of Policy 

for Umair A. Shah, MD, MPH 
Secretary 


OTS-3165.5 


AMENDATORY SECTION (Amending WSR 21-06-054, filed 2/25/21, effective 
3/28/21) 


WAC 246-335-510 Definitions—Home health. The definitions in 
the section apply throughout WAC 246-335-505 through 246-335-560 un- 
less the context clearly indicates otherwise: 
(1) "Acute care" means care provided by an in-home services agen- 
cy licensed to provide home health services for patients who are not 
medically stable or have not attained a satisfactory level of rehabil- 
itation. These patients require frequent monitoring by a registered 
nurse licensed under chapter 18.79 RCW, a physical therapist licensed 
under chapter 18.74 RCW, a respiratory therapist licensed under chap- 
ter 18.89 RCW, an occupational therapist licensed under chapter 18.59 
RCW, a speech therapist licensed under chapter 18.35 RCW, a dietitian 
or nutritionist as defined in subsection (5) of this section, or so- 
cial worker licensed under chapter 18.320 RCW to assess health status 
and progress. 
(2) "Assessment" means an evaluation performed by an appropriate 
health care professional of a patient's needs. 

(3) "Audio-only telemedicine" means the delivery of health care 
services through the use of HIPAA-compliant audio-only technology (in- 
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real-time communication 


between 


the patient and the agency provider 


for 


the purpose of consul- 


tation, education, 


diagnosis, 


or treatment, 


as appropriate per scope 


telemedicine" also 


of practice. 


"Audio-only 


includes supervision of 


home health aide services 


to evaluate compliance with the plan of care 


and patient satisfaction with care. 


"Audio-only telemedicine" does not 


include 


the use of facsimile, 


electronic mail, or 


text messages. 


se): 


licensed 


"Authorizing practitioner" 
in Washington state, 
tion criteria established in chapters 18.57, 


means 


authorized to approve a home health plan of care: 


assistant licensed under chapter 18.71A 


(a) A ph 

(b) 
18.22 RCW; 

(c) A physician 
48-574) ) RCW; or 

(d) An advanced 
ized under ch 

( (44+) ) 


cedure to support and maint 
who has stopped breathing 
(cardiac arrest). 
(6) "Dietitian or nutritionist" means a person certified 


stopped 
(oh) 


regist 


(respiratory arrest) or 


as such under chapter 18.138 RCW or registered by 


trition and Dietetics as a registered di 
fied by the board for certification of nutrition specialists as a cer- 
tified nutrition specialist; 
Board of Nutrition as a diplomate of the American 


or 


red nurse practitioner 
apter 18.79 RCW. 
(5) "Cardiopulmonary resuscitation" or "CPR" means a pro- 
tain breathing and circulation for a person 


titian nutrition 


certified by the American 


the individual practitioners 
or another state according to the exemp- 
18.71, 


and 18.79 RCW, and 


ysician licensed under chapter 18.57 or 18.71 RCW; 
A podiatric physician and surgeon licensed under chapter 


( (e+ 


(ARNP), as author- 


whose heart has 


the Academy of Nu- 
ist; certi- 


Clinical 
Clinical Board of 


Nutrition. 
((4+6+)) (7) “Director of clinical services" means an individual 
responsible for nursing, therapy, nutritional, social, and related 


services that support 
hospice agencies. 


t the plan of care provided by in-home health and 


( cog ce eee co ema Ho 


tablished relationship" means 


the patient has had, 


within the past two years, 


at least one in-person 


appointment with the 


agency provider providing audio-only telemedicine or with a provider 


employed at the same agency as the provider providing audio-only tele- 


medicine; 


or the patient 


was referred to 


the agency provider providing 


audio-only telemedicine 


by another provider who has had, 


within the 


past two years, at 


least one in-person appointmen 


t with the patient 


and has provided relevant medical information to 


the provider provid- 


ing audio-only telemedicine. 


(9) "Home health agency" means a person administering or provid- 


ing two or more home 


individual 


health services directly or 


arrangement to 
dence. 


s in places of temporary 


through a contract 


or permanent resi- 


A person administering or providing nursing services only may 


elect to be designated a home health agency for purposes of licensure. 


( (+84) ) 


chapter 18.88A 
C19) 


RCW. 


registered nurse, 
speech therapist who 
or hospice agency. 
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ditions and needs, completing appropriate records, and per- 
or homemaker services. 


((+46+)) (12) "Home health services" means services provided to 


ill, disabl 


ed, or vulnerable individuals. These services include, but 


are not limited to, nursing services, home health aide services, phys- 


ical therap 


y services, occupational therapy services, speech therapy 


services, r 


spiratory therapy services, nutritional services, medical 


social services, and home medical supplies or equipment services. 
((+44)+)) (13) "Home medical supplies or equipment services" means 


diagnostic, 


treatment, and monitoring equipment and supplies provided 


for the direct care of individuals within a plan of care. 
((42+)) (4) "Licensed practical nurse" or "LPN" means an indi- 


vidual lice 


nsed under chapter 18.79 RCW. 


( (+48}+)) (15) "Licensed nurse" means a licensed practical nurse 


or register 


ed nurse under chapter 18.79 RCW. 


( (4+44-)) (16) "Maintenance care" means care provided by in-home 


services agencies licensed to provide home health services that are 


necessary t 
tient from 


o support an existing level of health, to preserve a pa- 
further failure or decline, or to manag xpected deterio- 


ration of disease. Maintenance care consists of periodic monitoring by 


a licensed 
worker toa 


nurse, therapist, dietitian or nutritionist, or social 
ssess a patient's health status and progress. 


( (4+45+)) (17) "Medication administration" means assistance with 


the applica 


tion, instillation, or insertion of medications according 


to a plan o 
to provide 

priate agen 
cordance wi 
and 246-840 
in chapters 


f care, for patients of an in-home services agency licensed 
home health services and are under the direction of appro- 
cy health care personnel. The assistance is provided in ac- 
th the Nurse Practice Act as defined in chapters 18.79 RCW 
WAC and the nursing assistant scope of practice as defined 
18.88A RCW and 246-841 WAC. 


((+46+)) (18) "Palliative care" means specialized care for people 
living with serious illness. Care is focused on relief from the symp- 


toms and st 
The goal is 
tient, love 
age and at 


ress of the illness and treatment whatever the diagnosis. 
to improve and sustain quality of life for both the pa- 
d ones, and other care companions. It is appropriate at any 
any stage in a serious illness and can be provided along 


with active 
access to i 
tients and 
timely, inf 


treatment. Palliative care facilitates patient autonomy, 
nformation, and choice. The palliative care team helps pa- 
families understand the nature of their illness, and make 
ormed decisions about care. 


((+44-)) (19) "Patient" means an individual receiving home health 


services. 


( (+4+8+)) (20) "Professional medical equipment assessment serv- 


ices" means 
der chapter 
18.74 RCW, 
a respirato 
or nutritio 
their scope 
the purpose 
professiona 


periodic care provided by a registered nurse licensed un- 
18.79 RCW, a physical therapist licensed under chapter 
an occupational therapist licensed under chapter 18.59 RCW, 
ry therapist licensed under chapter 18.89 RCW, or dietitian 
nist as defined in subsection (5) of this section within 

of practice, for patients who are medically stable, for 

of assessing the patient's medical response to prescribed 


urement of 
sounds and 


medical equipment, including, but not limited to, meas- 
vital signs, oximetry testing, and assessment of breath 
lung function (spirometry). 


( (449+)) (21) "Registered nurse" or "RN" means an individual li- 


censed unde 


r chapter 18.79 RCW. 


((4+20+)) (22) "Social worker" means a person with a degree from a 
social work educational program accredited and approved as provided in 
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RCW 18.320.010 or who meets qualifications provided in 42 C.F.R. Sec. 
418.114 as it existed on January 1, 2012. 

((424+)) (23) "Telehealth" means a collection of means or methods 
for enhancing health care, public health, and health education deliv- 
ery and support using telecommunications technology. Telehealth encom- 
passes a broad variety of technologies and tactics to deliver virtual 
medical, health, and education services. 

((4+22+)) (24) "Telemedicine" means the delivery of health care 
services through the use of HIPAA-compliant, interactive audio and 
video technology (including web-based applications), permitting real- 
time communication between the patient ( (atthe -ericinetine stite)) and 
the agency provider, for the purpose of consultation, education, su- 
pervision, diagnosis, ((eensuttetien;)) or treatment, as appropriate 
per scope of practice. "Telemedicine" also includes supervision of 
home health aide services to evaluate compliance with the plan of care 
and patient satisfaction with care. "Telemedicine" does not include 
the use of audio-only telephone, facsimile, ((6*)) electronic mail, or 
text messages. 

( (4+23+)) (25) "Therapist" means an individual who is: 

A physical therapist licensed under chapter 18.74 RCW; 

A respiratory therapist licensed under chapter 18.89 RCW; 
An occupational therapist licensed under chapter 18.59 RCW; 
A speech therapist licensed under chapter 18.35 RCW; or 

) A massage therapist licensed under chapter 18.108 RCW. 
(244)) (26) "Therapy assistant" means a licensed occupational 
therapy assistant defined under chapter 18.59 RCW or physical thera- 
pist assistant defined under chapter 18.74 RCW. 


[Statutory Authority: RCW 70.127.120 and 42 U.S.C. 1395f. WSR 
21-06-054, § 246-335-510, filed 2/25/21, effective 3/28/21. Statutory 
Authority: RCW 70.127.120 and 43.70.250. WSR 18-06-093, § 246-335-510, 
filed 3/6/18, effective 4/6/18.] 


AMENDATORY SECTION (Amending WSR 18-06-093, filed 3/6/18, effective 
4/6/18) 


WAC 246-335-545 Supervision of home health services. (1) A li- 
censee must employ a director of clinical services ((#+)). 

(2) The director of clinical services must designate in writing a 
Similarly qualified alternate to act in the director's absence ((+)). 

(3) The licensee shall ensure the director of clinical services 
and the designated alternate completes a minimum of ((#e")) 10 hours 
of training annually. Written documentation of trainings must be 
available upon request by the department. Training may include a com- 
bination of topics related to clinical supervision duties and the de- 
livery of home health services. Examples of appropriate training in- 
clude, but are not limited to: 


(a) Agency sponsored in-services; 
(b) Community venues; 

(c) Community classes; 

(d) Conferences; 

(e) Seminars; 


(f£) Continuing education related to the director's health care 
professional credential, if applicable; and 
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(g) Supervisory responsibilities in the event of a natural disas- 
ter, man-made incident, or public health emergency. 

(4) The director of clinical services or designee must be availa- 
ble during all hours patient care is being provided ( (+)). 

(5) The director of clinical services or designee must ensure: 

(a) Coordination, development, and revision of written patient 
care policies and procedures related to each service provided; 

(b) Supervision of all patient care provided by personnel and 
volunteers. The director of clinical services may delegate staff su- 
pervision responsibilities to a registered nurse or other appropriate- 
ly credentialed professional; 

(c) Evaluation of services provided by contractors; 

(d) Coordination of services when one or more licensed agencies 


are providing care to 
(e) Compliance wi 
(£) 


serve and recognize changes in 


report any changes to 
and 
(g) 
tiate emergency proced 
(6) 
limited to: 
(a) 


the patient; 
th the plan 
All direct care personnel, 


All direct care personnel, 


ures accordi 


accordance with chapter 18.79 RCW; 


(b) 


Licensed therapist supervision 


of care; 
contractors, 


contractors, 
ng to agency policy. 


and 


The licensee must document supervision including, 


RN supervision when using the services of an RN or LPN, 


and volunteers ob- 
the patient's condition and needs, 
the director of clinical services or designee; 


and 


and volunteers ini- 


but not 


in 


when using the services of a 


therapy assistant in accordance with th 


e appropriate practice acts. 


car Th 


cine, 


or via audio-only 


(7) For patients receiving acut 
the home health aide services 
without the home health aide present 
ate compliance with the plan of care an 
supervisory visit may be conducted on 


car 


( (heineg—an—en-stte—visi+) ) 


st occur once a mo 
d patien 


mu 


-site, via 


services, supervision of 


with or 


net 


h to evalu- 


t satisfaction with 
telemedi- 


telemedici 


ne and must be conducte 


censed nurse or therapist 


acts ((+)). 
( (+€}) ) 


health aide only services, supervision of th 
( (qhteineg—an—en-stte—-visi+) ) 
present must occur every six months to evalu 
plan of care and patient satisfaction with car 
may be conducted on-site, 


ices 


in accor 


(8) For patients receiving maint 


W 


via telemedicine, 


dance with the appropri 


anc car 


ten 
e h 
ith or withou 


Th 


d 
at 


or 


or via audio-only 


by a li- 
e practice 


home 


ome health aide serv- 
t the home health aide 
ate compliance with the 

supervisory visit 


teleme- 


dicine and must be conducted by a licensed n 
the appropriate practice acts ((;—-ard 


in accordance with 


urse or 


licensed 


therapist 


: ; ; ; , To ; : 


acts) ). 
( {= )) (9) 


A supervisory visit conducted via audio-only 


teleme- 


dicine in subsection 


(7) 


or of 


(8) 


this section is only permitted for 


patien 


ts that have an established relationship with the provider con- 


sistent with WAC 246-335-510(8). 


(10) A supervisory visit conducted via telemedicine or via audio- 
only telemedicine in subsection (7) or (8) of this section may not be 
used to fulfill the annual performance evaluations and on-site obser- 
vation of care and skills requirements in WAC 246-335-525(16). 

(11) The licensee using home health aides must ensure: 

(a) Each home health aide reviews the plan of care and any addi- 


tional written instructions for th 
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viding home health aide services and whenever there is a change in the 
plan of care; and 

(b) Each home health aide assists with medications according to 
agency policy and this chapter. 


[Statutory Authority: RCW 70.127.120 and 43.70.250. WSR 18-06-093, Ss 
246-335-545, filed 3/6/18, effective 4/6/18.] 


AMENDATORY SECTION (Amending WSR 18-06-093, filed 3/6/18, effective 
4/6/18) 


WAC 246-335-610 Definitions—Hospice. The definitions in this 
section apply throughout WAC 246-335-605 through 246-335-660 unless 
the context clearly indicates otherwise: 

(1) "Assessment" means an evaluation performed by an appropriate 
health care professional of a patient's physical, psychosocial, emo- 
tional and spiritual status related to their terminal illness and oth- 
er health conditions. This includes evaluating the caregiver's and 
family's willingness and capability to care for the patient. 

(2) "Audio-only telemedicine " means the delivery of health care 


services through the use of HIPAA-compliant audio-only technolo in- 
cluding web-based applications ermitting real-time communication 


between the patient and the agency provider for the purpose of consul- 
tation, education, diagnosis, or treatment, as appropriate per scope 
of practice. "Audio-only telemedicine" also includes supervision of 
home health aide services to evaluate compliance with the plan of care 
and patient satisfaction with care. "Audio-only telemedicine" does not 
include the use of facsimile, electronic mail, or text messages. 

(3) "Authorizing practitioner" means the individual practitioners 
licensed in Washington state and authorized to approve a hospice plan 
of care: 

(a) A physician licensed under chapter 18.57 or 18.71 RCW; or 

(b) An advanced registered nurse practitioner as authorized under 
chapter 18.79 RCW. 

((43+)) (4) "Bereavement services" means emotional, psychosocial, 
and spiritual support and services provided before and after the death 
of the patient to assist with issues related to grief, loss, and ad- 
justment. 
((+44)) (5) "Dietitian or nutritionist" means a person certified 
as such under chapter 18.138 RCW or registered by the Academy of Nu- 
trition and Dietetics as a registered dietitian nutritionist; certi- 
fied by the board for certification of nutrition specialists as a cer- 
tified nutrition specialist; or certified by the American Clinical 
Board of Nutrition as a diplomate of the American Clinical Board of 
Nutrition. 

((+5}+)) (6) "Director of clinical services" means an individual 
responsible for nursing, therapy, nutritional, social, or related 
services that support the plan of care provided by in-home health and 
hospice agencies. 

((4+6+)) (7) “Established relationship" means the patient has had 
within the past two years, at least one in-person appointment with the 
agency provider providing audio-only telemedicine or with a provider 
employed at the same agency as the provider providing audio-only tele- 
medicine; or the patient was referred to the agency provider providing 
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within the 


past two years, 


at 


least one in-person appointmen 


t with the patient 


and has provide 


d rel 


Levant medical 


information to 


the provider provid- 


telemedicine. 


ing audio-only 


(8) "Home health aide" means an individual who is a nursing as- 


sistant certifi 


( (+++) ) 


ed under chapter 


18.88A RCW. 
(9) "Hospice agency" means a person administering or pro- 


viding hospice services directly or through a contract arrangement to 


individuals 


direct 
social worker, 


( (+84) ) 


terminally 


toa 


(10) 


physician, 


tion of an interdisciplinary team composed of at 
spiritual counselor, 


"Hospic 
ill individual, 


ment services for the individual and 


rary or perman 


t residenc 


health and hom 


n 


1 


( {9 )) 
uals involved i 
a minimum, a ph 


counselor and v 


( (446+) ) 


vidual licensed 


( (444+) ) 


application, 


(13) "Medicat 


instillation or inser 


car 


n pat 
ysician, 
olunteer. 


under chapt 


plan of care, f 
provide hospice 
rection of appr 


or pat 


services for the 
(11) "Interdisciplinary 
tient care providing hospice services 
registered nurse, 


tients of an in-hom 
nter services and ar 


in places of permanent or temporary residenc 


under th 


and a 


spirit 


least 
vol 


tual 


t a nurse, 
unteer. 


services" means symptom and pain management 
and emotional, 


and bereave- 


their family in a place of tempo- 
and may include the provision of home 


terminally ill individual. 


team" means the group of individ- 


including, at 


social worker, 


spiritual 


(12) "Licensed practical nurse" or "LPN" means an indi- 
ter 18.79 RCW. 
tion administration" means assistance in the 


tion of medications according to a 


services agency licensed to 


or hospice car 


opriat 


te agency healt 


Cc 


th care personn 


under the di- 


el. 


The assist 


tance is 


provided in accordance with the Nurse Practice Act as defined in chap- 
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physical harm, or to physically guide a patient from one location to 
another; or 

(b) A drug or medication when it is used as a restriction to man- 
age the patient's behavior or restrict the patient's freedom of move- 
ment and is not a standard hospice or palliative care treatment or 
dosage for the patient's condition. 

((+44)) (19) "Seclusion" means the involuntary confinement of a 
patient alone in a room or an area from which the patient is physical- 
ly prevented from leaving. 

( (+4+8+)) (20) "Social worker" means a person with a degree from a 
social work educational program accredited and approved as provided in 
RCW 18.320.010 or who meets qualifications provided in 42 C.F.R. Sec. 
418.114 as it existed on January 1, 2012. 

((+49+)) (21) "Spiritual counseling" means services provided or 
coordinated by an individual with knowledge of theology, pastoral 
counseling or an allied field. 

((4+26+)) (22) "Telehealth" means a collection of means or methods 
for enhancing health care, public health, and health education deliv- 
ery and support using telecommunications technology. Telehealth encom- 
passes a broad variety of technologies and tactics to deliver virtual 
medical, health, and education services. 

((246+)) (23) "Telemedicine" means the delivery of health care 
services through the use of HIPAA-compliant, interactive audio and 
video technology (including web-based applications), permitting real- 


time communication between the patient ( (ab—he-ericinetine stte)) and 


the agency provider ((+)) for the purpose of consultation, education, 
supervision, diagnosis, ( (eensuttatien;)) or treatment, as appropriate 
per scope of practice. "Telemedicine" also includes supervision of 
home health aide services to evaluate compliance with the plan of care 
and patient satisfaction with care. "Telemedicine" does not include 
the use of audio-only telephone, facsimile, ((6*)) electronic mail, or 


text messages. 


[Statutory Authority: RCW 70.127.120 and 43.70.250. WSR 18-06-093, 8 
246-335-610, filed 3/6/18, effective 4/6/18.] 


AMENDATORY SECTION (Amending WSR 18-06-093, filed 3/6/18, effective 
4/6/18) 


WAC 246-335-645 Supervision of hospice services. (1) A licensee 
must employ a director of clinical services. 

(2) The director of clinical services must designate in writing a 
similarly qualified alternate to act in the director's absence. 

(3) The licensee shall ensure the director of clinical services 
and the designated alternate completes a minimum of ((#e")) 10 hours 
of training annually. Written documentation of trainings must be 
available upon request by the department. Training may include a com- 
bination of topics related to clinical supervision duties and the de- 
livery of hospice services. Examples of appropriate training include, 


but are not limited to: 
(a) Agency sponsored in-services; 
(b) Community venues; 
(c) Community classes; 
(d) Conferences; 
(e) Seminars; 
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(£) Continuing education related to the director's health care 
professional credential, if applicable; and 

(g) Supervisory responsibilities in the event of a natural disas- 
ter, man-made incident, or public health emergency. 

(4) The director of clinical services or designee must be availa- 
ble ( (4wenty;-fevs)) 24 hours per day, seven days per week. 

(5) The director of clinical services or designee must ensure: 

(a) Coordination, development, and revision of written patient 
and family care policies and procedures related to each service provi- 
ded; 


(b) Supervision of all patient and family care provided by per- 
sonnel and volunteers. The director of clinical services may assign 
staff supervision responsibilities to a registered nurse or other ap- 
propriately credentialed professional; 

(c) Evaluation of services provided by contractors; 

(d) Coordination of services when one or more licensed agency is 
providing care to the patient and family; 

(e) Compliance with the plan of care; 

(£) All direct care personnel, contractors, and volunteers ob- 
serve and recognize changes in the patient's condition and needs, and 
report any changes to the director of clinical services or designee; 
and 


(g) All direct care personnel, contractors, and volunteers ini- 
tiate emergency procedures according to agency policy. 

(6) The licensee must document supervision including, but not 
limited to: 

(a) RN supervision when using the services of an RN or LPN, in 
accordance with chapter 18.79 RCW; and 

(b) Licensed therapist supervision when using the services of a 
therapy assistant in accordance with the appropriate practice acts. 

(7) Licensed nurse supervision of home health aide services 
( (dete ine—an—en-sjte—vis++)) with or without the home health aide 
present once a month to evaluate compliance with the plan of care and 
patient and family satisfaction with care ((+—er¢ 


S l ; 


aets)). The supervisory visit may be conducted on-site, via telemedi- 
cine, or via audio-only telemedicine. 

((+4)) (8) A supervisory visit conducted via audio-only teleme- 
dicine in subsection (7) of this section is only permitted for pa- 


tients that have an established relationship with the provider consis- 
tent with WAC 246-335-610(7). 

(9) A supervisory visit conducted via telemedicine or via audio- 
only telemedicine in subsection (7) of this section may not be used to 
fulfill the annual performance evaluations and on-site observation of 
care and skills requirements in WAC 246-335-625(15). 

(10) The licensee using home health aides must ensure: 

(a) Each home health aide reviews the plan of care and any addi- 
tional written instructions for the care of each patient prior to pro- 
viding home health aide services and whenever there is a change in the 
plan of care; and 

(b) Each home health aide assists with medications according to 
agency policy and this chapter. 


[Statutory Authority: RCW 70.127.120 and 43.70.250. WSR 18-06-093;.$ 
246-335-645, filed 3/6/18, effective 4/6/18.] 
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Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Proponent: Washington state department of health, govern- 
mental. 

Name of Agency Personnel Responsible for Drafting, Implementa- 
tion, and Enforcement: Julie Tomaro, 111 Israel Road S.E., Tumwater, 
WA 98501, 360-236-2937. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is required under RCW 34.05.328. A pre- 
liminary cost-benefit analysis may be obtained by contacting Julie 


Tomaro, P.O. Box 47843, Olympia, WA 98504, phone 360-236-2937, fax 
360-236-2321, TTY 711, email Julie.tomaro@doh.wa.gov. 
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WAC Sections and Title 


Exempt Proposed Rules 


WAC 246-341-0100 Behavioral health—Purpose and 
scope. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-0200 Behavioral Health—Definitions 


The proposed changes are exempt under RCW 34.05.310 
(4)(d). The proposed changes clarify the meaning of terms 
used throughout the rules. 


WAC 246-341-0320 Agency licensure and certification 
—On-site reviews and plans of correction. 


WAC 246-341-0365 Agency licensure and certification 
—Fee requirements. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(f), as it relates to the setting or adjusting of fees. 


WAC 246-341-0425 Agency Administration— 
Individual service record system. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-0510 Personnel—Agency record 
requirements. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-0605 Complaint process. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-0650 Access to individual service 
records. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


NEW WAC 246-341-0680 Emergency service patrol— 
Service standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 
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WAC 246-341-0720 Supported employment mental 
health and substance use disorder services—Service 
standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-0722 Supportive housing mental health 
and substance use disorder services—Service 
standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-0725 Mental health peer respite- 
Certification standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


NEW 246-341-0737 Behavioral health outpatient 
intervention, assessment, and treatment services— 
Certification standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-0740 Deferred prosecution under RCW 
10.05.150—Service standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-0746 Alcohol and drug information 
school—Service standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-0805 Outpatient less restrictive 
alternative (LRA) or conditional release support 
behavioral health services—Service standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-0815 Substance use disorder counseling 
for RCW 46.61.5056—Service standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


NEW WAC 246-341-0912 Designated crisis responder 
services—Certification standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-1015 Opioid treatment programs 
(OTP)—Individual service record content and 
documentation requirements. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-1020 Opioid treatment programs 
(OTP)—Medical director responsibility. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-1100 Withdrawal management— 
Certification standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-1108 Residential and inpatient 
substance use disorder treatment services—Service 
standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-1118 Residential and inpatient mental 
health services—Service standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-1124 Residential and inpatient mental 
health services—Rights related to antipsychotic 
medication. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


NEW WAC 246-341-1131 Involuntary behavioral 
health residential and inpatient services— 
Certification standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


NEW WAC 246-341-1133 Evaluation and treatment 
services—Service standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


NEW WAC 246-341-1135 Secure withdrawal 
management and stabilization services—Service 
standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 


WAC 246-341-1137 Intensive behavioral health 
treatment services—Certification standards. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 
without changing its effect. 
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—Certification standards. 


WAC 246-341-1140 Crisis stabilization unit and triage 


This section of rule is exempt from analysis under RCW 


34.05.310 (4)(d). The change clarifies the language in the rule 


without changing its 


effect. 


restoration. 


WAC 246-341-1154 Competency evaluation and 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 


without changing its 


effect. 


restoration—Rights. 


WAC 246-341-1156 Competency evaluation and 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 


without changing its 


effect. 


restoration—Seclusion and 


WAC 246-341-1158 Competency evaluation and 


restraint. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 


without changing its 


effect. 


NEW WAC 246-341-1200 Problem gambling and 
gambling disorder services—Certification standards. 


without changing its 


effect. 


This section of rule is exempt from analysis under RCW 
34.05.310 (4)(d). The change clarifies the language in the rule 


The proposed rule does impose more-than-minor costs on business- 


es. 


Small Business Economic Impact Statement (SBEIS) 


Description of the proposed rule, including: A brief history of 
the issue; an explanation of why the proposed rule is needed; and a 
brief description of the probable compliance requirements and the 
kinds of professional services that a small business is likely to need 


in order to comply with the proposed rule. 
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After the establishment of chapter 246-341 WAC, 
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to develop a rule-making work plan that 
of this rule-making project and 
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livering them. The rules must be amended to continue 
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needs identified during the pandemic, 
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to consider what changes might be made to the licensure and certifica- 
tion of services in behavioral health facilities, and to consider in- 
corporating and implementing other recommendations and legislative di- 
rectives. 

The majority of the proposed changes to the rule are intended to 
increase flexibility and decrease the administrative burden associated 
with licensing processes. The areas of the proposed rule that do add 
compliance requirements for providing certain services are meant to 
align requirements for substance use disorder and mental health serv- 
ices, making it easier for agencies to provide cooccuring services and 
assuring that similar standards are applied to both services. The ad- 
ditional compliance requirements do not require changes in staffing or 
the need for professional services in order for the agency to be in 
compliance. 

The following businesses are required to comply with the proposed 
rule. The North American Industry Classification System (NAICS) codes 
are used. The minor cost thresholds are as follows. 


SBEIS Table 1. NAICS codes and minor cost thresholds. 


NAICS Minor Cost Minor Cost 
Code # of Threshold = Threshold = 
(4,5 or businesses in 1% of Average 3% of Average 
6 digit) NAICS Business Description WA Annual Payroll Annual Receipts 

621420 | This industry comprises establishments with 423 $27,711.25 $3,911.27 


medical staff primarily engaged in providing 
outpatient services related to the diagnosis and 
treatment of mental health disorders and 
alcohol and other substance abuse. 


623220 | This industry comprises establishments 34 $33,718.17 $21,139.34 
primarily engaged in providing residential care 
and treatment for patients with mental health 
and substance abuse illnesses. 


The following is an analysis of the probable cost of compliance. 
The probable costs to comply with the proposed rule may include: Cost 
of equipment; supplies; labor; professional services; and increased 
administrative costs. Whether compliance with the proposed rule will 
cause businesses to lose sales or revenue was also considered. 

The department worked with behavioral health agency workshop par- 
ticipants to determine which of the proposed rule changes or new rule 
sections represent a change in cost. Based on these discussions, the 
department distributed a cost survey to all participants, partners, 
and interested parties asking for their cost information. The survey 
was distributed via email and a SurveyMonkey link was included. The 
survey was open from March 23 through April 6, 2022. Twenty-one behav- 
ioral health agencies responded to the survey. 

Survey questions were grouped based on the type of certification 
held by a behavioral health agency or types of services provided. Sur- 
vey respondents were asked whether they currently hold a particular 
certification or provide a distinct type of service. If they answered 
"ves" they were directed to the applicable question/set of questions. 
If they answered "no" they were directed to the next certification/ 
service type. Several questions were applicable to all agencies. 

For purposes of the analysis, increased cost was defined as the 
costs to adhere to the proposed rule that are in addition to what an 
agency already expends, both up front and ongoing. One-time costs or 
initial cost estimates were defined as a cost that occurs only once. 
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SBEIS Table 2. Probable costs of compliance to the proposed rule by 


WAC section. 


WAC Section and Title 


Probable One-Time Cost(s) 
(Range) 


Probable Annual Recurrent Cost(s) 
(Range) 


WAC 246-341-0110 Behavioral health— 
Available certifications. 


Cost neutral or insignificant up 
to $2,000 


Cost neutral or insignificant up to 
$2,000 


WAC 246-341-0335 Agency licensure and 
certification—Denials, suspensions, 
revocations, and penalties. 


Cost neutral or insignificant 


Cost neutral or insignificant 


WAC 246-341-0342 Agency licensure and 
certification—Off-site locations. 


Cost neutral or insignificant up 
to $1,000,000 


Cost neutral or insignificant up to 
$300,000 


WAC 246-341-0420 Agency administration 
—Policies and procedures. 


Cost neutral or insignificant up 
to $10,000 


Cost neutral or insignificant up to 
$5,000 


WAC 246-341-0515 Personnel—Agency 
staff requirements. 


Cost neutral or insignificant 


Cost neutral or insignificant 


WAC 246-341-0640 Individual service 
record content. 


Cost neutral or insignificant 


Cost neutral or insignificant 


NEW WAC 246-341-0660 Behavioral 
health information and assistance— 
Certification standards. 


Cost neutral or insignificant 


Cost neutral or insignificant 


NEW WAC 246-341-0670 Crisis telephone 
support services—Service standards. 


Cost neutral or insignificant up 
to $400 


Cost neutral or insignificant 


WAC 246-341-0700 Behavioral health 
support services—Certification standards. 


Cost neutral or insignificant 


Cost neutral or insignificant up to 
$70,000 


WAC 246-341-0713 Psychiatric medication 
monitoring services—Service standards. 


Cost neutral or insignificant up 
to $2,000 


Cost neutral or insignificant up to 
$500 


NEW WAC 246-341-0715 Crisis support 
services—Service standards. 


Cost neutral or insignificant 


Cost neutral or insignificant 


WAC 246-341-0730 Clubhouses— 
Certification standards. 


No costs were indicated 


No costs were indicated 


WAC 246-341-0820 Driving under the 
influence (DUI) substance use disorder 
assessment services—Service standards. 


Cost neutral or insignificant up 
to $500 


Cost neutral or insignificant 


NEW WAC 246-341-0901 Outpatient 
behavioral health crisis outreach, 
observation and intervention services— 
Certification standards 


Cost neutral or insignificant up 
to $200 


Cost neutral or insignificant 


NEW WAC 246-341-1105 Behavioral 
health residential and inpatient intervention, 
assessment, and treatment services— 
Certification standards. 


Cost neutral or insignificant up 
to $400 


Cost neutral or insignificant 


NEW WAC 246-341-1300 Applied behavior 
analysis mental health services— 
Certification standards. 


The department does not 


anticipate costs for this proposed 


rule change. 


The department does not anticipate 
costs for this proposed rule change. 


All WAC Sections: Policies and Procedures. 


Cost neutral or insignificant up 
to $150,000 
Median response: $3,200 


Cost neutral or insignificant up to 
$10,000 
Median response: $0 


The following is an analysis of whether the proposed rule may im- 
pose more-than-minor costs on businesses in the industry. Of the 21 


behavioral health agencies 
that they are certified by 
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to ascertain 
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SBEIS Table 3. Probable cost per business to comply with the proposed 
rule. 


Probable One-Time Cost(s) 


(Range) 


Probable Annual 


Recurrent Cost(s) (Range) 


Probable First Year 
Cost(s)* (Range) 


Cost per business to 
comply with the 
proposed rule 


Cost neutral or insignificant 
up to $150,000** 
Median response: $1,600 


Cost neutral or insignificant 


up to $70,000** 
Median response: Cost 
neutral or insignificant 


Cost neutral or insignificant 
up to $220,000 
Median response: $3,050 


Probable first year costs are one-time costs plus one year of annual recurrent costs. 
One agency estimated a probable one-time cost of $1,000,000 and a pro 


bable recurrent cost of $300,000 for the proposed rule change 


pertaining to licensure of mobile units. No explanation of costs was provided, and since the proposed rule change is not requiring agencies to 
purchase and set up mobile units, but rather comply with the rules of having a mobile unit, these estimates were excluded from the analysis in 
the portions identifying the minor costs and the disproportionate impacts. Other one-time and recurrent costs provided by this agency were 

included in the analysis. 
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of whether the proposed rule may 
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SBEIS Table 4. Cost of compliance to the proposed rule for small busi- 
nesses and large businesses. 


Probable One-Time Cost(s) 
(Range) 


Probable Annual 
Recurrent Cost(s) (Range) 


Probable First Year* 
Cost(s) (Range) 


Cost per small business 
to comply with the 
proposed rule 


Cost neutral or insignificant 
up to $10,000** 
Median response: $1,150 


Cost neutral or insignificant 
up to $15,000** 
Median response: $150 


Cost neutral or insignificant 
up to $25,000 
Median response: $1,300 


Cost per large business 
to comply with the 
proposed rule 


Cost neutral or insignificant 
up to $150,000 
Median response: $9,500 


Cost neutral or insignificant 
up to $70,000 

Median response: Cost 
neutral or insignificant 


Cost neutral or insignificant 
up to $220,000 
Median response: $12,000 


Probable first year costs are one-time costs plus one year of annual recurrent costs. 
One small business estimated a probable one-time cost of $1,000,000 and a probable recurrent cost of $300,000 for the rule change pertaining 


to licensure of mobile units. No explanation of costs was provided, and since the rule change is not requiring agencies to purchase and set up 


mobile units, but rather comply with the rules of having a mobile unit, these estimates were excl 
Other one-time and recurrent costs provided by this agency were included in the analysis. 
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possible cost for the first year of compliance for a large business 

was $220,000. One large business had a probable first year cost that 
was neutral or insignificant. The six remaining large businesses had 
probable first year costs of $1,600, $4,800, $9,000, $15,000, $24,000 
and $28,000. 

In line with the department's analysis, the department concludes 
that the proposed rule does not have a disproportionate impact on 
small businesses as compared to large businesses. 

If the proposed rule has a disproportionate impact on small busi- 
nesses, the following identifies the steps taken to reduce the costs 
of the rule on small businesses. If the costs cannot be reduced, a 
clear explanation of why is provided. The proposed rule does not have 
a disproportionate impact on small businesses as compared to large 
businesses. 

The following is a description of how small businesses were in- 
volved in the development of the proposed rule. Behavioral health 
agencies that are subscribed to the department's behavioral health 
agency GovDelivery listserv received invitations to participate in 
rule-making workshops and provided written feedback throughout the en- 
tirety of this Phase 2 project. Additionally, the department asked the 
health care authority and the Washington council of behavioral health 
to disseminate workshop invitations and information regarding this 
rules project to their listservs as well. 

The following identifies the estimated number of jobs that will 
be created or lost as a result of compliance with the proposed rule. 
The department does not anticipate that compliance with the proposed 
rule will result in either jobs created or lost. The proposed rule 
changes either provide clarification on existing requirements or modi- 
fy an administrative process with the intent of decreasing administra- 
tive burden or cost. 

A copy of the statement may be obtained by contacting Julie Tom- 
aro, P.O. Box 47843, Olympia, WA 98504, phone 360-236-2937, fax 
360-236-2321, TTY 711, email Julie.tomaro@doh.wa.gov. 


August 23, 2022 

Kristin Peterson, JD 

Chief of Policy 

for Umair A. Shah, MD, MPH 
Secretary 
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BEHAVIORAL HEALTH ( (SERVICES) )—PURPOSE AND SCOPE 
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AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0100 Behavioral health ((serviees))—Purpose and 
scope. (1) This chapter establishes state minimum standards for li- 
censed behavioral health agencies. 

(2) This chapter does not apply to state psychiatric hospitals as 
defined in chapter 72.23 RCW or facilities owned or operated by the 
department of veterans affairs or other agencies of the United States 
government. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, $ 
246-341-0100, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0100, filed 
4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0110 Behavioral health ((serviees))—Available cer- 
tifications. (1) A behavioral health agency licensed by the depart- 
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must hold one or more of the following certifications: 
(a) Behavioral health information and assistance; 
(b) Behavioral health support; 
(c) Mental health peer respite; 
(d) Clubhouse; 
(e) Behavioral health outpatient intervention, assessment and 
treatment; 
(£) Behavioral health outpatient crisis, observation, and inter- 
vention; 
(q) Designated crisis responder services; 
(h) Opioid treatment program; 
(i) Medically supported withdrawal management; 
(7) Behavioral health residential or inpatient intervention, as- 
sessment and treatment; 
(k) Involuntary behavioral health residential or inpatient; 


Certified on 8/31/2022 [ 171 ] WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-140 


Intensive behavioral health treatment; 

Crisis stabilization unit and triage; 

Competency restoration; 

Problem gambling and gambling disorder; or 

Applied behavior analysis. 

The type of certification(s) held by the agency determines 
which behavioral health services the agency is approved to provide. 


Ree k we o p 


N lo [5 |3 |= 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12- ae 5 
246-341-0110, filed 5/25/21, effective 7/1/21. Statutory Authorit 
2019 c 324, RCW 71.24.037, 71.24.648, and 71.24.649. WSR 20-07- 091, S 
246-341-0110, filed 3/17/20, effective 5/1/20. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0110, filed 
4/16/19, effective 5/17/19.] 


BEHAVIORAL HEALTH ( (SERVICES) )—DEFINITIONS 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0200 Behavioral health ((serviees))—Definitions. 

The definitions in this section and RCW ((74+.05.0410)) 71.05.020, 
71.24.025, and 71.34.020 apply throughout this chapter unless the con- 
text clearly requires otherwise. 
(1) "Administrator" means the designated person responsible for 
the day-to-day operation of either the licensed behavioral health 
agency, or certified treatment service, or both. 

(2) "Adult" means an individual ((eigkhteen)) 18 years of age or 
older. For purposes of the medicaid program, adult means an individual 
( (Ewenty-erne)) 21 years of age or older. 

(3) "ASAM criteria" means admission, continued service, transfer, 
and discharge criteria for the treatment of substance use disorders as 
published by the American Society of Addiction Medicine (ASAM). 

(4) "Assessment" means the process of obtaining all pertinent 
bio-psychosocial information, as identified by the individual, and 
family and collateral sources, for determining a diagnosis and to plan 
individualized services and supports. 

(5) "Behavioral health" means the prevention, treatment of, and 
recovery from any or all of the following disorders: Substance use 
disorders, mental health disorders, co-occurring disorders, or problem 
gambling and gambling disorders. 

(6) "Behavioral health agency," "licensed behavioral health agen- 
cy," or "agency" means an entity licensed by the department to provide 
behavioral health services under chapter 71.24, 71.05, or 71.34 RCW. 

(7) "Behavioral health service" means the specific service(s) 
that may be provided under an approved certification. 
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(8) "Branch site" means a physically separate licensed site, gov- 
erned by the same parent organization as the main site, where quali- 
fied staff provides certified treatment services. 

((+8+)) (9) "Campus" means an area where all of the agency's 
buildings are located on contiguous properties undivided by: 

(a) Public streets, not including alleyways used primarily for 
delivery services or parking; or 

(b) Other land that is not owned and maintained by the owners of 
the property on which the agency is located. 

((+9+)) (10) "Care coordination" or "coordination of care" means 
a process-oriented activity to facilitate ongoing communication and 
collaboration to meet multiple needs of an individual. Care coordina- 
tion includes facilitating communication between the family, natural 
supports, community resources, and involved providers and agencies, 
organizing, facilitating and participating in team meetings, and pro- 
viding for continuity of care by creating linkages to and managing 
transitions between levels of care. 

( (+40+)) (11) "Certified" or "certification" means the status 
given py e O paT e smal au e the agency to Peay INE SES cre 


)) bynes of Bona oral health 


services included under the certification category. 

( (4+44+)) (12) "Child," "minor," and "youth" mean: 

(a) An individual under the age of ((et#ekhteen)) 18 years; or 

(b) An individual age ( (etghteen teo—twenty-erne)) 18 to 21 years 
who is eligible to receive and who elects to receive an early and pe- 
riodic screening, diagnostic, and treatment (EPSDT) medicaid service. 


An individual age ((e+ghteen te —twenty-erne)) 18 to 21 years who re- 


ceives EPSDT services is not considered a "child" for any other pur- 


pose. 


(13) "Clinical supervision" means regular and periodic activities 
performed by a mental health professional, co-occurring disorder spe- 
Cialist, or substance use disorder professional licensed, certified, 
or registered under Title 18 RCW. Clinical supervision may include re- 
view of assessment, diagnostic formulation, individual service plan 
development, progress toward completion of care, identification of 
barriers to care, continuation of services, authorization of care, and 
the direct observation of the delivery of clinical care. In the con- 
text of this chapter, clinical supervision is separate from clinical 
supervision required for purposes of obtaining supervised hours toward 
fulfilling requirements related to professional licensure under Title 
18 RCW. 
14) "Complaint" means an alleged violation of licensing or cer- 
tification requirements under chapters 71.05, 71.12, 71.24, 71.34 RCW, 
and this chapter, which has been authorized by the department for in- 
vestigation. 
(15) "Consent" means agreement given by an individual after being 
provided with a description of the nature, character, anticipated re- 
sults of proposed treatments and the recognized serious possible 
risks, complications, and anticipated benefits, including alternatives 
and nontreatment, that must be provided in a terminology that the in- 
dividual can reasonably be expected to understand. Consent can be ob- 


~ 
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(24) "Medical practitioner" means a physician licensed 


regis 


tered nurse practition- 


er (ARNP) licensed under chapter 18.79 RCW, or physician assistant li- 
censed under chapter 18.71A ((e*x+8-574)) RCW. 

( (4+23+)) (25) "Mental health disorder" means any organic, mental, 
or emotional impairment that has substantial adverse effects on a per- 
son's cognitive or volitional functions. 

( {>= )) (26) "Mental health professional" or "MHP" means a per- 
son who meets the qualifications in WAC 246-341-0515 ((+§}+)) (4). 

( (+25+)) (27) "Peer counselor" means the same as defined in WAC 
182-538D-0200. 

( (4+26+)) (28) "Peer support" means services provided by peer 
counselors to individuals under the supervision of a mental health 


professional or individual appropriately credentialed to provide sub- 
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devel 
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despite advers 
(b) "Probl 
that compromises, 
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ments es 


implement chapters 71.05, 71.24, 
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((+86+)) (83) "Substance use disorder professional" 
means a person credentialed by the department as as 
order professional (SUDP) under chapter 18.205 RCW. 

((484+)) (84) "Substance use disorder professional 
"SUDPT" means a person credentialed by the departmen 
use disorder professional trainee (SUDPT) under chap 


(ite) ) (35) "S 


over gambling, 
bling and in obtaining money to gamble, 
consequences; 
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disrupts, 
ships or vocational pursuits. 
(30) "Progress notes" means permanent writ 
tronic record of services and supports provided to an individual docu- 
menting the individual's participation in, 
progress in recovery, 


ummary suspension" 


means th 


S or more 
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ten or elec- 
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(31) "Secretary" means the secretary of the department 


(32) "State minimum standards" means minimum require- 
tablished by rules adopted by the secretary and necessary to 
and 71.34 RCW for delivery of behav- 


"SUDP" 
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immediat 


suspension 
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Sion, revocation, or 
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tion by submitting the notification of the added service to the de- 


partment within 30 days 


of beginning th 


servic 


The notification 
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(i) 


The physical address or addresses of the agency-operated fa- 
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( (4&)) (e) Closing a location. 
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(A) The method of contact, such as a telephone number, electronic 
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stored. 

(ii) When a closing agency that has provided substance use disor- 
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ing a change in location that is signed by the agency's designated of- 
ficial. The application must include: 

(a) The new address; 

(b) A statement assuring the location meets the Americans with 
Disabilities Act (ADA) standards and that any agency-operated facility 
where behavioral health services will be provided is: 

(i) Suitable for the purposes intended, including having adequate 
space for private personal consultation with an individual and ((eH#eF- 
teat)) individual service record storage that adheres to confidential- 
ity requirements; 

(ii) Not a personal residence; and 

(iii) Approved as meeting all local and state building and safety 
requirements, as applicable. 

(c) Payment of initial licensure fees according to WAC 
246-341-0365. 

((+8+)) (9) Granting a license. A new or amended license or 
( (Seevice-specifie)) certification will not be granted to an agency 
until: 

(a) All of the applicable notification and application require- 
ments of this section are met; and 

(b) The department has reviewed and approved the policies and 
procedures for initial licensure or addition of new ( (sesviees)) cer- 
tifications that demonstrate that the agency will operate in compli- 
ance with the licensure and ( (se*eviee-speeitfie)) certification stand- 
ards. 


((+9+)) (10) Effective date. An agency's license and any behavio- 
ral health services certification is effective for up to ((#welve)) 12 
months from th ffective date, subject to the agency maintaining com- 
pliance with the minimum license and certification standards in this 
chapter. 

( (+4+0+)) (11) After receiving the license. The agency shall post 
the department-issued license and certification(s) in a conspicuous 
place on the agency's premises, and, if applicable, on the agency's 
branch site premises. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0300, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0300, filed 
4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0310 Agency licensure and certification—Deeming. 
(1) The department shall deem an agency or branch site as meeting 
state minimum standards for licensing and certification described in 
this chapter as a result of accreditation by a national accreditation 
organization that is recognized by and has a current agreement with 
the department. 

(2) To implement deemed status when opening a new main site agen- 
cy, adding a new type of certification or behavioral health service to 
a main site agency, or adding a new type of certification or behavio- 
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ral health service to a branch site location that is not currently of- 
fered at the main site agency, an agency must: 

(a) Submit proof of accreditation for the services provided by 
the agency to the department; and 

(b) Complete a department initial on-site review. 

(3) To implement deemed status when opening a new branch site lo- 
cation that is providing the same services as a deemed main site agen- 
cy, or a certification or behavioral health service is being added to 
a branch site location that is a deemed service at a main site loca- 
tion, an agency must submit proof of accreditation for the services 
provided by the agency to the department. 
(4) The department will not conduct an on-site review as part of 
the deeming process for tribal behavioral health agencies who seek li- 
censure pursuant to WAC 246-341-0310. 

(5) Deeming will be in accordance with the established written 
agreement between the national accreditation organization and the de- 
partment. 
(6) Specific licensing and certification requirements of any: 

(a) State rule may only be waived through a deeming process con- 
sistent with the established written agreement between the recognized 
behavioral health accrediting body and the department. 

(b) State or federal statute or regulation will not be waived 
through a deeming process. 
(7) A deemed main site agency or branch site must submit to the 
department a copy of any relevant reports such as audits, findings, or 
documentation related to accreditation status. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0310, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0310, filed 
4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1721) 


WAC 246-341-0320 Agency licensure and certification—On-site re- 
views and plans of correction. Each agency is subject to an initial 
on-site review and each agency that is not deemed in accordance with 
WAC 246-341-0310 is subject to routine, ongoing on-site reviews to de- 
termine if the agency is in compliance with the minimum licensure and 
certification standards. 

(1) ((A-department review team representativets}eendiets)) The 
agency shall participate in an entrance conference ( (with +he—ageney) ) 


conducted by the department review team representative(s) and an on- 
site review ((#het)). This may include: 


(a) A review of: 

(i) Agency policies and procedures; 

(11) Personnel records; 

(iii) ((Ci+eteet)) Individual service records; 
( 

( 


iv) Facility accessibility; 

v) The agency's internal quality management plan, process, or 
both, that demonstrates how the agency evaluates program effectiveness 
and individual participant satisfaction; and 
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(vi) Any other information, including the criteria in WAC 
246-341-0335 (1) (b), that the department determines to be necessary to 
confirm compliance with the minimum standards of this chapter; and 

(b) Interviews with: 

(i) Individuals served by the agency; and 

(ii) Agency staff members. 

(2) The ( (departmentreview team +epresentativets}eernechides—an 
en-sitte review with)) agency shall participate in an exit conference 
( (€Het)) with the department review team representative(s) at the con- 
clusion of the on-site review which includes a discussion of findings. 

(3) The department will send the agency a statement of deficien- 
cies report that will include instructions and time frames for submis- 
sion of a plan of correction. 

(4) The ( (department—recqiires—the)) agency ((#e)) shall correct 
the deficiencies listed on the plan of correction: 

(a) By the negotiated time frame agreed upon by the agency and 
the department review team representative; or 

(b) Immediately if the department determines health and safety 
concerns require immediate corrective action. 

(5) On-site reviews of branch sites will occur at the same tim 
as the main site review and take place at the main site location so 
long as the department can access the following either electronically 
or by hard copies brought to the main site agency location: 

(a) Personnel records of employees hired since the previous re- 


view; 


(bo) A sample of individual ((e++#ieeat)) service records that re- 
flect the services provided at each branch site location; and 

(c) Policies and procedures that are unique to the services pro- 
vided at the branch site locations. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0320, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0320, filed 
4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0335 Agency licensure and certification—Denials, 
suspensions, revocations, and penalties. (1) The department will deny 
issuing or renewing an agency's license or ( (speetfie-serviee)) cer- 
tification(s), place an agency on probation, or suspend, or revoke an 
agency's license ( (e*-specifie serviee)), certification, or ability to 
provide specific behavioral health service(s) for any of the following 


reasons: 

(a) The agency fails to meet requirements in this chapter. 

(b) The agency fails to cooperate or disrupts department repre- 
sentatives during an on-site review or complaint investigation. 

(c) The agency fails to assist the department in conducting indi- 
vidual interviews with either staff members or individuals receiving 
services, or both. 

(d) The agency owner or governing person of a nonprofit corpora- 
tion or agency administrator: 
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(d) The agency fails to notify the department before changing 
ownership. 
(e) The agency fails to notify the department before relocating 
its licensed location. 

(3) If the department denies, suspends, revokes, or modifies the 
agency's license ( (e*—-specifie serviee)), certification, or ability to 
provide specific behavioral health service(s), the department will 
send a written notice including the reason(s) for the decision and the 
agency's right to appeal a department decision according to the provi- 
sions of RCW 43.70.115, chapter 34.05 RCW, and chapter 246-10 WAC. 

(4) The department may summarily suspend an agency's license ((6e# 
specifieservice)), certification(s) ((e£e6)), or ability to provide 
specific behavioral health service(s) when an immediate danger to the 
public health, safety, or welfare requires emergency action. 

(5) If an agency fails to comply with the requirements of this 
chapter, the department may: 

(a) Assess fees to cover costs of added licensing and ( (se*viee- 
specifie)) certification activities, including when the department de- 
termines a corrective action is required due to a complaint or inci- 
dent investigation; and 


(D) ( (Step—reterratl{s) ofan individual whe is_a_service recipi- 


+e}+)) Notify the health care authority and the managed care or- 
ganization of stopped referrals, suspensions, revocations, or nonre- 


newal of the agency's license or ( (se*eviee-speeifie)) certifica- 


tion(s). 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0335, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0335, filed 
4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0342 Agency licensure and certification—Off-site 
locations. (1) A behavioral health agency may provide certified serv- 
ices at an off-site location or from a mobile unit under the existing 
behavioral health agency license. 

2) For the purposes of this section: 

(a) "Off-site" means the provision of services by a licensed be- 
havioral health agency at a location where the assessment or treatment 
is not the primary purpose of the site, such as in schools, hospitals, 
long-term care facilities, correctional facilities, an individual's 


residence, the community, or housing provided by or under an agreement 


with the agency. 
b) "Established off-site location" means a location that is req- 


ularly used and set up to provide services rather than a location used 
on an individual, case-by-case basis. 

(c) "Mobile unit" means a vehicle, lawfully used on public 
streets, roads, or highways with more than three wheels in contact 
with the ground, from which behavioral health services are provided at 
a_nonpermanent location(s). 
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(3) A behavioral health agency that provides ( (et epatiernt)) off- 
site services at an established off-site location(s) shall: 

(a) Maintain a list of each established off-site location where 
services are provided on a regularly scheduled ongoing basis and in- 
clude, for each established off-site location: 

(i) The name and address of the location the services are provi- 


ded; 


i) The primary purpose of the off-site location; 

ii) The service(s) provided; and 

v) The date off-site services began at that location; 
) Maintain an individual's confidentiality at the off-site lo- 
cation; and 

(c) Securely transport confidential information and individual 
records between the licensed agency and the off-site location, if ap- 
plicable. 

((+24)) (4) In addition to meeting the requirements in subsection 
((+4)) (8) of this section, an agency providing services to an indi- 
vidual in their place of residence or services in a public setting 
that is not an established off-site location where services are provi- 
ded on a regularly scheduled ongoing basis must: 

(a) Implement and maintain a written protocol of how services 
will be offered in a manner that promotes individual, staff member, 
and community safety; and 

(b) For the purpose of emergency communication and as required by 
RCW 71.05.710, provide access to a wireless telephone or comparable 


device to any employee, contractor, student, or volunteer when making 
home visits to individuals. 


tlest;ssecdandsetitip—_teo—_p+evidecserpiees—+ather than—_a_tleeaticon ased 
en an individvetease-by-ease basis-)) (5) Before operating a mobile 


unit, agencies providing behavioral health services from a mobile unit 
must notify the department in writing in a manner outlined by the de- 
partment. The notification must include that a mobile unit is being 
added under the agency license and indicate what services will be pro- 
vided from the mobile unit, including whether it is operating as a mo- 
bile narcotic treatment program as defined in 21 C.F.R. Part 1300.01. 

(6) An opioid treatment program operating a mobile narcotic 
treatment program must: 

(a) Submit a copy of the Drug Enforcement Administration (DEA) 
approval for the mobile narcotic treatment program; and 

(b) Comply with 21 C.F.R. Parts 1300, 1301, and 1304. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, $ 
246-341-0342, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0342, filed 
4/16/19, effective 5/17/19.] 
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AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0365 Agency licensure and certification—Fee re- 
quirements. (1) ( (Payrment—eof teensing and -specifie serprieceecertifi- 
)) An agency 
must include payment of licensing and certification fees required un- 
der this chapter with the initial application, renewal application, or 
with requests for other services. 


(2) ( (Payment—e#_ fees—mustbe—_made_byeheek,_bankdratt,—etee- 


+43})) The department may refund one-half of the application fee 
if an application is withdrawn before certification or denial. 

( (+4+—¥Fees)) (3) The department will not ( (be—-*efemded)) refund 
fees when licensure or certification is denied, revoked, or suspended. 


( (+5}+-FrRedepartment—eharges)) (4) The applicant shall submit the 


following fees for approved substance use disorder treatment programs: 


((Appheatton fees for agency certification for ls 
substance-use disorder treatment programs 


New agency application $1,000 


Branch agency 
application $500 


Application to add one 
or more ((serviees)) 


certifications $200 
Application to change 
ownership $500 


Initial and annual certification fees for withdrawal 
management, residential, and nonresidential services 


Withdrawal $100 per licensed bed, per 

management and year, for agencies not 

residential services renewing certification 
through deeming 


$50 per licensed bed, per 
year, for agencies renewing 
certification through deeming 
per WAC 246-341-0310 


Nonresidential services | $750 per year for agencies 
not renewing certification 
through deeming 


$200 per year for agencies 
certified through deeming per 
WAC 246-341-0310 


Complaint/critical incident investigation fees 


All agencies $1,000 per substantiated 
complaint investigation and 
$1,000 per substantiated 
critical incident investigation 
that results in a requirement 
for corrective action 


( ({6}- Ageneies)) (5) An agency providing substance use disorder 
treatment programs must annually complete a declaration form provided 
by the department to indicate information necessary for establishing 
fees and updating certification information. Required information in- 
cludes, but is not limited to: 

(a) The number of licensed withdrawal management and residential 
beds; and 
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(b) The agency provider's national accreditatio 


( (+}—PRe—departiment—eharges)) (6) The applicant shall submit the 


following fees for approved mental health treatment 


( (48+) ) 


with WAC 246- 
provided. 
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n status. 


programs: 


(Gnittalicensing appleation fee for mental health 


treatment programs) ) 
Initial licensing $1,000 ((initiaHicensing 
application fee fee)) 


Initial and annual licensing fees for agencies not deemed 


Annual service hours Initial and annual licensing 
provided: fees: 

0-3,999 $728 
4,000-14,999 $1,055 
15,000-29,999 $1,405 
30,000-49,999 $2,105 

50,000 or more $2,575 


Annual licensing fees for deemed agencies 


Annual licensing fee for | $500 ((annuaHicensing fee)) 


deemed agencies 


licensed by the 
department 
Complaint/critical incident investigation fee 
All residential and $1,000 per substantiated 
nonresidential agencies complaint investigation and 


$1,000 per substantiated 
critical incident investigation 
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for corrective action 


(7) Agencies providing nonresidential mental health serv- 
ices or inpatient or residential mental health services in accordance 


341-11 
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(a) Exis 
hours based o 
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operation. 
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r respite serv- 


treatment services, and competency evaluation and re 
ment services must pay the following certification f 


(a) Nine 
(b) Nine 


[Statutory Au 


ty dol 
ty dol 


ars initial certification fee, p 
lars annual certification fee, pe 


thori 


71.24.037 and chap 


246-341-0365, 


2019 c 324, RCW 71 


246-341-0365, 
2018 c 201 an 


file 


file 
d 20] 


ty: RCW 71.24.037, 71.05.560, 71.3 
ters 71.05, 71.24, and 71.34 RCW. 


, evaluation and 
storation treat- 
ees: 

er bed; and 

r bed. 


4.380, 18.205.160, 
WSR 21-12- ered 3 


d 5/25/21, effective 7/1/21. Statu 
-24.037, 71.24.648, and 71.24.649. 


tory Authorit 
WSR 20-07- 091, S 


d 3/17/20, effective 5/1/20. Statu 
8 c 291. WSR 19-09-062, 5 246-341- 


4/16/19, effective 5/17/19.] 


Certified on 8/31/2022 


tory Authority: 
0365, filed 


[ 186 ] WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-140 


AMENDATORY SECTION (Amending WSR 19-09-062, filed 4/16/19, effective 
5/17/19) 


WAC 246-341-0370 Agency licensure and certification—Appealing a 
department decision. An agency may appeal a decision made by the de- 
partment regarding agency licensure ((e*)), certification ((ef€—e));, or 
ability to provide a specific behavioral health service(s) according 
to WAC 246-341-0335. 


[Statutory Authority: 2018 c 201 and 2018 c 291. WSR 19-09-062, $ 
246-341-0370, filed 4/16/19, effective 5/17/19.] 


BEHAVIORAL HEALTH ( (SERVICES) )—AGENCY ADMINISTRATION 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0420 Agency policies and procedures. Each agency 
licensed by the department to provide any behavioral health service 
must develop, implement, and maintain policies and procedures that ad- 
dress all of the applicable licensing and certification requirements 
of this chapter including administrative and personnel policies and 
procedures. Administrative policies and procedures must demonstrate 
the following, as applicable: 

(1) Ownership. Documentation of the agency's governing body, in- 
cluding a description of membership and authorities, and documentation 
of the agency's: 

(a) Articles and certificate of incorporation and bylaws if the 
owner is a corporation; 

(b) Partnership agreement if the owner is a partnership; or 

(c) Sole proprietorship if one person is the owner. 

(2) ( (Hieensure.A copy ofthe agency s master business teens 
authorizes the organization te _<de business in _ Washington stat 
hat—lists—_al1+_addresses—where§h ntity performs services. 

43}+)) Organizational description. An organizational description 
detailing all positions and associated licensure or certification, up- 
dated as needed. 

((+44)) (38) Agency staffing. Documentation that shows the agency 
has adequate staffing to provide treatment in accordance with regula- 
tions relevant to their specialty or specialties and registration, 
certification, licensing, and trainee or volunteer status. 

( (45>)) (4) Interpreter services for individuals with limited- 
English proficiency (LEP) and individuals who have sensory disabili- 
ties. Documentation that demonstrates the agency's ability to provide 
or coordinate services for individuals with LEP and individuals who 
have sensory disabilities. This means: 


tore 


Certified on 8/31/2022 [ 187 ] WSR Issue 22-17 - Proposed 


(a) 


Washington State Register, 


Issue 22-17 


WSR 22-17-140 


Certified interpreters or other interpreter services must be 
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(d) Communication methods for individuals, staff, and visitors, 
including persons with a visual or hearing impairment or limitation; 

(e) Evacuation of mobility impaired individuals; and 

(f) Evacuation of children if child care is offered. 

( (44+6+)) (15) Individual rights. A description of how the agency 
has individual participation rights and policies consistent with WAC 
246-341-0600. 

( (+44-)) (16) Individual complaints. A description of how the 
agency addresses an individual's right to report an alleged violation 
of chapter 70.41, 71.05, 71.12, 71.24, or 71.34 RCW, and this chapter 
consistent with WAC 246-341-0605 ( (+ Te 

( (4{>+)) (17) Personnel policies and procedures must address the 
following: 

(a) Background checks and disclosure statements. Identification 
of how the agency conducts Washington state background checks and ob- 
tains disclosure statements on each agency employee with unsupervised 
access to individuals receiving services, consistent with RCW 
43.43.830 through 43.43.842. 

(bo) Drug-free workplace. Identification of how the agency pro- 
vides for a drug-free workplace that includes: 

(i) Agency program standards of prohibited conduct; and 

(ii) Actions to be taken in the event a staff member misuses al- 
cohol or other drugs, including referral to a department-approved im- 
paired practitioner or voluntary substance use monitoring program. 

(c) Supervision. Identification of how supervision is provided to 
assist clinical and nonclinical staff and volunteers to increase their 
skills and improve quality of services to individuals and families. 

(d) Staff training. A description of how the agency provides 
training initial orientation and annual training thereafter in accord- 
ance with WAC 246-341-0510. 

(e) Mental health advanced directives. A description of how the 
agency will comply with the mental health advanced directive require- 
ments in chapter 71.32 RCW. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, $ 
246-341-0420, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0420, filed 
4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0425 Agency administration—Individual ((etinieat) ) 
service record system. Each behavioral health agency must: 

(1) Maintain a comprehensive ((e++#ieat)) individual service re- 
cord system that includes policies and procedures that protect an in- 
dividual's personal health information; 

(2) Ensure that the individual's personal health information is 
shared or released only in compliance with applicable state and feder- 
al law; 

(3) If maintaining electronic individual ((¢}+ieet)) service re- 
cords: 
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(a) Provide secure, limited access through means that prevent 
modification or deletion after initial preparation; 
(b) Provide for a backup of records in the event of equipment, 
media, or human error; 

(c) Provide for protection from unauthorized access, including 
network and internet access; 

(d) Provide that each entry made in an individual's ( (e++teet) ) 
individual service record((s)) clearly identifies the author and who 
approved the entry, if applicable; and 

(e) Prohibit agency employees from using another employee's cre- 
dentials to access, author, modify, or delete an entry from an indi- 
vidual's ((et+#tieat)) individual service record; 

(4) Retain an individual's ((e+s+eet)) individual service re- 
cord, including an electronic record, for a minimum of six years after 
the most recent discharge or transfer of any individual; 
(5) Retain a youth's or child's individual ((e++Rieeaet)) service 
record, including an electronic record, for at least six years after 
the most recent discharge, or until the youth's or child's ( (#wene;- 
fi*est)) 21st birthday, whichever is longer; ( (aé)) 

(6) Ensure secure storage of active or closed confidential re- 
cords; 

(7) When providing access to individual service records to an in- 
dividual, the agency must allow appropriate time and privacy for the 
review and have a clinical staff member available to answer questions; 

(8) If the agency maintains electronic health records, the agency 
must make the records available in hard copy form; 

(9) The agency must allow the department access to individual 
service records; and 

(10) When an individual receiving mental health services is under 
the supervision of the department of corrections (DOC), the agency 
must make information available to DOC, in accordance with RCW 
71.05.445. The information released does not require the consent of 
the individual. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0425, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0425, filed 
4/16/19, effective 5/17/19.] 


BEHAVIORAL HEALTH ( (SERVICES) ) PERSONNEL 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
14/21) 


WAC 246-341-0510 Personnel—Agency record requirements. 
((Baek)) A behavioral health agency must maintain a personnel record 
for each person employed by the agency. 
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(1) The personnel record must contain all of the following: 

(a) A signed position description. 

(b) A signed and dated commitment to maintain patient 
(individual) confidentiality in accordance with state and federal con- 
fidentiality requirements. 

(c) A record of an orientation to the agency within ( (A+Rety)) 90 
days of hire that includes all of the following: 

(i) An overview of the agency's policies and procedures. 

(ii) Staff ethical standards and conduct, including reporting of 
unprofessional conduct to appropriate authorities. 

(iii) The process for resolving client concerns. 

(iv) Cultural competency. 

(v) Violence prevention training on the safety and violence pre- 
vention topics described in RCW 49.19.030. 

(vi) If providing substance use disorder services, prevention and 
control of communicable disease, bloodborne pathogens, and tuberculo- 
sis. 


(d) A record of annual training that includes: 

(i) Cultural competency; and 

(ii) If providing substance use disorder services, prevention and 
control of communicable disease, bloodborne pathogens, and tuberculo- 
sis. 


(e) A record of violence prevention training on the safety and 
violence prevention topics described in RCW 49.19.030; annually for 
employees working directly with clients receiving mental health serv- 
ices per RCW 71.05.720 or according to the agency's workplace violence 
plan required per RCW 49.19.020. 

(f) A copy of the staff member's valid current credential issued 
by the department if they provide clinical services. 

(2) Staff members who have received services from the agency must 
have personnel records that: 

(a) Are separate from ((¢++mieet)) individual service records; 


and 


(b) Have no indication of current or previous service recipient 
status, unless the information is shared voluntarily for the purposes 
of employment as a certified peer counselor. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0510, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0510, filed 
4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
ely ee 


WAC 246-341-0515 Personnel—Agency staff requirements. Each be- 
havioral health agency must ensure that all of the following staff re- 
quirements are met: 
(1) Al staff providing clinical services are appropriately cre- 
dentialed for the services they provide, which may include a co-occur- 
ring disorder specialist enhancement. 

(2) All staff providing clinical services receive clinical super- 
vision ((+)). 
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AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0600 ((Cłinieał—)) Individual rights. (1) Each be- 
havioral health agency must protect and promote individual participant 
rights applicable to the services the agency is certified to provide 
in compliance with this chapter, and chapters 70.41, 71.05, 71.12, 
71.24, and 71.34 RCW, as applicable. 

(2) Each agency must develop a statement of individual partici- 
pant rights applicable to the services the agency is certified to pro- 
vide, to ensure an individual's rights are protected in compliance 
with chapters 70.41, 71.05, 71.12, 71.24, and 71.34 RCW, as applica- 
ble. To the extent that the rights set out in those chapters do not 
specifically address the rights in this subsection or are not applica- 
ble to all of the agency's services, the agency must develop a general 
statement of individual participant rights that incorporates at a min- 
imum the following statements. 

"You have the right to:" 

(a) Receive services without regard to race, creed, national ori- 
gin, religion, gender, sexual orientation, age or disability; 

(b) Practice the religion of choice as long as the practice does 
not infringe on the rights and treatment of others or the treatment 
service. Individual participants have the right to refuse participa- 
tion in any religious practice; 

(c) Be reasonably accommodated in case of sensory or physical 
disability, limited ability to communicate, limited-English proficien- 
cy, and cultural differences; 

(d) Be treated with respect, dignity and privacy, except that 
staff may conduct reasonable searches to detect and prevent possession 
or use of contraband on the premises or to address risk of harm to the 
individual or others. "Reasonable" is defined as minimally invasive 
searches to detect contraband or invasive searches only upon the ini- 
tial intake process or if there is reasonable suspicion of possession 
of contraband or the presence of other risk that could be used to 
cause harm to self or others; 

(e) Be free of any sexual harassment; 


(£) Be fr of exploitation, including physical and financial ex- 
ploitation; 

(g) Have all clinical and personal information treated in accord 
with state and federal confidentiality regulations; 


(h) Participate in the development of your individual service 
plan and receive a copy of the plan if desired; 
(1) Make a mental health advance directive consistent with RCW 


Pile Dee 5 OF 
(3) Review your ((e+H+Rieat)) individual service record in the 
presence of the administrator or designee and be given an opportunity 
to request amendments or corrections; and 
((45>)) (k) Submit a report to the department when you feel the 
agency has violated your rights or a WAC requirement regulating behav- 
ioral health agencies. 
(3) Each agency must ensure the applicable individual participant 
rights described in subsections (1) and (2) of this section are: 
(a) Provided in writing to each individual on or before admis- 


sion; 


(b) Available in alternative formats for individuals who are vis- 
ually impaired; 
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(c) Translated to the most commonly used languages in the agen- 


cy's service area; 
(d) Posted in public areas; and 


(e) Available to any participant upon request 


(4) At the time of admission and upon client 


request, the agency 


must provide each client with information on how 


ter have been violated. 


to file a report to 
the department if they feel their rights or requirements of this chap- 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0600, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0600, filed 


4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 
7/1/21) 


5/25/21, effective 


WAC 246-341-0605 Complaint process. (1) Any person may submit a 
report to the department of an alleged violation of licensing and cer- 


tification laws and rules. 


(2) Health care professionals credentialed by the department 
( (meas)) shall comply with the mandatory reporting requirements in 


chapters 18.130 RCW and 246-16 WAC. 


(3) If the department determines a report should be investigated, 


the report becomes a complaint. If the department 


to allow department representatives to: 


conducts a complaint 


investigation, behavioral health agency representatives must cooperate 


(a) Examine any part of the facility at reasonable times and as 


needed; 


(b) Review and evaluate agency records including, but not limited 


EO: 


(i) An individual's ((e++st+eat)) individual service record and 


personnel file; and 


(ii) The agency's policies, procedures, fiscal records, and any 
other documents required by the department to determine compliance and 


to resolve the complaint; and 
(c) Conduct individual interviews with staff 
uals receiving services. 


members and individ- 


(4) An agency or agency provider must not re 


taliate against any: 


(a) Individual or individual's representative for making a report 
with the department or being interviewed by the department about a 


complaint; 
(o) ((A)) Witness involved in the complaint issue; or 
(c) ((AR)) Employee of the agency. 


(5) The department may assess a fine under RCW ( (4340-259) ) 
43.70.095, or deny, suspend, or modify a license or certification un- 


der RCW 43.70.115, if: 


(a) Any allegation within the complaint is substantiated; or 
à ; 


(b) The ( (departmentts—findineg)) department finds that the indi- 


vidual or individual's representative, a witness, 


or employee of the 


agency experienced an act of retaliation by the agency as described in 
subsection (4) of this section during or after a complaint investiga- 


tion. 
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[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, $ 
246-341-0605, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0605, filed 
4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0640 ((€hinieal)) Individual service record content. 
((Beeh)) A behavioral health agency is responsible for the components 
and documentation in an individual's ((eHr+ea+)) individual service 
record content unless specified otherwise in ( (speectfie—-serviee)) cer- 
tification or individual service requirements. 

(1) The ((4}eteeaet)) individual service record must include: 

(a) Documentation the individual received a copy of counselor 
disclosure requirements as required for the counselor's credential. 

(b) Identifying information. 

(c) An assessment which is an age-appropriate, strengths-based 
psychosocial assessment that considers current needs and the individu- 
al's relevant behavioral and physical health history according to best 
practices, completed by a person appropriately credentialed or quali- 
fied to provide the type of assessment pertaining to the service(s) 
being sought, which includes: 

(i) Presenting issue(s); 

(ii) An assessment of any risk of harm to self and others, in- 
cluding suicide, homicide, and a history of self-harm and, if the as- 
sessment indicates there is such a risk, a referral for provision of 
emergency/crisis services; 

(iii) Treatment recommendations or recommendations for additional 
program-specific assessment; ( (ase) ) 

(iv) A diagnostic assessment statement, including sufficient in- 
formation to determine a diagnosis supported by the current and appli- 
cable Diagnostic and Statistical Manual of Mental Disorders (DSM-5), 
or Diagnostic Classification of Mental Health and Developmental Disor- 
ders of Infancy and Early Childhood (DC:0-5); 

(v) A placement decision, using ASAM criteria dimensions, when 
the assessment indicates the individual is in need of substance use 
disorder services. 

(d) Individual service plan that: 

(i) Is completed or approved by a person appropriately creden- 
tialed or qualified to provide mental health, substance use, co-occur- 
ring, or problem gambling disorder services; 

(ii) Addresses issues identified in the assessment and by the in- 
dividual or, if applicable, the individual's parent(s) or legal repre- 
sentative; 

(iii) Contains measurable goals or objectives and interventions; 

(iv) Must be mutually agreed upon and updated to address changes 
in identified needs and achievement of goals or at the request of the 
individual or, if applicable, the individual's parent or legal repre- 
sentative; 

(v) Must be in a terminology that is understandable to the indi- 
viduals and the individual's family or legal representative, if appli- 
cable. 
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AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0650 ((Cłinieał—))Access to ((ełinieał)) individual 
service records. (1) Each behavioral health agency must only provide 
access to ((e++#teeat)) individual service records in compliance with 
applicable state and federal statutes and regulations. 

(2) When providing access to ((e+#imRieat)) individual service re- 
cords to an individual, the agency must allow appropriate time and 
privacy for the review and have a clinical staff member available to 
answer questions. 

(3) If the agency maintains electronic ((4e++#ieeaet)) individual 
service records, the agency must make the records available in hard- 
copy form. 

(4) The agency must allow the department access to individual 
( (et+isieat)) service records. 

(5) When an individual receiving mental health services is under 
the supervision of the department of corrections (DOC), the agency 
must make information available to DOC, in accordance with RCW 
71.05.445. The information released does not require the consent of 
the individual. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0650, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0650, filed 
4/16/19, effective 5/17/19.] 


CERTIFICATION AND SERVICE STANDARDS FOR BEHAVIORAL HEALTH INFORMATION 
AND ASSISTANCE SERVICES 


NEW SECTION 


WAC 246-341-0660 Behavioral health information and assistance— 
Certification standards. (1) Agencies certified for behavioral health 
information and assistance services provide information and assistance 
services that are considered nontreatment behavioral health services 
that support an individual who has a need for interventions related to 
behavioral health. Behavioral health information and assistance serv- 
ices under this certification include services such as: 

(a) Crisis telephone support in accordance with the service 
standards in WAC 246-341-0670; and 
(b) Emergency service patrol in accordance with the service 
tandards in WAC 246-341-0680. 

(2) Agencies providing information and assistance services ar 
not required to meet the requirements under WAC 246-341-0640. 

(3) Agencies providing information and assistance services must 
maintain and provide a list of resources, including self-help groups, 


n 
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behavioral health services referral options, legal, employment, educa- 
tion, interpreter, and social and health services that can be used by 
staff members to refer an individual to appropriate services. 


[] 


NEW SECTION 


WAC 246-341-0670 Crisis telephone support services—Service 
standards. Crisis telephone support services are services provided as 
a means of first contact for an individual in crisis or need of assis- 
tance. These services may include de-escalation and referral. 

(1) A behavioral health agency providing crisis telephone support 
services must: 

(a) Have services available 24 hours per day, seven days per 


week; 

(b) Assure communication and coordination with the individual's 
mental health or substance use treatment provider, if indicated and 
appropriate; 

(c) Remain on the phone with an individual in crisis in order to 
provide stabilization and support until the crisis is resolved or re- 
ferral to another service is accomplished; 

(d) As appropriate, refer individuals to voluntary or involuntary 
treatment facilities for admission on a seven day a week, 24 hour a 
day basis, including arrangements for contacting the designated crisis 
responder; and 

(e) Develop and implement policies and procedures for training 
staff to identify and assist individuals in crisis before assigning 
the staff member to unsupervised duties. 

(2) Documentation of a crisis telephone support service must in- 
clude the following: 

(a) A brief summary of each service encounter, including the 
date, time, and duration of the encounter; 

(b) The names of the participants; 

(c) A follow-up plan or disposition, including any referrals for 
services, including emergency medical services; 

(d) Whether an individual has a crisis plan and any request to 
obtain the crisis plan; and 

(e) The name and credential, if applicable, of the staff person 
providing the service. 

(3) A behavioral health agency providing crisis telephone serv- 
ices for substance use disorder must ensure a professional appropri- 
ately credentialed to provide substance use disorder treatment is 
available or on staff 24 hours a day, seven days a week. 


[] 


NEW SECTION 


WAC 246-341-0680 Emergency service patrol—Service standards. 
Emergency service patrol services provide transport assistance to an 
intoxicated individual in a public place when a request has been re- 
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ceived from police, merchants, or other persons. A behavioral health 
agency providing emergency service patrol services must: 

(1) Ensure the staff member providing the service: 

(a) Has proof of a valid Washington state driver's license; 

(b) Possesses annually updated verification of first-aid and car- 
diopulmonary resuscitation training; and 

(c) Has completed 40 hours of training in substance use disorder 
crisis intervention techniques and alcoholism and substance use disor- 
der, to improve skills in handling crisis situations. 

(2) Respond to calls from police, merchants, and other persons 
for assistance with an intoxicated individual in a public place; 

(3) Patrol assigned areas and give assistance to an individual 
intoxicated in a public place; 

(4) Conduct a preliminary screening of an individual's condition 
related to the state of their impairment and presence of a physical 
condition needing medical attention; 
(5) Transport the individual to their home or shelter, or toa 
substance use disorder treatment program if the individual is intoxi- 
cated, but subdued and willing to be transported; 

(6) Make reasonable efforts to take the individual into protec- 
tive custody and transport the individual to an appropriate treatment 


or health care facility, when the individual is incapacitated, uncon- 
scious, or has threatened or inflicted harm on another person; 
(7) Call law enforcement for assistance if the individual is un- 


willing to be taken into protective custody; and 


(8) Maintain a log, including: 

(a) The date, time, and origin of each call received for assis- 
tance; 

(b) The time of arrival at the scene; 

(c) The location of the individual at the time of the assistance; 

(d) The name of the individual transported; 

(e) The results of the preliminary screening; 

(f) The destination and address of the transport and time of ar- 
rival; and 

(g) In case of nonpickup of a person, documentation of why the 


pickup did not occur. 


[] 


( (OUTPATIENT—AND—-RECOVERY)) CERTIFICATION AND SERVICE STANDARDS FOR 
BEHAVIORAL HEALTH SUPPORT SERVICES 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0700 ( (Outpatient—and—reeceovery)) Behavioral health 


apeo senses de poses os Standarde; boaa 
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~)) (1) Agencies certified 


for behavioral health support provide services to promote socializa- 
tion, recovery, self-advocacy, development of natural supports, and 
maintenance of community living skills for individuals with a behavio- 
ral health diagnosis. Behavioral health support services may be provi- 
ded in community, outpatient, residential and inpatient settings. Be- 
havioral health support services under this certification include 
services such as: 

(a) Psychiatric medication monitoring in accordance with the 
service standards in WAC 246-341-0713; 

(b) Crisis support in accordance with the service standards in 
WAC 246-341-0715; 

(c) Peer support; 

(d) Rehabilitative case management; 

(e) Day support; 

(£) Supported employment in accordance with the service standards 
in WAC 246-341-0720; and 
(q) Supportive housing in accordance with the service standards 
in WAC 246-341-0722. 
(2) An agency certified to provide behavioral health support 
services is not required to meet the requirements in WAC 246-341-0640, 
but must instead meet the requirements in subsection (3) of this sec- 
tion. 


(3) An agency providing any behavioral health support service 


must: 


(a) Conduct a needs assessment or screening process that deter- 
mines the appropriateness of the support service(s) based on the indi- 
vidual's needs and goals; 
(b) Develop a support plan that indicates the goal(s) the indi- 
vidual intends to achieve through receiving the support service(s) and 
the progress made toward the goal(s); 

(c) Maintain an individual's individual service record that con- 
tains documentation of the following: 

(i) The name of the agency or other sources through which the in- 
dividual was referred, if applicable; 

(ii) Determination of the appropriateness of the support serv- 
ice(s); 

(iii) A copy of the support plan and progress toward meeting the 
individual's goal(s); 

(iv) Any referral made to a more intensive level of care or emer- 
gency services when appropriate; 

(v) Consent to include the individual's family members, signifi- 
cant others, and other relevant treatment providers as necessary to 
provide support to the individual; 

(vi) A brief summary of each service encounter, including the 
date, time, and duration of the encounter; 

(vii) Name(s) of participant(s), including the name of the indi- 
vidual who provided the service; 

(viii) Any information or copies of documents shared by or with a 
behavioral health agency or credentialed behavioral health professio- 
nal; and 
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(c) May take place at any location and for as long as it is clin- 
ically necessary. 
(2) An agency providing medication monitoring services must: 

(a) Ensure that the staff positions responsible for providing ei- 
ther medication monitoring, or delivery services, or both, are clearly 
identified in the agency's medication monitoring services policy; 

(b) Have appropriate policies and procedures in place when the 
agency providing medication monitoring services maintains or delivers 
medication to the individual that address: 

(i) The maintenance of a medication log documenting the type and 
dosage of medications, and the time and date; 

(ii) Reasonable precautions that need to be taken when transport- 
ing medications to the intended individual and to assure staff safety 
during the transportation; and 

(iii) The prevention of contamination of medication during deliv- 
ery, if delivery is provided. 

(c) Ensure that the individual's ((¢++#+eet)) individual service 
record includes documentation of medication monitoring services. 

(3) A support plan or an individual service plan is not required 
when providing psychiatric medication monitoring services. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0713, filed 5/25/21, effective 7/1/21.] 


NEW SECTION 


WAC 246-341-0715 Crisis support services—Service standards. 
Crisis support services are short-term (less than two weeks per epi- 
sode) services that include face-to-face and other means of assistance 
with life skills training and understanding of medication effects on 
an individual. 

(1) An agency providing crisis support services must: 

(a) Assure communication and coordination with the individual's 
mental health or substance use treatment provider, if indicated and 
appropriate; 

(b) If an individual is found to be experiencing an acute crisis, 
remain with the individual in order to provide stabilization and sup- 
port until the crisis is resolved or referral to another service is 
accomplished; 

(c) As appropriate, refer individuals to voluntary or involuntary 
treatment facilities for admission on a seven day a week, 24 hour a 
day basis, including arrangements for contacting the designated crisis 
responder; 

(d) Transport or arrange for transport of an individual in a safe 
and timely manner, when necessary; 

(e) Document whether the individual has a crisis plan and any re- 
quest to obtain the crisis plan; 

(£) Develop and implement policies and procedures for training 
staff to identify and assist individuals in crisis before assigning 
the staff member unsupervised duties; and 

(g) Maintain a current list of local resources for referrals, le- 
gal, employment, education, interpreter and social and health serv- 
ices. 
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(2) An agency providing crisis support services for substance use 
disorder must ensure a professional appropriately credentialed to pro- 
vide substance use disorder treatment is available or on staff 24 
hours a day, seven days a week. 

(3) When services are provided in a private home or nonpublic 
setting, the agency must: 

(a) Have a written plan for training, staff back-up, information 
sharing and communication for staff members who respond to a crisis in 
an individual's personal residence or in a nonpublic location; 

(b) Ensure that a staff member responding to a crisis is able to 
be accompanied by a second trained individual when services are provi- 
ded in the individual's personal residence or other nonpublic loca- 
tion; 


(c) Ensure that any staff member who engages in home visits is 
provided access, by their employer, to a wireless telephone or compa- 
rable device for the purpose of emergency communication as described 
in RCW 71.05.710; 

(d) Provide staff members who are sent to a personal residence or 
other nonpublic location to evaluate an individual in crisis, prompt 
access to information about any history of dangerousness or potential 
dangerousness on the individual they are being sent to evaluate that 
is documented in a crisis plan(s) or commitment record(s). This infor- 
mation must be made available without unduly delaying the crisis re- 
sponse. 


[] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
LLP ZA) 


WAC 246-341-0720 ( (Outpatient—_services—Recovery—support—) ) Sup- 
ported employment mental health and substance use disorder services— 
Service standards. Supported employment mental health and substance 
use disorder services assist in job search, placement services, and 
training to help individuals find competitive jobs in their local com- 
munities. 

(1) A behavioral health agency that provides supported employment 
services must have knowledge of and provide individuals access to em- 
ployment and education opportunities by coordinating efforts with one 
or more entities that provide other rehabilitation and employment 
services, such as: 

(a) The department of social and health services’ division of vo- 
cational rehabilitation (DVR); 

(b) The department of social and health services' community serv- 
ices offices; 

(c) State board for community and technical colleges; 

(d) The business community; 

(e) WorkSource, Washington state's official site for online em- 
ployment services; 

(£) Washington state department of employment security; and 

(g) Organizations that provide job placement within the communi- 


ty. 


(2) A behavioral health agency that provides supported employment 
services must: 
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(a) Ensure all staff members who provide direct services for em- 
ployment are knowledgeable and familiar with services provided by the 
department of social and health services! division of vocational reha- 
bilitation; 
(b) Conduct and document a vocational assessment in partnership 
with the individual that includes work history, skills, training, edu- 
cation, and personal career goals; 

(c) Assist the individual to create an individualized job and ca- 
reer development plan that focuses on the individual's strengths and 
skills; 

(d) Assist the individual to locate employment opportunities that 
are consistent with the individual's skills, goals, and interests; 

(e) Provide and document any outreach, job coaching, and support 
at the individual's worksite when requested by the individual or the 
individual's employer; and 

(£) If the employer makes a request, provide information regard- 
ing the requirements of reasonable accommodations, consistent with the 
Americans with Disabilities Act (ADA) of 1990 and Washington state an- 
tidiscrimination law. 

(3) Supported employment services are not required to be provided 
under clinical supervision. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0720, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0720, filed 
4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0722 ( (Outpatient services—Recovery support—) ) Sup- 
portive housing mental health and substance use disorder services— 
Service standards. Supportive housing mental health and substance use 
disorder services support an individual's transition to community in- 
tegrated housing and support the individual to be a successful tenant 
in a housing arrangement. 

(1) A behavioral health agency that provides supportive housing 
services must have knowledge of and provide housing related collabora- 
tive activities to assist individuals in identifying, coordinating, 
and securing housing or housing resources with entities such as: 

(a) Local homeless continuum of care groups or local homeless 
planning groups; 

(b) Housing authorities that operate in a county or city; 

(c) Community action councils; 

(d) Landlords of privately owned residential homes; and 
e) 
2) 


( State agencies that provide housing resources. 

( A behavioral health agency that provides supportive housing 
services must: 

(a) Ensure all staff members who provide direct services for sup- 
portive housing are knowledgeable and familiar with fair housing laws; 

(b) Conduct and document a housing assessment in partnership with 
the individual that includes housing preferences, affordability, and 
barriers to housing; 
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(c) Conduct and document a functional needs assessment in part- 
nership with the individual that includes independent living skills 
and personal community integration goals; 

(d) Assist the individual to create an individualized housing ac- 
quisition and maintenance plan that focuses on the individual's choice 
in housing; 

(e) Assist the individual to locate housing opportunities that 
are consistent with the individual's preferences, goals, and inter- 
ests; 


(f) Provide any outreach, tenancy support, and independent living 
skill building supports at a location convenient to the individual; 

(g) Provide the individual with information regarding the re- 
quirements of the Fair Housing Act, Americans with Disabilities Act 
(ADA) of 1990, and Washington state antidiscrimination law, and post 
this information in a public place in the agency; and 
(h) Ensure the services are specific to each individual and meant 
to assist in obtaining and maintaining housing in scattered-site, 
clustered, integrated, or single-site housing as long as the individu- 
al holds a lease or sublease. 

(3) Supportive housing services are not required to be provided 
under clinical supervision. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0722, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0722, filed 
4/16/19, effective 5/17/19.] 


CERTIFICATION STANDARDS FOR MENTAL HEALTH PEER RESPITE 


AMENDATORY SECTION (Amending WSR 20-07-091, filed 3/17/20, effective 
5/1/20) 


WAC 246-341-0725 (( 
—))Mental health peer respite—Certification standards. (1) Mental 
health peer respite ((serviees—are)) facilities provide voluntary, ho- 
listic, trauma-informed, short-term, noncrisis, peer support services, 
( (p¥oevided)) in a home-like environment, which focus on recovery and 
wellness. These services are limited to individuals who are: 

(a) At least ((eteghtEecer)) 18 years of age; 

(b) Experiencing psychiatric distress but who are not detained or 
involuntarily committed under chapter 71.05 RCW; and 

(c) Independently seeking respite services by their own choice. 

(2) An agency certified to provide mental health peer respit 
services must ((be+ieensed according—teo—this—chapter—and)) meet the 
((general)) behavioral health support certification requirements in( (+ 

+a} -WAC246-344-0748_fer_¥ecoevery support _services;—_and 
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)) WAC 
246-341-0700. 

(3) An agency certified to provide mental health peer respit 
services must develop and implement policies and procedures that ad- 
dress how the agency will: 

(a) Have ( (a—-memesandune£ understanding) ) an agreement with the 
local crisis system, including the closest agency providing evaluation 
and treatment services and designated crisis responders to ensure 
timely response to and assessment of individuals who need a higher 
level of care; 

(bo) Be staffed ( (4wenty;-feusr-hevss)) 24 hours per day, seven days 
a week by certified peer counselors; 

(c) Be peer-run. This includes: 

(i) Having a managing board, with a majority of members who are 
peers, that manages the day-to-day operations of the mental health 
peer respite center and reports to the agency's governing board; and 

(ii) Supervision of services by a certified peer counselor who 
meets the qualifications of a mental health professional. 

(d) Limit services to an individual to a maximum of seven nights 
ina ( (#hiety;-dey)) 30-day period; and 

(e) Develop and implement a guest agreement that establishes ex- 
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(d) Housekeeping, including cleaning, maintenance, and refuse 
disposal; 

(e) Bedding and linens, including how the agency will provide 
each individual with clean, sanitary bedding and linens that are in 


good repair; 


(f£) Secure storage, including how each individu 
with secure storage for personal belongings includin 
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CERTIFICATION AND SERVICE STANDARDS FOR CLUBHOUSES 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0730 ( (Outpatient services—Consumer-run recovery 
suppert—))Clubhouses. (1) A clubhouse is a community-based program 
that provides rehabilitation services. 

(2) The clubhouse may be peer-operated and must: 

) Be member-run with voluntary participation; 
) Be recovery-focused; 
) Focus on strengths, talents, and abilities of its members; 
) Have a clubhouse director who: 
) 
s 
1 


Engages members and staff in all aspects of the clubhouse op- 
and 
Is ultimately responsible for the operation of the club- 


<~ ane 


) Be comprised of structured activities including: 
) Personal advocacy; 
i) Help with securing entitlements; 
ii) Information on safe, appropriate, and affordable housing; 
v) Community resource development; 
) Connecting members with adult education opportunities in the 
community; 

(vi) An active employment program that assists members to gain 
and maintain employment in full- or part-time competitive jobs. Em- 
ployment related activities may include resume building, education on 
how employment will affect benefits, information on other employment 
services, and information regarding protections against employment 
discrimination; and 

(vii) An array of social and recreational opportunities. 

(£) Use a work-ordered day to allow all members the opportunity 
to participate in all the work of the clubhouse including: 

(i) Administration; 

(ii) Research; 

(iii) Intake and orientation; 

(iv) Outreach; 

(v ) Training and evaluation of staff; 

(v 

( 

( 


i) Public relations; 

vii) Advocacy; and 

viii) Evaluation of clubhous ffectiveness. 

(g) Provide in-house educational programs that significantly uti- 
lize the teaching and tutoring skills of members and assist members by 
helping them to take advantage of adult education opportunities in the 
community. 

(3) "Work-ordered day" means a model used to organize clubhouse 
activities during the clubhouse's normal working hours. 

(a) Members and staff are organized into one or more work units 
which provide meaningful and engaging work essential to running the 
clubhouse. 
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planning, organizing the 


denced by both the member and the staff signature on progress towards 
goals. 

(d) Members participate as they feel ready and according to their 
individual interests. 

(e) Work in the clubhouse is not intended to be job-specific 
training, and members are neither paid for clubhouse work nor provided 
artificial rewards. 

(£) Work-ordered day does not include medication clinics, day 
treatment, or other therapy programs. 

(4) Agencies certified for clubhouse services are not required to 
follow the requirements in WAC 246-341-0640 but instead must: 

(a) Conduct a screening process that determines the appropriate- 


ness of the program based on the individual's needs and goals; 


(b) Develop a support plan that indicates the goal(s) the indi- 
vidual plans to achieve through receiving the program and the progress 
made toward the goal(s); 

(c) Maintain an individual's individual service record that con- 
tains documentation of the following: 

(i) The name of the agency or other sources through which the in- 
dividual was referred, if applicable; 

(ii) Determination of the appropriateness of the program's serv- 
ice(s); 

(iii) A copy of the support plan and progress toward meeting the 
individual's goal(s); 

(iv) Any referral made to a more intensive level of care when ap- 
propriate; 

(v) Consent to include the individual's family members, signifi- 
cant others, and other relevant treatment providers as necessary to 


provide support to the individual; 


(vi) 


A brief summary of each service encounter, 


including the 


date an 


d time; 
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Any information or copies of documents shared by or with a 


behavioral he 
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CERTIFICATION AND SERVICE STANDARDS FOR BEHAVIORAL HEALTH OUTPATIENT 
INTERVENTION, ASSESSMENT AND TREATMENT SERVICES 


NEW SECTION 


WAC 246-341-0737 Behavioral health outpatient intervention, as- 
sessment and treatment services—Certification standards. (1) Agen- 
cies certified for intervention, assessment and treatment services 
provide individualized intervention, assessment and treatment for men- 
tal health, substance use, or co-occurring disorders. Intervention, 
assessment and treatment services under this certification include 
services such as: 

(a) Assessments; 

(b) Counseling and therapy; 

(c) Psychiatric medication management in accordance with the 
service standards in WAC 246-341-0739; and 

(d) Outpatient involuntary court-ordered services in accordance 
with subsection (4) of this section and the service standards for the 
service being provided. 

(2) Agencies providing only assessment, psychiatric medication 
management, or alcohol and drug information school services are not 
required to meet the individual service plan or discharge requirements 
in WAC 246-341-0640. 

(3) Agencies providing intervention, assessment and treatment 
services may choose to provide involuntary or court-ordered outpatient 
services to individuals for: 

(a) Outpatient less restrictive alternative or conditional re- 
lease under chapter 71.05 or 71.34 RCW in accordance with the service 
standards in WAC 246-341-0805; 

(b) Counseling, assessment and education under chapter 46.61 RCW, 
including: 

(i) Alcohol and drug information school in accordance with the 
service standards in WAC 246-341-0746; 

(ii) Substance use disorder counseling in accordance with the 
service standards in WAC 246-341-0815; and 

(iii) Driving under the influence (DUI) substance use assessment 
in accordance with the service standards in WAC 246-341-0820; or 

(c) Deferred prosecution under RCW 10.05.150 in accordance with 
the service standards in WAC 246-341-0740. 

(4) Agencies choosing to provide outpatient involuntary or court- 
ordered services must report noncompliance, in all levels of care, for 
an individual ordered into substance use disorder treatment by a court 
of law or other appropriate jurisdictions in accordance with RCW 
71.05.455 and chapter 182-538D WAC for individuals receiving court-or- 
dered services under chapter 71.05 RCW, RCW 10.05.090 for individuals 
under deferred prosecution, or RCW 46.61.5056 for individuals receiv- 
ing court-ordered treatment for driving under the influence (DUI). Ad- 
ditionally, agencies providing services to individuals under a court- 
order for deferred prosecution under RCW 10.05.090 or treatment under 
RCW 46.61.5056 must: 
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(a) Report and r 


ecommend action for emergency noncompliance to 


the court or other appropriate jurisdiction(s) within three working 


days from obtaining i 


(1) An individual' 


and other nonprescrib 
identified third-part 
hol content or other 
(ii) An individu 
arrests; or 
(iii) An individ 


nformation on: 

s failure to maintain abstinence from alcohol 
ed drugs as verified by individual's self-report, 
y report confirmed by the agency, or blood alco- 
laboratory test; 
al's report of subsequent alcohol or drug related 


or an individual disc 

(b) Report and r 
to the court, or othe 
days from the end of 
on: 


(1) An individua 


ual's leaving the program against program advice 
harged for rule violation; 
ecommend action for nonemergency, noncompliance 
r appropriate jurisdiction(s) within 10 working 
each reporting period, upon obtaining information 


l's unexcused absences or failure to report, in- 


cluding failure to at 
(ii) An individu 
part of the treatment 
(c) Transmit inf 
changes as soon as po 


tend mandatory self-help groups; or 

al's failure to make acceptable progress in any 
plan; 
ormation on noncompliance or other significant 
ssible, but no longer than 10 working days from 


the date of the noncompliance, when the court does not wish to receive 


monthly reports; 
(d) Report compl 
46.61 RCW to the depa 


[] 
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(e) Ensure that all medications maintained by the agency are 
safely and securely stored, including assurance that: 
(i) Medications are kept in locked cabinets within a well-lit, 
locked, and properly ventilated room; 

(ii) Medications kept for individuals on medication administra- 
tion or self-administration programs are clearly labeled and stored 
separately from medication samples kept on-site; 

(iii) Medications marked "for external use only" are stored sepa- 
rately from oral or injectable medications; 

(iv) Refrigerated food or beverages used in the administration of 
medications are kept separate from the refrigerated medications by the 
use of trays or other designated containers; 

(v) Syringes and sharp objects are properly stored and disposed 


of; 


(vi) Refrigerated medications are maintained at the required tem- 
perature; and 

(vii) If the individual gives permission for disposal, outdated 
medications are disposed of in accordance with the regulations of the 
pharmacy quality assurance commission and no outdated medications are 
retained. 

(2) An agency providing psychiatric medication management serv- 
ices may utilize a physician or ARNP without board eligibility in psy- 
chiatry if unable to employ or contract with a psychiatrist. In this 
case, the agency must ensure that: 

(a) Psychiatrist consultation is provided to the physician or 
ARNP at least monthly; and 

(b) A psychiatrist or psychiatric ARNP is accessible to the 
physician or ARNP for emergency consultation. 

(3) An agency providing psychiatric medication management serv- 
ices must document the service in the individual service record. 


[] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1721) 


WAC 246-341-0740 ( (Outpatient -services—hLevel two- intensive out 


patient—substance—use—disorder—serviees—)) Deferred prosecution under 
RCW 10.05.150—Service standards. ( (++)—tevet owe jrtensiveoutpac 


tient Substance meerde eee po Be ohes=jReecast 


q a my ee 
eentrated wel eof jreg edee hat ea Ge e ch 
atand-greeup—ecunseting,_edrecaticn,—and other activities. 

42+)) An agency providing ( (tevet two—rtensive outpatient) ) 
treatment services for deferred prosecution under RCW rọ: 05.150 must: 


((ta})) (1) Ensure that services include a minimum of ( (severn#y— 
twe)) 72 hours of treatment services within a maximum of ((#welve)) 12 
weeks, which consist of the following during the first four weeks of 
treatment: 
((+4+)) (a) At least three sessions each week, with each session 
occurring on separate days of the week; 
( (4+4+++)) (b) Group sessions that must last at least one hour; and 
((+++4+)) (c) Attendance at self-help groups in addition to the 
( (seventy-twe)) 72 hours of treatment services. 
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((46+)) (2) There must be approval, in writing, by the court hav- 
ing jurisdiction in the case, when there is any exception to the re- 
quirements in this ((sebsectiecr)) section; 

((+e+)) (3) The agency must refer for ongoing treatment or sup- 


port upon completion of intensive outpatient treatment, as necessa- 
ry ( (eard 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0740, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0740, filed 
4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0746 ( (Outpatient services—Substance- use- disorder 
information-and—assistanee—serviees—))Alcohol and drug information 
school—Service standards. Alcohol and drug information school serv- 
ices provide an educational program about substance use. These serv- 
ices are for an individual referred by a court or other jurisdic- 
tion(s) who may have been assessed and determined not to require 
treatment. An agency providing alcohol and drug information school 
services must: 

(1) Ensure courses are taught by a substance use disorder profes- 
Sional, a substance use disorder professional trainee, or a person who 
has received documented training in: 

(a) Effects of alcohol and other drugs; 

(b) Patterns of use; 

(c) Current laws and regulations pertaining to substance use vio- 
lations, and consequences of the violations; and 

(d) Available resources and referral options for additional serv- 
ices that may be appropriate for the individual. 

(2) Ensure the curriculum: 

(a) Provides no less than eight hours of instruction for each 


(b) Includes a post-test for each course after the course is com- 


) Includes a certificate of completion; and 
(d) Covers the following topics: 
(i) Information about the effects of alcohol and other drugs; 
(ii) Patterns of use; and 
(iii) Current laws, including Washington state specific laws and 
regulations, and consequences related to substance use violations. 
(3) Ensure each student be advised that there is no assumption 
the student has a substance use disorder and that the course is not a 
therapy session; 
(4) Ensure each individual student record contains: 
(a) An intake form, including demographics; 
(b) The hours of attendance, including dates; and 
(c) A copy of the scored post-test. 
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tion school serv- 


ices must include in the individual service record a copy of an as- 


sessment, if the individual was assessed, that indicates the individu- 
al does not have a substance use disorder. 

[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0746, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0746, filed 
4/16/19, effective 5/17/19.] 

AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0805 


( (Enveituntary—and—eourt—erdered—Outpatient) ) 
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(a) At least one time in the initial ((feueteecr)) 14 days follow- 
ing release from inpatient treatment for an individual on a ( (A+Rety; 
day_-er—ene hundred eight-day) ) 90-day or 180-day less restrictive al- 
ternative court order or conditional release, unless the individual's 
attending physician, physician assistant, or psychiatric advanced reg- 
istered nurse practitioner (ARNP) determines another schedule is more 
appropriate and documents the new schedule and the reason(s) in the 
individual's ((e+#iRteat)) individual service record; and 

(b) At least one time every ( (#hiet¥)) 30 days for the duration 
of the less restrictive alternative court order or conditional re- 
lease, unless the individual's attending physician, physician assis- 
tant, or psychiatric ARNP determines another schedule is more appro- 
priate and documents the new schedule and the reason(s) in the indi- 
vidual's ((e+##ieat)) individual service record. 
(7) Keep a record of the periodic evaluation of each committed 
individual for release from, or continuation of, an involuntary treat- 
ment order. Evaluations must occur at least every ((#H+*ty)) 30 days 
for the duration of the commitments and include documentation of the 
evaluation and rationale: 

(a) For requesting a petition for an additional period of less 
restrictive or conditional release treatment under an involuntary 
treatment order; or 

(b) Allowing the less restrictive court 
lease to expire without an extension request. 


order or conditional re- 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0805, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0805, filed 
4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0815 ((Invołuntary and-eourt-ordered—) ) Substance 
use disorder counseling for RCW 46.61.5056—Service standards. An 
agency providing certified substance use disorder counseling services 
to an individual convicted of driving under the influence or physical 
control under RCW 46.61.5056 must ensure treatment is completed as 
follows: 
(1) Treatment during the first ((stt¥)) 60 days must include: 

(a) Weekly group or individual substance use disorder counseling 
sessions according to the individual service plan; 

(b) One individual substance use disorder counseling session of 
not less than ((#hi*¥t¥)) 30 minutes duration, excluding the time taken 
for a substance use disorder assessment, for each individual, accord- 
ing to the individual service plan; 

(c) Alcohol and drug basic education for each individual; 

(d) Participation in recovery oriented, community-based self-help 


groups according to the individual service plan. Participation must be 
documented in the individual's ((¢++#ieat)) individual service record; 
and 

(e) Individuals who complete intensive inpatient substance use 
disorder treatment services must attend, at a minimum, weekly outpa- 
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tient counseling sessions for the remainder of their first ( (Sy) ) 
60 days of treatment according to the individual service plan. 

(2) The next ( (eneRendrec twenty)) 120 days of treatment at a 
minimum shall include: 

(a) Group or individual substance use disorder counseling ses- 
sions every two weeks according to the individual service plan; 

(b) One individual substance use disorder counseling session of 
not less than ( (#Hi*ty)) 30 minutes duration, every ((s#¥)) 60 days 
according to the individual service plan; and 

(c) Referral of each individual for ongoing treatment or support, 
as necessary, using ASAM criteria, upon completion of ( (eRe—hundred 
etoghty)) 180 days of treatment. 

(3) An individual who is assessed with insufficient evidence of a 
substance use disorder must be referred to alcohol/drug information 
school. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-0815, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-0815, filed 
4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-0820 ( (inveluntary—and—court—ordered—) )Driving un- 
der the influence (DUI) substance use disorder assessment services— 
Service standards. Driving under the influence (DUI) assessment serv- 
ices, as defined in chapter 46.61 RCW, are provided to an individual 
to determine the individual's involvement with alcohol and other drugs 
and determine the appropriate course of care or referral. 

(1) An agency certified to provide DUI assessment services: 

(a) Must review, evaluate, and document information provided by 
the individual; 

(bo) May include in the assessment information from external sour- 
ces such as family, support individuals, legal entities, courts, and 
employers; and 


(c) ( (snet required to mecet the individual servieeptan—_re- 
quirements —_in WAC 246-341-0649 1) (cd) rng 
+h+)) Must maintain and provide a list of resources, including 


self-help groups, and referral options that can be used by staff mem- 
bers to refer an individual to appropriate services. 

(2) An agency certified to provide DUI assessment services must 
also ensure: 

(a) The assessment is conducted face-to-face and document in the 
assessment whether the assessment was conducted in person or by syn- 
chronous video conferencing; and 

(b) The individual has a summary included in the assessment that 
evaluates the individual's: 

(i) Blood or breath alcohol level and other drug levels, or docu- 
mentation of the individual's refusal at the time of the arrest, if 
available; and 
(ii) Self-reported driving record and the abstract of the indi- 
vidual's legal driving record. 
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( (GRESIS—OUTPATIENT MENTAL HEALTH SERVICES) ) CERTIFICATION AND SERVICE 
STANDARDS FOR BEHAVIORAL HEALTH OUTPATIENT CRISIS OUTREACH, OBSERVA- 


TION AND INTERVENTION SERVICES 


NEW SECTION 


WAC 246-341-0901 Behavioral health outpatient crisis outreach, 
observation and intervention services—Certification standards. 
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0; 


(b) For mental health crisis, 


telephone support in accordance with WAC 


ensure face-to-face outreach serv- 


ices are provided by a mental health professional or department-cre- 
dentialed staff person with documented training in crisis response; 
face-to-face outreach services ar 
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(7) When services are provided in a private home or nonpublic 
setting, the agency must: 

(a) Have a written plan for training, staff back-up, information 
sharing, and communication for staff members who respond to a crisis 
in an individual's personal residence or in a nonpublic location; 

(b) Ensure that a staff member responding to a crisis is able to 
be accompanied by a second trained individual when services are provi- 
ded in the individual's personal residence or other nonpublic loca- 
tion; 


(c) Ensure that any staff member who engages in home visits is 
provided access, by their employer, to a wireless telephone or compa- 
rable device, for the purpose of emergency communication as described 
in RCW 71.05.710; 

(d) Provide staff members who are sent to a personal residence or 
other nonpublic location to evaluate an individual in crisis prompt 
access to information about any history of dangerousness or potential 
dangerousness on the individual they are being sent to evaluate, that 
is documented in a crisis plan(s) or commitment record(s). This infor- 
mation must be made available without unduly delaying the crisis re- 
sponse. 

(8) If utilizing peer counselors for crisis outreach response: 

(a) Ensure that a peer counselor responding to an initial crisis 
visit is accompanied by a mental health professional or individual ap- 
propriately credentialed to provide substance use disorder treatments 
as appropriate to the crisis; 

(b) Develop and implement policies and procedures for determining 
when peer counselors may provide follow-up crisis outreach services 
without being accompanied by a mental health professional or individu- 
al appropriately credentialed to provide substance use disorder treat- 
ments aS appropriate to the crisis. 


[] 


CERTIFICATION STANDARDS FOR DESIGNATED CRISIS RESPONDER SERVICES 


NEW SECTION 


WAC 246-341-0912 Designated crisis responder (DCR) services— 
Certification standards. Designated crisis responder (DCR) services 
are services provided by a DCR to evaluate an individual in crisis and 
determine if involuntary services are required. An agency providing 
DCR services must do all of the following: 

(1) Ensure that services are provided by a DCR; 

(2) Ensure staff members utilize the protocols for DCRs required 
by RCW 71.05.214; 

(3) Document that services provided to the individual were in ac- 
cordance with the requirements in chapter 71.05 or 71.34 RCW, as ap- 
plicable; and 
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(4) Meet the outpatient behavioral health crisis outreach, obser- 
vation and intervention services certification standards in WAC 
246-341-0901. 


[] 


CERTIFICATION STANDARDS FOR OPIOID TREATMENT PROGRAMS (OTP) 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-1015 Opioid treatment programs (OTP)—( (€tinieat) ) 
Individual service record content and documentation requirements. An 
agency providing opioid treatment program services must maintain an 
individual's ((e+#iRteat)) individual service record. The ((e++ieet) ) 
individual service record must contain: 

(1) Documentation that the agency made a good faith effort to re- 
view if the individual is enrolled in any other opioid treatment pro- 
gram and take appropriate action; 

(2) Documentation that the individual received a copy of the 
rules and responsibilities for treatment participants, including the 
potential use of interventions or sanction; 

(3) Documentation th e individual service plan was reviewed 
quarterly and semi-annually after two years of continuous treatment; 

(4) Documentation when an individual refuses to provide a drug 
testing specimen sample. The refusal is considered a positive drug 
screen specimen; 
(5) Documentation in progress notes of timely interventions used 
to therapeutically address the disclosure of illicit drug use, a posi- 
tive drug test, or possible diversion of opioid medication, as evi- 
denced by the absence of opioids or related metabolites in drug toxi- 
cology test results; 

(6) Documentation of all medical services including: 

(a) Results of physical examination; 

(b) Medical and family history; 

(c) Nursing notes; 

(d) Laboratory reports including results of regular toxicology 
screens, a problem list, and list of medications updated as clinically 
indicated; and 

(e) Progress notes including documentation of all medications and 
dosages, if available. 


w 
l 

( 
> 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-1015, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062; § 246-341-1015, filed 
4/16/19, effective 5/17/19.] 
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An agency providing substance use disorder opioid 
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or the 
per- 


der supervi- 


tly addicted 
t the individual became addicted at least 
to treatment; or 
12 month requirement in (a) of this 
that the individual: 
institution, if the release was 


( (Ewermty—-feus) ) 


on the in- 


the determination of opioid 
and applicable Diagnostic and 
criteria; 


facts concerning the use of the opioid drug must 


ten and verbal information must be provided to 
tial prescribed dosage regarding: 
health 

tion may have on 


the 


tion on the 


baby to be 
t environment 


crea 


ted ina 


d to 


t design 


dromes; 


and 

(d) Referral options to address and manage neonatal opioid or 
other drug withdrawal syndromes. 

(6) Each individual voluntarily choosing to receive maintenance 
treatment must sign an informed consent to treatment; 

(7) Within ( (#64*%teen)) 14 days of admission, a medical examina- 
tion must be completed that includes: 

(a) Documentation of the results of serology and other tests, as 
determined by the medical practitioner; and 

(b) A documented assessment for the appropriateness of Sunday and 
holiday take-home medications as required by 42 C.F.R. Part 8.12(i). 

(8) When exceptional circumstances exist for an individual to be 
enrolled with more than one opioid treatment program agency, justifi- 
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cation granting permission must be documented in the individual's 
( (e#iatect)) individual service record at each agency; 
(9) Each individual admitted to withdrawal management services 
must have an approved withdrawal management schedule that is medically 
appropriate; 
(10) Each individual administratively discharged from services 
must have an approved withdrawal management schedule that is medically 
appropriate; 
(11) An assessment for other forms of treatment must be completed 
for each individual who has two or more unsuccessful withdrawal man- 
agement episodes within ((twelve)) 12 consecutive months; and 

(12) An annual medical examination must be completed on each in- 
dividual, either in person or via telehealth technologies, that in- 
cludes the individual's overall physical condition and response to 
medication. The medical practitioner may use their professional and 
clinical judgment when determining the appropriateness of telehealth 
technologies for the annual medical exam and must document, in the pa- 
tient's record, their decision to use telehealth technologies. The in- 
itial medical exam must be completed in person as required by 42 
C.F.R. Part 8.12(f) (2). 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-1020, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-1020, filed 
4/16/19, effective 5/17/19.] 


CERTIFICATION STANDARDS FOR WITHDRAWAL MANAGEMENT ( (;—RESIDENTTAL—SUB-— 
STANCE USEDISORDER,—_AND-MENTAL HEALTH INPATIENT SERVICES) ) 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-1100 Withdrawal management ( (services) )—Certifica- 
tion standards. (1) Substance use disorder withdrawal management 


services are provided ( (#e—ea—-velintesry jadivziduet)) to assist in the 
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process of withdrawal from psychoactive substances in a safe and ef- 
fective manner that includes medical management or medical monitoring. 
Substance use disorder withdrawal management services under this cer- 
tification include: 

(a) Adult withdrawal management; and 

(b) Youth withdrawal management. 

((+4)) (2) An agency certified for withdrawal management serv- 
ices must: 

(a) Ensure the individual receives a substance use disorder 
screening before admission; 

(b) Provide counseling to each individual that addresses the in- 
dividual's: 

(i) Substance use disorder and motivation; and 

(ii) Continuing care needs and need for referral to other serv- 


ices. 


(c) Maintain a list of resources and referral options that can be 
used by staff members to refer an individual to appropriate services; 
and 


(d) Post any rules and responsibilities for individuals receiving 
treatment, including information on potential use of increased motiva- 
tion interventions or sanctions, in a public place in the facility. 
((+24+)) (3) Ensure that each staff member providing withdrawal 
management services to an individual, with the exception of substance 
use disorder professionals, substance use disorder professional train- 
ees, physicians, physician assistants, advanced registered nurse prac- 
titioners, or person with a co-occurring disorder specialist enhance- 
ment, completes a minimum of ( (fe*#¢¥)) 40 hours of documented training 
before being assigned individual care duties. This personnel training 
must include the following topics: 

(a) Substance use disorders; 

(b) Infectious diseases, to include hepatitis and tuberculosis 
(TB); and 

(c) Withdrawal screening, admission, and signs of trauma. 

(4) An agency certified for withdrawal management services must 
meet the certification standards for residential and inpatient behav- 
ioral health services in WAC 246-341-1104 and the individual service 
requirements for inpatient and residential substance use disorder 
services in WAC 246-341-1108. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-1100, filed 5/25/21, Stfective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-1100, filed 
4/16/19, effective 5/17/19.] 


CERTIFICATION AND SERVICE STANDARDS FOR BEHAVIORAL HEALTH RESIDENTIAL 
OR INPATIENT INTERVENTION, ASSESSMENT AND TREATMENT SERVICES 


Certified on 8/31/2022 [ 222 ] WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-140 
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WAC 246-341-1105 Behavioral health residential and inpatient in- 
tervention, assessment and treatment services—Certification stand- 
ards. (1) Agencies certified for behavioral health residential and 
inpatient services provide behavioral health intervention, assessment 
and treatment services in a residential treatment facility or hospi- 
tal. Residential and inpatient services under this certification in- 
clude: 

(a) In accordance with the service standards in WAC 246-341-1108: 

(i) Adult residential and inpatient substance use disorder treat- 
ment; and 

(ii) Youth residential and inpatient substance use disorder 
treatment; 

(b) In accordance with the service standards in WAC 246-341-1118: 

(i) Adult residential and inpatient mental health treatment; and 

(ii) Youth residential and inpatient mental health treatment. 

(2) Agencies certified for behavioral health residential and in- 
patient services must: 

(a) Be a facility licensed by the department as: 

(i) A hospital licensed under chapter 70.41 RCW; 

(ii) A private psychiatric hospital licensed under chapter 71.12 


RCW; 


(iii) A private alcohol and substance use disorder hospital li- 
censed under chapter 71.12 RCW; or 

(iv) A residential treatment facility licensed under chapter 
71.12 RCW; 

(b) Ensure access to necessary medical treatment, including emer- 
gency life-sustaining treatment and medication; 

(c) Review the individual's crisis or recovery plan, if applica- 
ble and available; 

(d) Determine the individual's risk of harm to self, others, or 
property; 

(e) Coordinate with the individual's current treatment provider, 
if applicable, to assure continuity of care during admission and upon 
discharge; 

(£) Develop and provide to the individual a discharge summary 
that must include: 

(i) A continuing care recommendation; and 

(ii) Scheduled follow-up appointments, including the time and 
date of the appointment(s), when possible. 

(3) If providing services to adults and minors, an agency must 
ensure that a minor who is at least age 13 but not yet age 18 is 
served with adults only if the minor's individual service record con- 
tains: 

(a) Documentation that justifies such placement; 

(b) A professional judgment that placement in an inpatient fa- 
cility that serves adults will not harm the minor; and 
(c) Ensure the following for individuals who share a room: 

(i) An individual 15 years of age or younger must not room with 
an individual 18 years of age or older; 

(ii) Anyone under 13 years of age must be evaluated for clinical 
appropriateness before being placed in a room with an individual 13 to 
16 years of age; and 
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16 or 17 years of age must be evaluated for 


aced in a room with an indi- 


(4) 


(a) 
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clinically appropriate. 

(b) 


An agency providing residential 
substance use disorder services to youth must 
irements: 
Allow communication between the youth and 
and facilitate 


or inpatient mental health or 
follow these additional 


the youth's parent, 
the communication 


Notify the parent or legal guardian within two hours of any 
ificant decrease in the behavioral or physical health status of 
notification and attempts of notification 


in the individual service record. 
(c) Discharge the youth to the care of the youth's parent, or if 
cable, legal guardian. For an unplanned discharge and when the 


appli 


parent or legal guardian is not available, 
state child prot 


cent 


ctive services. 


(d) 
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(i) 


ii) Emergency procedures. 


i 
) 
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ii) Provide leisure and other 
iii) 
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(iv) 
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a staff member who demonstrates knowledge of adoles- 
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Unless otherwise advised by the treatment provider: 
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vidual and the agency meets the requirements in subsection (4) (h) of 
this section. 

(6) An agency certified for behavioral health residential and in- 
patient intervention, assessment and treatment services may choose to 
provide services to individuals on a less restrictive alternative or- 
der in accordance with the requirements in WAC 246-341-0805. 


[] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
7/1/21) 


WAC 246-341-1108 Residential and inpatient substance use disor- 
der treatment services—((General)) Service standards. Residential 
substance use disorder treatment services provide substance use disor- 
der treatment for an individual in a facility with ( (4werRnt;-feur)) 24 
hours a day supervision. 

(1) ( (Restidentiat +reatment _sepriees—_imehide+ 

+a}_trtensive inpatient services; 

(554 aperoj A i 
cees; and 


+e}_heng—term residentiat treatment _seriees— 

+2+)) An agency ( (certified te-previde)) providing residential 
and inpatient substance use disorder treatment services must: 

(a) Provide education to each individual admitted to the treat- 
ment facility on: 

(1) Substance use disorders; 
(ii) Relapse prevention; 
(iii) Bloodborne pathogens; 
(iv) Tuberculosis (TB); 
( 
( 


v) Emotional, physical, and sexual abuse; and 

vi) Nicotine use disorder ((+));z 

(b) Maintain a list or source of resources, including self-help 
groups, and referral options that can be used by staff to refer an in- 
dividual to appropriate services; and 

(c) Develop and implement written procedures for: 

(i) Urinalysis and drug testing, including laboratory testing; 


and 

(ii) How agency staff members respond to medical and psychiatric 
emergencies. 

((434+)) (2) An agency that provides services to a pregnant woman 
must: 

(a) Develop and implement a written procedure to address specific 
issues regarding the woman's pregnancy and prenatal care needs; 

(b) Provide referral information to applicable resources; and 

(c) Provide education on the impact of substance use during preg- 
nancy, risks to the developing fetus, and the importance of informing 
medical practitioners of chemical use during pregnancy. 

((+44)) (8) An agency that provides an assessment to an individu- 
al under RCW 46.61.5056 must also meet the requirements for driving 
under the influence (DUI) assessment providers in WAC 246-341-0820. 

( (+3) An agency that provides substance tse _diserder _residenttat 
servieces—_to— youth must 
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tees,—en thetraividuat-serriceptren-)) (4) Inform individuals of 


their treatment options so they can make individualized choices for 
their treatment. This includes, as applicable, the initiation, contin- 
uation, or discontinuation of medications for substance use disorders. 

(5) For individuals choosing to initiate or continue medications 
for their substance use disorder, make available on-site or facilitate 
off-site access to continue or initiate Federal Drug Administration 
(FDA) -approved medication for any substance use disorder, when clini- 
cally appropriate, as determined by a medical practitioner. 

(6) Provide continuity of care that allows individuals to receive 
timely and appropriate follow up services upon discharge and, if ap- 
plicable, allows the individual to continue medications with no missed 
doses. 

(7) Document in the individual service record: 

(a) The individual being informed of their treatment options, in- 
cluding the use of medications for substance use disorder; 

(b) The continuation or initiation of FDA-approved medication for 
substance use disorder treatment that has been provided on-site or fa- 
Cilitated off-site, if applicable; 

(c) Referrals made to behavioral health providers, including doc- 
umentation that a discharge summary was provided to the receiving be- 
havioral health provider as allowed under 42 C.F.R. Part 2; and 
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(d) Contact or attempts to follow up with the individual post- 
discharge, including the date of correspondence. 

(8) An agency may not deny admission based solely on an individu- 
al taking FDA-approved medications, under the supervision of a medical 
provider, for their substance use disorder or require titration of 
dosages in order to be admitted or remain in the program. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-1108, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-1108, filed 
4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
141421) 


WAC 246-341-1118 Residential and inpatient mental health ( (żapa- 
tient)) services— ( (Generał) ) Service standards. (1) ( (Mentai heath 


+2+)) An agency providing residential and inpatient mental health 
( (+Hpatiern+t)) services must develop and implement an individualized 
annual training plan for agency staff members, to include at least: 

(a) Least restrictive alternative options available in the com- 
munity and how to access them; 

(b) Methods of ( (4Ré644¢¢uet<«1ere)) providing individualized 
treatment; and 

(c) ((Beeseatetien)) De-escalation training and management of as- 
saultive and self-destructive behaviors, including proper and safe use 
of seclusion and restraint procedures. 

((434+)) (2) If contract staff are providing direct services, the 
facility must ensure compliance with the training requirements out- 
lined in subsection ((+24+)) (1) of this section. 

((+44)) (8) A behavioral health agency providing mental health 
inpatient services must: 

(a) Document that each individual has received evaluations to de- 
termine the nature of the disorder and the treatment necessary, in- 
cluding: 

(i) A health assessment of the individual's physical condition to 
determine if the individual needs to be transferred to an appropriate 
hospital for treatment; 

(ii) Examination and medical evaluation within ( (4went;-feur)) 24 
hours of admission by a licensed physician, advanced registered nurse 
practitioner, or physician assistant; 
(iii) Consideration of less restrictive alternative treatment at 
the time of admission; and 

(iv) The admission diagnosis and what information the determina- 
tion was based upon. 
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+e}+)) Ensure examination and evaluation of a minor by a child- 
ren's mental health specialist occurs within ( (4went;-feus)) 24 hours 
of admission. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 


246-341-1118, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2019 c 324, RCW 71.24.037, 71.24.648, and 71.24.649. WSR 20-07-091, § 
246-341-1118, filed 3/17/20, effective 5/1/20. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-1118, filed 


4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 19-09-062, filed 4/16/19, effective 
5/17719) 


WAC 246-341-1124 ((Mental—health)) Residential and inpatient 
mental health services—Rights related to antipsychotic medication. 
All individuals have a right to make an informed decision regarding 
the use of antipsychotic medication consistent with the provisions of 
RCW 71.05.215 and 71.05.217. The provider must develop and maintain a 
written protocol for the involuntary administration of antipsychotic 
medications, including all of the following requirements: 

(1) The clinical record must document all of the following: 

n 
e 


(a) An attempt to obtain informed consent. 
(b) The individual was asked if they wish to decline treatment 
during the ( (4wernt;-feus)) 24-hour period prior to any court proceed- 
ing wherein the individual has the right to attend and is related to 
their continued treatment. The answer must be in writing and signed 
when possible. In the case of a child under the age of ( (e+4Rtees) ) 
18, the psychiatrist, physician assistant working with a supervising 
psychiatrist, psychiatric advanced registered nurse practitioner, or 
physician or physician assistant in consultation with a mental health 
professional with prescriptive authority must be able to explain to 
the court the probable effects of the medication. 
(c) The reasons why any antipsychotic medication is administered 
over the individual's objection or lack of consent. 
(2) The psychiatrist, physician assistant working with a super- 
vising psychiatrist, psychiatric advanced registered nurse practition- 
er, or physician or physician assistant in consultation with a mental 
health professional with prescriptive authority may administer anti- 
psychotic medications over an individual's objections or lack of con- 
sent only when: 
(a) An emergency exists, provided there is a review of this deci- 
sion by a second psychiatrist, physician assistant working with a su- 
pervising psychiatrist, psychiatric advanced registered nurse practi- 
tioner, or physician or physician assistant in consultation with a 
mental health professional with prescriptive authority within ( (4wen- 
ty-feur)) 24 hours. An emergency exists if all of the following are 
true: 


(i) The individual presents an imminent likelihood of serious 
harm to self or others; 
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CERTIFICATION AND SERVICE STANDARDS FOR INVOLUNTARY BEHAVIORAL HEALTH 
RESIDENTIAL OR INPATIENT SERVICES 


NEW SECTION 


WAC 246-341 


-1131 


inpatient services—Certification standards. 


Involuntary behavioral health residential and 


(1) Agencies certified 


for involuntary behavioral health residential and inpatient services 
provide behavioral health intervention, assessment and treatment serv- 
ices in a residential treatment facility or hospitals to individuals 
subject to a civil commitment or court-order under chapter 71.05 or 
71.34 RCW or deemed not guilty by reason of insanity (NGRI) under 
chapter 10.77 RCW. Involuntary residential and inpatient services un- 
der this certification include the following services: 

(a) In accordance with the service standards in WAC 246-341-1133: 

(i) Adult involuntary evaluation and treatment; and 

(ii) Youth involuntary evaluation and treatment; 

(b) In accordance with the service standards in WAC 246-341-1135: 

(i) Adult secure withdrawal management; and 

(ii) Youth secure withdrawal management; 

(c) NGRI behavioral health treatment. 

(2) An agency providing involuntary behavioral health services 
must: 

(a) Follow the applicable statutory requirements in chapter 
LO.77, TL 0S7 0% 71.34 RCW; 

(b) Ensure that services are provided in a secure environment. 
"Secure" means having: 

(i) All doors and windows leading to the outside locked at all 
times; 

(ii) Visual monitoring, in a method appropriate to the individu- 
al; 

(iii) A space to separate persons who are violent or may become 


violent from oth 
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(iv) The me 
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fessional, or person with a co-occurring disorder specialist enhance- 
ment as appropriate, for the purpose of evaluation as to: 

(1) The need for further treatment; 

(ii) Whether there is a change in involuntary status; or 

(iii) Possible discharge; 

(b) For an individual who has been delivered to the facility by a 
peace officer for evaluation, the individual service record must con- 
tain: 


(i) A statement of the circumstances under which the individual 
was brought to the unit; 

(ii) The admission date and time; 

(iii) Determination of whether to refer to a designated crisis 
responder (DCR) to initiate civil commitment proceedings; 

(iv) If evaluated by a DCR, documentation that the evaluation was 
performed within the required time period, the results of the evalua- 
tion, and the disposition of the person; 
(c) Upon discharge of the individual the agency shall provide no- 
tification to the DCR office responsible for the initial commitment, 
which may be a federally recognized Indian tribe or other Indian 
health care provider if the DCR is appointed by the health care au- 
thority, and the DCR office that serves the county in which the indi- 
vidual is expected to reside. 
(4) Agencies certified for involuntary behavioral health residen- 
tial and inpatient services must also follow the certification stand- 
ards for residential and inpatient behavioral health services in WAC 
246-341-1105. 
(5) An agency certified for involuntary behavioral health resi- 
dential and inpatient services may choose to provide services to indi- 
vidual on a less restrictive alternative order in accordance with the 
requirements in WAC 246-341-0805. 


[] 


NEW SECTION 


WAC 246-341-1133 Evaluation and treatment services—Service 
standards. (1) Evaluation and treatment services are provided for in- 
dividuals who are held for 120-hour detention or on 14-day, 90-day, or 
180-day civil commitment orders according to chapters 71.05 and 71.34 
RCW. An agency providing evaluation and treatment services may choose 
to serve individuals who are held for 120-hour detention, or on short- 
term commitment orders (14-day), long-term commitment orders (90-day 
and 180-day), or all three. Agencies providing evaluation and treat- 
ment services may also provide services for individuals who are not 
detained or committed. 

(2) An agency providing evaluation and treatment services for 
youth must be a contracted child long-term inpatient treatment facili- 
ty (CLIP), except as specified in subsection (4) of this section. The 
CLIP facility must develop a written plan for assuring that services 
provided are appropriate to the developmental needs of children, in- 
cluding all of the following: 

(a) If there is not a child psychiatrist on the staff, there must 

be a child psychiatrist available for consultation. 
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(2) An agency providing intensive behavioral health treatment 
services must ensure services are provided: 

(a) In a residential treatment facility licensed under chapters 
71.12 RCW and 246-337 WAC; 

(b) By a multidisciplinary team including clinicians, community 
supports, and those responsible for discharge planning; and 
(c) With ( (went y-ferus)) 24 hour observation of individuals by at 
least two staff who are awake and on duty. 
(3) The agency must meet the behavioral health residential and 
inpatient intervention, assessment and treatment services certifica- 
tion standards in WAC 246-341-1105 and the residential and inpatient 
mental health service standards in WAC 246-341-1118. 

(4) The agency may: 

(a) Only admit individuals at least ((e+eRtEe|en)) 18 years of age 
whose primary care need is treatment for a mental health disorder that 
does not include a diagnosis of dementia or an organic brain disorder, 
but may include individuals who have a secondary diagnosis of intel- 
lectual or developmental disabilities; 

(b) Only admit individuals who are capable of performing activi- 
ties of daily living without direct assistance from agency staff; and 

(c) Not admit individuals with a diagnosis of dementia or an or- 
ganic brain disorder who can more appropriately be served in an en- 
hanced services facility licensed under chapters 70.97 RCW and 388-107 
WAC or other long-term care facility as defined in RCW 70.129.010. 

((+44)) (5) The agency must follow WAC 246-341-0805 regarding 
less restrictive alternative services. 

((+5+)) (6) In addition to the applicable training requirements 
in this chapter, the agency must train all direct care staff on how to 
provide services and appropriate care to individuals with intellectual 


or developmental disabilities as described in Title 71A RCW, includ- 
ing: 

(a) An overview of intellectual and developmental disabilities 
including how to differentiate intellectual or developmental disabili- 


ties from mental illness; 
(b) Effective communication including methods of verbal and non- 
verbal communication when supporting individuals with intellectual or 
developmental disabilities; and 
(c) How to identify behaviors in individuals that constitutes 
"normal stress" and behaviors that constitute a behavioral health cri- 
sis. 


((+6+)) (7) The agency must develop and implement policies and 
procedures that explain how the agency will have sufficient numbers of 
appropriately trained, qualified, or credentialed staff available to 
safely provide all of the following services in accordance with an in- 
dividual's care plan and needs: 

(a) Planned activities for psychosocial rehabilitation services, 
including: 

(i) Skills training in activities of daily living; skills train- 
ing may include teaching and prompting or cueing individuals to per- 
form activities, but does not include directly assisting individuals 
in performing the activities; 

(ii) Social interaction; 

(iii) Behavioral management, including self-management and under- 
standing of recovery; 

(iv) Impulse control; 

(v) Training and assistance for self-management of medications; 


and 
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((42+)) (13) In addition to all other applicable rights, an in- 
dividual receiving certified intensive behavioral health treatment 
services has the right to: 

(a) Be free of interference, coercion, discrimination, and repri- 
sal from the agency in exercising their rights; 

(b) Choose a representative who may exercise the individual 
rights to the extent provided by law; 

(c) Manage their own financial affairs; 

(d) Personal privacy and confidentiality, including the following 
considerations: 

(i) Personal privacy applies to accommodations, medical treat- 
ment, written and telephone communications, personal care, visits, and 
meetings of family and resident groups. 

(ii) The individual may approve or refuse the release of personal 
and ((e#steeat)) individual service records to an individual outside 
the agency unless otherwise provided by law. 

(iii) Privacy in communications, including the right to: 

(A) Send and promptly receive mail that is unopened; 

(B) Have access to stationery, postage, and writing implements; 


S 


and 


(C) Have reasonable access to the use of a telephone where calls 
can be made without being overheard. 

(e) Prompt resolution of voiced grievances including those with 
respect to treatment that has been furnished as well as that which has 
not been furnished and the behavior of other residents; 

(£) File a report with the department for any reason; 

(g) Examine the results of the most recent review or inspection 
of the agency conducted by federal or state reviewers or inspectors 
and plans of correction in effect with respect to the agency; 

(h) Receive information from client advocates, and be afforded 
the opportunity to contact these advocates; 

(i) Access the following without interference: 

(i) Any representative of the state; 

(ii) The individual's medical provider; 

(iii) Ombuds; 

(iv) The agencies responsible for the protection and advocacy 
system for individuals with disabilities, developmental disabilities, 
and individuals with mental illness created under federal law; and 
(v) Subject to reasonable restrictions to protect the rights of 
others and to the individual's right to deny or withdraw consent at 
any time, immediate family or other relatives of the individual and 
others who are visiting with the consent of the resident. 
(j) Retain and use personal possessions, including some furnish- 
ings, and appropriate clothing, as space permits, unless to do so 
would infringe upon the rights or health and safety of other resi- 
dents; 

(k) Secure storage, upon request, for small items of personal 
property; 

(1) Be notified regarding transfer or discharge; 

(m) Be free from restraint and involuntary seclusion; 

(n) Be free from verbal, sexual, physical, and mental abuse, cor- 
poral punishment, and involuntary seclusion; 

(o) Choose activities, schedules, and health care consistent with 
the individual's interests, assessments, and plans of care; 

(p) Interact with members of the community both inside and out- 
Side the agency; 
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(q) Make choices about aspects of their life in the agency that 
are significant to the individual; 

(r) Unless adjudged incompetent or otherwise found to be legally 
incapacitated, participate in planning care and treatment or changes 
in care and treatment; 
(s) Unless adjudged incompetent or otherwise found to be legally 
incapacitated, to direct their own service plan and changes in the 
service plan, and to refuse any particular service so long as such re- 
fusal is documented in the record of the individual; 
(t) Participate in social, religious, and community activities 
that do not interfere with the rights of other individuals in the 
agency; 

(u) Reside and receive services in the agency with reasonable ac- 
commodation of individual needs and preferences, except when the 
health or safety of the individual or other individuals would be en- 
dangered; and 

(v) Organize and participate in participant groups. 

( (4+48+)) (14) The individual and their representative have the 
right to: 
(a) Access all records pertaining to the individual including 
((etieieat)) individual service records according to requirements in 

WAC 246-341-0650; and 
(b) Be notified, along with interested family members, when there 


1s: 


(i) An accident involving the individual which requires or has 
the potential for requiring medical intervention; 

(ii) A significant change in the individual's physical, mental, 
or psychosocial status; and 

(iii) A change in room or roommate assignment. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-1137, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2019 c 324, RCW 71.24.037, 71.24.648, and 71.24.649. WSR 20-07-091, § 
246-341-1137, filed 3/17/20, effective 5/1/20.] 


CERTIFICATION STANDARDS FOR CRISIS STABILIZATION UNIT AND TRIAGE SERV- 
ICES 


AMENDATORY SECTION (Amending WSR 21-12-042, filed 5/25/21, effective 
14/1721) 


WAC 246-341-1140 ( (Mental heałlth-inpatient serviees—))Crisis 
stabilization unit and triage—Certification standards. An agency 
certified to provide crisis stabilization unit or triage services must 
meet all of the following criteria: 
(1) A triage facility must be licensed as a residential treatment 
facility under chapter 71.12 RCW. 
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(2) If a crisis stabilization unit or triage facility is part of 
a jail, the unit must be located in an area of the building that is 
physically separate from the general population. "Physically separate" 
means: 

(a) Out of sight and sound of the general population at all 
times; 

(b) Located in an area with no foot traffic between other areas 
of the building, except in the case of emergency evacuation; and 
(c) Has a secured entrance and exit between the unit and the rest 
of the facility. 

(3) Ensure that a mental health professional is on-site at least 
eight hours per day, seven days a week, and accessible ( (4wern—-feusr) ) 
24 hours per day, seven days per week. 

(4) Ensure a mental health professional assesses an individual 
within three hours of the individual's arrival at the facility. 

(5) For persons admitted to the crisis stabilization unit or tri- 
age facility on a voluntary basis, the ((e++R+eeat)) individual service 
record must meet the ((e#sieeaet)) individual service record require- 
ments in WAC 246-341-0640. 

(6) An agency certified to provide crisis stabilization unit or 
triage services must meet the service standards for residential and 
inpatient mental health services in WAC 246-341-1105 and the applica- 
ble standards in WAC 246-341-1131 if providing involuntary crisis sta- 
bilization unit or triage services. 


[Statutory Authority: RCW 71.24.037, 71.05.560, 71.34.380, 18.205.160, 
71.24.037 and chapters 71.05, 71.24, and 71.34 RCW. WSR 21-12-042, § 
246-341-1140, filed 5/25/21, effective 7/1/21. Statutory Authority: 
2018 c 201 and 2018 c 291. WSR 19-09-062, § 246-341-1140, filed 
4/16/19, effective 5/17/19.] 


CERTIFICATION AND SERVICE STANDARDS FOR COMPETENCY RESTORATION SERV- 
ICES 


AMENDATORY SECTION (Amending WSR 19-09-062, filed 4/16/19, effective 
SA LIL) 


WAC 246-341-1154 ( (Mental health inpatient—_services—) ) Competen- 
cy evaluation and restoration. A behavioral health agency may provide 
competency evaluation and restoration treatment services to individu- 
als under chapter 10.77 RCW when the department certifies the serv- 
ices. 


(1) In addition to meeting the agency licensure, certification, 
administration, personnel, and clinical requirements in WAC 
246-341-0100 through 246-341-0650 and the inpatient services require- 
ments in WAC ( (246-344+-1446 +4erevugh 246-344+-422)) 246-341-1105 and 
applicable requirements in WAC 246-341-1131, an agency providing com- 
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petency evaluation and restoration services must be licensed by the 


department as: 


(a) A residential treatment facility consistent with chapter 
246-337 WAC; 

(b) A hospital consistent with chapter 246-320 WAC; 

(c) A private psychiatric hospital consistent with chapter 
246-322 WAC; or 

(d) An inpatient evaluation and treatment facility as provided in 
WAC ( (246-34+-4434)) 246-341-1133 and consistent with chapter 246-337 
WAC. 

(2) The administrative policies and procedures must include: 

(a) Designation of a psychiatrist as the professional person in 
charge of clinical services at the agency; 

(b) Procedures to assure the protection of individual participant 
rights in WAC 246-341-1156; and 

(c) Procedures to assure that seclusion and restraint are used 
only to th xtent necessary to ensure the safety of the individual 
see WAC 246-341-1158. 

(3) The ((e++Rieet)) individual service record must include all 
of the following: 

(a) A copy of the court order and charging documents. If the or- 
der is for competency restoration treatment and the competency evalua- 


tion was provided by a qualified exper 


or professional person who was 


not designated by the secretary, a copy of all previous court orders 
related to competency or criminal insanity provided by the state anda 
copy of any evaluation reports must be included. 

(b) A copy of the discovery materials, including, at a minimum, a 
statement of the individual's criminal history. 

(c) A copy of the individual's medical clearance information. 

(d) All diagnostic and therapeutic services prescribed by the at- 
tending clinical staff members. 

(e) Specific targets and strategies for restoring competency to 
include periodic assessments of gains on these targets. 

(f£) Participation of a multidisciplinary team that includes at a 
minimum: 

(i) A physician, advanced registered nurse practitioner (ARNP), 
or physician assistant certified (PA-C); 

(ii) A nurse, if the person in (f) (i) of this subsection is not 
an ARNP; and 

(iii) A mental health professional. 


(g) 


may include a psychologist and chemical 
All assessments and justification for the use of seclusion or 


(h) 
restraint. 


vii) Brief 
(b) The 


ident 


hea 
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(5) To determine the nature of the disorder and the treatment 
necessary, the agency must ensure that the individual receives th 
following assessments and document in the client's record the date 
provided: 

(a) A health assessment of the individual's physical condition to 
determine if the individual needs to be transferred to an appropriate 
hospital for treatment; 

(b) An examination and medical evaluation within ( (4wern—-fexus) ) 
24 hours by a physician, advanced registered nurse practitioner, or 
physician assistant; 

(c) A psychosocial evaluation by a mental health professional 


‘Ne 


and 


(d) A competency to stand trial evaluation conducted by a li- 
censed psychologist, or a copy of a competency to stand trial evalua- 
tion using the most recent competency evaluation, if an evaluation has 
already been conducted. 
(6) If a state hospital transfers an individual to an agency for 
competency restoration treatment, the agency must review the individu- 
al's completed admission assessment from the state hospital to assure 
it meets the requirements of subsection (3) of this section for ini- 
tial assessments. The agency must update the assessment as needed. If 
the state hospital has not completed or has only partially completed 
an assessment for the individual, the agency must complete the assess- 
ment according to the requirements in subsections (2) and (3) of this 
section. 

(7) The agency must ensure the individual service plan is comple- 
ted within seven days of admission and is updated every ( (H#iRet¥)) 90 
days. 


[Statutory Authority: 2018 c 201 and 2018 c 291. WSR 19-09-062, S$ 
246-341-1154, filed 4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 19-09-062, filed 4/16/19, effective 
541779) 


WAC 246-341-1156 ( (Mental health-inpatient- servicees—))Competen- 
cy evaluation and restoration—Rights. (1) An agency providing compe- 
tency evaluation and restoration treatment services must develop a 
statement of individual participant rights to ensure an individual's 
rights are protected. The statement must incorporate at a minimum all 
of the following. You have the right to: 

(a) Receive services without regard to race, creed, national ori- 
gin, religion, gender, sexual orientation, age or disability; 

(b) Practice the religion of choice as long as the practice does 
not infringe on the rights and treatment of others or the treatment 
services and, as an individual participant, the right to refuse par- 
ticipation in any religious practice; 
(c) Reasonable accommodation in case of sensory or physical disa- 
bility, limited ability to communicate, limited English proficiency, 
or cultural differences; 

(da) Respect, dignity and privacy, except that agency staff mem- 
bers may conduct reasonable searches to detect and prevent possession 
or use of contraband on the premises; 

(e) Be free of sexual harassment; 
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(f) Be fr of exploitation, including physical and financial ex- 
ploitation; 

(g) Have all clinical and personal information treated in accord 
with state and federal confidentiality rules and laws; 

(h) Review your ((eb+Rieat)) individual service record in the 
presence of the administrator or the administrator's designee and the 
opportunity to request amendments or corrections; 


(i) Upon request, receive a copy of the agency's internal proce- 
dures for addressing reported concerns that may amount to a complaint 
or grievance; and 

(j) Submit a report to the department when you believe the agency 
has violated a Washington Administrative Code (WAC) requirement that 
regulates facilities. 
(2) Each agency must ensure the applicable individual participant 
rights described in subsection (1) of this section are: 

(a) Provided in writing to each individual on or before admis- 


sion; 
(b) Posted in public areas; 

(c) Available in alternative formats for an individual who is 
visually impaired; 

(d) Translated to a primary or preferred language identified by 
an individual who does not speak English as the primary language, and 
who has a limited ability to read, speak, write, or understand Eng- 
lish; and 

(e) Available to any individual upon request. 

(3) Each agency must ensure all research concerning an individual 
whose cost of care is publicly funded is done in accordance with chap- 
ter 388-04 WAC, the protection of human research subjects, and other 
applicable state and federal rules and laws. 

(4) In addition to the requirements in this section, each agency 
enrolled as either a medicare or medicaid provider, or both, must en- 
sure an individual seeking or participating in competency evaluation 
or restoration treatment services, or the person legally responsible 
for the individual is informed of the medicaid rights at time of ad- 
mission in a manner that is understandable to the individual or legal- 
ly responsible person. 


[Statutory Authority: 2018 c 201 and 2018 c 291. WSR 19-09-062, S$ 
246-341-1156, filed 4/16/19, effective 5/17/19.] 


AMENDATORY SECTION (Amending WSR 19-09-062, filed 4/16/19, effective 
54-779) 


WAC 246-341-1158 ( (Mental -health-inpatient- servicees—))Competen- 
cy evaluation and restoration—Seclusion and restraint. (1) An indi- 
vidual receiving either competency evaluation or restoration treatment 
services, or both has the right to be free from seclusion and re- 
straint, including chemical restraint except as otherwise provided in 
this section or otherwise provided by law. The agency must do all of 
the following: 

(a) Develop, implement, and maintain policies and procedures to 
ensure that seclusion and restraint procedures are used only to the 

xtent necessary to ensure the safety of an individual and in accord- 
ance with WAC 246-322-180 or 246-337-110, whichever is applicable. 
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Maintain a written procedure for the response to medical and 
psychiatric emergencies. 
An agency certified to provide problem gambling and gambling 
disorder services must ensure: 

All problem gambling 


and gambling disorder treatment services 


An individual credentialed by the department under chapter 


18.83, 


s1 94 182383, 
bling counselor, 


or 


or 18.225 RCW, 
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CERTIFICATION STANDARDS FOR APPLIED BEHAVIOR ANALYSIS MENTAL HEALTH 
SERVICES 


NEW SECTION 


WAC 246-341-1300 Applied behavior analysis mental health serv- 
ices—Certification standards. Applied behavior analysis (ABA) serv- 
ices assist individuals and their families using the practice of be- 
havior analysis as defined in RCW 18.380.010. 

(1) An agency providing ABA services must: 

(a) Conduct an assessment that determines functional relations 
between behavior and environmental factors; 

(b) Develop an ABA treatment plan; 

(c) Maintain an individual's individual service record that con- 
tains documentation of the following: 

(i) The name of the agency or other sources through which the in- 
dividual was referred, if applicable; 

(ii) An assessment; 

(iii) A copy of the ABA treatment plan, including progress notes; 


(iv) Any referral made to a more intensive level of care when ap- 
propriate; 
(v) Consent to include the individual's family members, signifi- 


cant others, and other relevant treatment providers as necessary to 
provide support to the individual; 
(vi) A brief summary of each service encounter, including the 
date, time, and duration of the encounter; 
(vii) Name(s) of participant(s), including the name of the indi- 
vidual who provided the service; 
(viii) Any information or copies of documents shared by or with a 
behavioral health agency or credentialed behavioral health professio- 
nal; and 
(ix) Discharge information as follows: 
(A) A discharge statement if the individual left without notice; 


or 


(B) Discharge information for an individual who did not leave 

without notice, completed within seven working days of the individu- 
al's discharge, including the date of discharge and continuing care 
plan. 


(2) ABA agencies that bill Medicaid must also follow the require- 
ments administered by the health care authority as described in chap- 
ter 182-531A WAC. 

(3) The ABA treatment plan must: 

(a) Be developed and maintained by a licensed behavior analyst 
(LBA) (see subsection (5) of this section); 
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WAC 246-341-0744 Outpatient services—Information and 
assistance services—Substance use 
disorder services—General. 

WAC 246-341-0748 Outpatient services—Substance use 
disorder information and assistance— 
Information and crisis services. 

WAC 246-341-0750 Outpatient services—Substance use 


disorder information and assistance— 
Emergency service patrol. 


WAC 246-341-0754 Outpatient services—Problem gambling 
and gambling disorder services. 
WAC 246-341-0800 Involuntary and court-ordered— 


Noncompliance reporting for outpatient 
court-ordered substance use disorder 
treatment. 


WAC 246-341-0810 Involuntary and court-ordered— 
Designated crisis responder (DCR) 
services. 

WAC 246-341-0900 Crisis mental health services—General. 

WAC 246-341-0905 Crisis mental health services—Telephon 
support services. 

WAC 246-341-0910 Crisis mental health services—Outreach 
services. 

WAC 246-341-0915 Crisis mental health services— 
Stabilization services. 

WAC 246-341-1050 General requirements for mental health 


and substance use disorder inpatient 
and residential services. 


WAC 246-341-1060 General requirements for mental health 
and substance use disorder inpatient 
and residential services providing 
services under chapter 71.05 or 71.34 
RCW. 


WAC 246-341-1070 Inpatient and residential substance use 
disorder services—General. 


WAC 246-341-1104 Secure withdrawal management and 
stabilization services. 


WAC 246-341-1110 Residential substance use disorder 
treatment services—Intensive inpatient 
services. 


WAC 246-341-1112 Residential substance use disorder 
treatment services—Low intensity 
(recovery house) residential treatment 


services. 

WAC 246-341-1114 Residential substance use disorder 
treatment services—Long-term treatment 
services. 

WAC 246-341-1134 Mental health inpatient services 


Evaluation and treatment services. 
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WAC 246-341-1138 Mental health inpatient services—Child 
long-term inpatient program (CLIP). 
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WSR 22-17-141 
PROPOSED RULES 


DEPARTMENT OF HEALTH 
[Filed August 23, 2022, 2:17 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 21-20-011. 

Title of Rule and Other Identifying Information: Chapter 246-12 
WAC, Administrative procedures and requirements for credentialed 
health care providers. The department of health (department) is pro- 
posing model rules establishing minimum standards for health equity 
continuing education (CE) for health professions credentialed under 
RCW 18.130.040 with a CE requirement. 
Hearing Location(s): On September 29, 2022, at 11:00 a.m. In re- 
sponse to the coronavirus disease 2019 (COVID-19), the department will 
not provide a physical location for this hearing. This promotes social 
distancing and helps provide for the safety of the citizens of Wash- 
ington state. A virtual public hearing, without a physical meeting 
space, will be held instead. Register in advance for this webinar 
https://us02web.zoom.us/webinar/register/WN e-fWelDpSaiddsBcc5J1Yg. 
After registering, you will receive a confirmation email containing 
information about joining the webinar. 

Date of Intended Adoption: October 6, 2022. 

Submit Written Comments to: Contact Ashley Bell, P.O. Box 47843, 
Olympia, WA 98504, email https://fortress.wa.gov/doh/policyreview, by 
September 29, 2022. 

Assistance for Persons with Disabilities: Contact Ashley Bell, 
phone 360-236-2961, TTY 711, email 
healthequityimplementation@doh.wa.gov, by September 25, 2022. 

Purpose of the Proposal and Its Anticipated Effects, Including 
Any Changes in Existing Rules: ESSB 5229 (chapter 276, Laws of 2021), 
codified as RCW 43.70.613, directs the department to establish model 
rules creating minimum standards for health equity CE training pro- 
grams. The proposed rules create four new sections in chapter 246-12 
WAC to implement RCW 43.70.613: Purpose, definitions, minimum health 
equity CE hours, and health equity CE training content. The proposed 
rules require completion of two hours of health equity CE every four 
years for all health professionals credentialed under RCW 18.130.040 
with a CE requirement. The proposed rules also require that the two CE 
hours include implicit bias training to identify strategies to reduce 
bias during assessment and diagnosis. Rule-making authorities for each 
profession may create standards that exceed the minimum standards in 
the model rules. 

Reasons Supporting Proposal: RCW 43.70.613 (3) (b) requires the 
department to establish model rules with minimum standards for health 
equity CE programs by January 1, 2023. RCW 43.70.613 (3) (b) directs 
the department to consult with patients and communities with lived ex- 
periences of health inequities or racism in the health care system and 
boards and commissions when developing the proposed rules. The depart- 
ment held four listening sessions that invited individuals with lived 
experiences of health inequities or racism in the health care system 
to share their experiences, which the department used to develop rule 
language. The department also held four rules workshops where the pro- 
posed rule language was developed with the public, boards, and commis- 
sions. RCW 43.70.613 (3) (c) requires the minimum standards to include 
instruction on skills to address structural factors, such as bias, 
racism, and poverty that manifest as health inequities. The proposed 
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rule requires that implicit bias training be included in the two CE 
hours health professionals must complete. 

Statutory Authority for Adoption: RCW 18.130.040, 43.70.613. 
Statute Being Implemented: ESSB 5229 (chapter 276, Laws of 2021). 
Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Proponent: Department of health, governmental. 

Name of Agency Personnel Responsible for Drafting, Implementa- 
tion, and Enforcement: Ashley Bell, 111 Israel Road S.E., Tumwater, WA 
98501, 360-236-2961. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is required under RCW 34.05.328. A pre- 
liminary cost-benefit analysis may be obtained by contacting Ashley 
Bell, P.O. Box 47843, Olympia, WA 98504, phone 360-236-2961, TTY 711, 
email healthequityimplementation@doh.wa.gov. 

This rule proposal, or portions of the proposal, is exempt from 
requirements of the Regulatory Fairness Act because the proposal: 

Is exempt under RCW 19.85.025(4). 

Explanation of how the above exemption applies to the proposed 
rule: The exemption applies to all portions of the rule proposal. 

Scope of exemption for rule proposal: 

Is fully exempt. 


August 23, 2022 

Kristin Peterson, JD 

Chief of Policy 

for Umair A. Shah, MD, MPH 
Secretary 


OTS-3964.2 


PART 15 
MINIMUM STANDARDS FOR HEALTH EQUITY CONTINUING EDUCATION TRAININGS FOR 
HEALTH CARE PROFESSIONALS 


NEW SECTION 


WAC 246-12-800 Purpose. WAC 246-12-810 through 246-12-830 con- 
tain model rules establishing minimum standards for health equity con- 
tinuing education trainings for health care professionals credentialed 
under RCW 18.130.040 with a continuing education requirement. The 
rule-making authority for each health profession credentialed under 
RCW 18.130.040 with a continuing education requirement may set stand- 
ards that exceed the minimum standards in this chapter. 


[] 
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WAC 246-12-810 Definitions. The definitions in this section and 
RCW 43.70.613 apply throughout WAC 246-12-800 through 246-12-830 un- 
less the context clearly requires otherwise. 
(1) "Department" means the Washington state department of health. 
(2) "Health care professional" means an individual credentialed 
or holding a retired active credential in one of the health profes- 
sions listed in RCW 18.130.040 with a continuing education require- 
ment. 


(3) "Health equity" means all people have the same opportunities 
and equal access in order to attain their full health potential re- 
gardless of the color of their skin, ancestry, ethnicity, level of ed- 
ucation, gender identity, sexual orientation, age, religion, socioeco- 
nomic status, the job they have, the neighborhood they live in, or 
their ability status. 


[] 


NEW SECTION 


WAC 246-12-820 Health equity continuing education training mini- 
mum hours. Health care professionals must complete a minimum of two 
hours in health equity continuing education training every four years, 
unless the relevant rule-making authority specifies a higher number of 
hours in rule. 


[] 


NEW SECTION 


WAC 246-12-830 Health equity continuing education training con- 
tent. An education program providing health equity continuing educa- 
tion training must: 

(1) Include implicit bias training to identify strategies to re- 
duce bias during assessment and diagnosis and may include, but is not 
limited to, at least one of the topics included in RCW 43.70.613 
(3) (c). 
(2) Have trainers with demonstrated knowledge and experience re- 
lated to health equity. Research referenced in the training must be 
based on current empirical research and known best practices. 

(3) Have courses that assess the health care professional's abil- 
ity to apply health equity concepts into practice in accordance with 
profession specific rules, which may include, but are not limited to: 

(a) An assessment at the end of an in-person or virtual continu- 
ing education training to determine knowledge gained during that 
training; or 

(b) A document provided at the end of an in-person or virtual 
continuing education training that attests attendance at the training. 


[] 
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WSR 22-17-147 
PROPOSED RULES 
BUILDING CODE COUNCIL 


[Filed August 2 


Notice. 


3, 2022, 3:57 p.m.] 


Preproposal statement of inquiry was filed as WSR 22-03-026. 


Title of Rul 


and Internation 
Hearing Locat 
North 2nd Street, 


a.m., 


at 


al 


1500 J 


le and Other Identifying Information: Chapter 51-52 
WAC, Adoption and amendment of the 2021 International Mechanical Code 
1 Fuel Gas Code. 
tion(s): On September 30, 2022, at 10:00 a.m., at 129 
Yakima, WA 98901; or on October 14, 2022, at 10:00 
efferson Street S.E., Olympia, WA 98504. Please access 
or via Zoom or conference call. The Zoom link 


the meetings in 
and phone are provided in 
tended Adoption: 
tten Commen 
Olympia, 


Date of In 
Submi 
P.O. Box 41449, 
tober 14, 
Assist 
360-407-9255, 
Purpose of the Proposal 
Any Changes in Existing Ru 
tion of the In 
Gas Code, 
state amendment 


Wri 


2022. 


-person, 


tance for Person 
email sbcc@des.wa.gov, 


the agen 
No 


da at sbcc.wa.gov. 
vember 4, 2022. 


ES. “tor -S 
WA 98504- 


s with D 


(SBCC), 
by Oc- 


tate Building Code Council 
1449, email sbcc@des.wa.gov, 


isabilities: Annette Haworth, phone 


and I 
les: The 


terna 
published by the 
ts to incorporate pr 


tional Mechanic 


by September 16, 2022. 
ts Anticipated Effects, Including 
proposed rule adopts the 2021 edi- 


al Code (IMC) and International Fuel 


Interna 


tional Code Council (ICC), with 
oposed changes as adopted by the 


Washington state building code council. The rules will provide in- 
creased clarity and life safety measures for building construction and 
use in Washington state. 
Proposed Section 
and Title Type of Change Description 

1. 51-52-003 Update reference The adopted code edition is changed from the 2018 
International International Mechanical Code to the 2021 International 
Mechanical Code Mechanical Code. 

2; 51-52-008 Effective date Sets July 1, 2023, as the effective date for the 2021 IMC. 
Implementation 

3. 101.2 Scope Update reference Updates the adopted code references for NFPA 58 (2020) 

and NFPA 54 (2021). 

4. 113.4 Failure to Editorial The term "authority having jurisdiction" was changed to 
comply "code official" in an effort to remove any ambiguity. 

5. 202 "Balanced Code change/clarification The phrase "dwelling or sleeping" was added to the first 
whole house (21-GP2-076) sentence for clarity. The second sentence was moved to 
ventilation" Section 403.4.6.3 since it is more in the nature of a code 

requirement than part of a definition. 

6. 202 "Not balanced | Code change/clarification A new definition was added to help clarify the whole house 
whole house (21-GP2-076) ventilation requirements and rate adjustment in Table 
ventilation 403.4.3 and when and where balanced ventilation is 

required. 

7. 202 "Distributed Code change/clarification This definition was revised to separate adjacent rooms from 
whole house (21-GP2-076) adjoining spaces and help clarify requirements for whole 
ventilation" house ventilation. 

8. 202 "Not Code change/clarification A new definition was added to help clarify the whole house 
distributed whole (21-GP2-076) ventilation requirements and rate adjustment in Table 
house ventilation" 403.4.3 and when and where balanced ventilation is 

required. 
Certified on 8/31/2022 [ 253 ] WSR Issue 22-17 - Proposed 


Washington State Register, 


Issue 22-17 WSR 22-17-147 


Proposed Section 
and Title Type of Change Description 

9. 202 "Enclosed Code change This definition was added to coordinate with the proposal 

kitchen" (21-GP2-063) requiring additional kitchen hood ventilation and helps 
clarify the difference between an open kitchen and enclosed 
kitchen. 

10. 202 "Interior Code change/clarification | A new definition was added to help clarify the whole house 
adjacent room" (21-GP2-076) ventilation requirements and when and where balanced 

ventilation is required. 

11. 202 "Interior Code change/clarification | A new definition was added to help clarify the whole house 
adjoining room" (21-GP2-076) ventilation requirements and when and where balanced 

ventilation is required. 

12. 306.6 Appliances Code change/clarification This change removes the requirement for appliances above 
above ceilings (21-GP2-087) ceilings to have ready access. While the section required 

ready access, it also specified that the ready access was to a 
removal panel or tile, contrary to the definition of ready 
access. This clarifies that a removable panel is allowed. The 
sizing was changed, going from nominal dimensions to 
actual opening dimensions. 

13. 401.4 Intake Code change/2021 IMC Item 2 of this section was modified to allow residential 
opening location change small system air intakes less than 25 feet above a parking 

(21-GP2-077, lot, to help alleviate the need to provide "snorkel" type 
21-GP2-085) intakes for multi-family building units. 
The language previously found in the exception as a state 
amendment was moved into the main body of Item 3 for the 
2021 IMC. This was modified to align the IMC 
requirements for combination terminations with ASHRAE 
62.2 requirements. 

14. 401.7 Testing and Editorial The term "building official" was changed to "code official." 
balancing 

15. 403.2.1 2021 IMC change Changes to the model code language were integrated into 
Recirculation of air the existing state amendment. The changes are to portions 

of the section that were not a part of the existing state 
amendment. 

16. Table 403.3.1.1 2021 IMC change, Previously, the filed rule contained only those sections of 
Required outdoor editorial the table that were amended by the state. The proposed rule 
ventilation air now contains the entire table rather than the six categories 

amended by the state. Also included is a 2021 IMC change 
to footnote M for consistency with ASHRAE 62.1. No 
changes were made to the existing state amendments to the 
table. 

17. 403.4 Group R Code change An exception was added that allows ASHRAE 62.2 to be 
whole house (21-GP2-009) used as an alternate compliance path for low-rise 
mechanical residential. 
ventilation system 

18. 403.4.1 System Editorial Edited for consistency with code language format. 
design 

19. 403.4.4.1 Whole Code change/clarification | Language was added that clarifies when heat/energy 
house ventilation (21-GP2-010, recovery ventilators are required in multifamily residential 
in Group R-2 21-GP2-076) buildings. It was previously unclear as to whether an 
occupancies HRV/ERV was required by this section. 

Exceptions were added to clarify ventilation requirements 
in adjoining/adjacent spaces. 

20. 403.4.4.2 Whole Code change/clarification | The same exceptions were added to this section to clarify 
house ventilation (21-GP2-076) how adjoining/adjacent spaces are to be ventilated. 
for other than 
Group R-2 
occupancies 

21. 403.4.6.1 Exhaust | Code change Changes were made to separate kitchen exhaust 
fans (21-GP2-063) requirements from other local exhaust to coordinate with 

the changes for kitchen range hood exhaust. 
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Proposed Section 
and Title 


Type of Change 


Description 


22. 403.4.6.3 Balanced | Code change/editorial The text that was a duplicate of the removed language in 
whole house (21-GP2-063) the balanced whole house ventilation definition was 
ventilation system modified for clarity. 

23. 403.4.7 Local Code change/editorial Timer controls were added to the list of allowable fan 
exhaust (21-GP2-063) controls. 

24. Table 403.4.7 Code change The exhaust rate for kitchens was divided into Open and 
Minimum exhaust | (21-GP2-063) Enclosed kitchens and a reference added to the new Section 
rates 403.4.7.3 for kitchen range hood exhaust requirements. 

25. 403.4.7.2 Local Code change The phrase "or equivalent" was added to the testing 
exhaust fans (21-GP2-063) standards to include ASTM capture efficiency testing for 

kitchen hoods, AHAM hood testing and HIV 911 listings. 
The exception for downdraft hoods was removed as the 
intent is for all hoods to be able to capture and remove 
pollutants from cooking. Items 4 and 5 also set maximum 
sound ratings for kitchen ventilation. 

26. 403.4.7.3 Local Code change This new section and table sets minimum airflow rates or 
intermittent (21-GP2-063) capture efficiencies for kitchen range hoods based on the 
kitchen exhaust type of kitchen appliance installed. The intent is to reduce 
system/Table the exposure to detrimental health impacts from the 
403.4.7.3 pollutants produced by cooking, including nitrogen dioxide 

which can increase the risk of asthma. 

DT: 403.4.7.3.1 Field Code change This new section requires verification for either the capture 
verification and (21-GP2-063) efficiency or airflow rate as specified in Table 403.4.7.3 
diagnostic testing 
for local 
intermittent 
kitchen exhaust 
system 

28. 501.3.1 Location 2021 IMC change code The 2021 IMC added language to Item 3 allowing 
of exhaust outlets change/clarification combination exhaust termination fittings. This was 

(21-GP2-019) previously addressed in the state amendment to Section 
401.2. 
Additionally, Item 6 was added to provide guidance on the 
requirements for transformer vault exhaust rather than 
lumping it in with parking garage exhaust, but there are 
specific requirements in the NEC for transformer exhaust. 

29. 501.4 Pressure Code change/editorial The phrase "domestic range" is replaced with "kitchen" in 
equalization (21-GP2-063) the exception to coordinate with the new kitchen exhaust 

requirements. 

30. 504.11 Common Editorial Renumbering/section reference update only to coordinate 
exhaust systems with IMC changes. 
for clothes dryers 

31. 505.3 Domestic Code change The section title was updated for consistency with the 
exhaust ducts (21-GP2-063) language in the IMC. Exception 1 was revised to allow 

continuous exhaust systems (where allowed by Table 
403.4.7.3) with a MERV 3 grease filter to not terminate to 
the outdoors. 

32. 506.3.9.1 Grease 2021 IMC change The 2021 IMC added Item 7 with separation requirements 
duct horizontal for horizontal discharge fans. 
cleanout 

33. 515.1 General Editorial The language edited for consistency with the model code 
(Waste or linen style and the exception language is simplified for clarity. 
chute venting) 

34. 601.2 Air 2021 IMC change The langue in Exception 4 was clarified and a reference to 
movement in ASHRAE 170 for health care facilities was added. 
egress elements 

35. 603.5.1 Gypsum 2021 IMC change The second sentence was revised for clarity and 


ducts 


consistency with defined terms. 
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Proposed Section 
and Title Type of Change Description 
36. 605 Air filters Code change The council sent forward two options for requirements for 

(21-GP2-098, air filters. The first requires MERV 13 filters in most 

21-GP2-086) occupancies for filtering particulates and contaminants 
from outdoor air. The second option retains the current 
requirement for MERV 6 filters but requires that air 
handlers have the ability to install a MERV 13 filter if 
needed due to air quality and have sufficient fan capacity to 
provide the required air volume with a MERV 13 filter. 
Both of these methods were intended to address indoor air 
quality during periods of poor air quality, but Option | also 
addresses indoor air quality by filtering and preventing the 
spread of any indoor contaminates such as viruses. 

37. 607.5.2 Fire Code change/clarification | This section is amended to allow flexible connections when 
barriers (21-GP2-075) air-handling equipment is located outdoors (in Exception 

3.1) and ducts that connect to a diffuser, grille or register 
within the same room (Exception 3.2). 

38. 607.5.3 Fire Code change Exception 4 is amended to allow flexible connections in 
partitions (21-GP2-075) similar instances as for fire barriers, above. 

39. 915.3 Installation Code change This is a new section that brings in language to reference 
of emergency and (21-GP2-074) NFPA standards for standby power systems required by the 
legally required building code. 
power systems 

40. 915.4 Installation Code change This new section brings in reference standards for standby 
of option standby (21-GP2-074) power that is not required under the building code. 
power systems 

41. 1101.2 Factory- 2021 IMC change This section previously included a state amendment to 
built equipment reference UL 60335-2-40 for low global warming potential 
and appliances refrigerants. This amendment is no longer necessary as the 

base model code language now contains the same reference 
standard. 

42. 1101.6 General 2021 IMC change This section was removed from the 2021 IMC and the 
(Refrigeration requirements moved into Section 1101.1.1 and 1101.1.2. 
systems) The previous state amendment added ASHRAE 15, which 

is now referenced in 1101.1.1 of the model code, so the 
state amendment is no longer necessary. 

43. 1105.6.3 2021 IMC change The 2021 IMC removed the sentence that was modified by 
Ventilation rate the state and now the model code just references the TAR 

standard for ammonia refrigeration. The state amendment is 
no longer necessary. 

44. 1209.5 Insulation 2021 IMC change editorial | The model code changed the title of this section to be more 
and thermal break descriptive of the requirements in the section, and 

terminology was updated for clarity and consistency. 

45. 1305.7 Vent piping | Code change/clarification | This section was amended for clarity and consistency with 

other code and standards separation requirements. 

46. 1402.8.1.2 Rooftop | 2021 IMC change The existing state amendment to this section was included 
mounted solar in the model code base language for the 2021 IMC, so the 
thermal collectors amendment is no longer necessary. 
and systems 
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Proposed Section 
and Title Type of Change Description 

47. Chapter 15 Code changes/2021 IMC The referenced standards section was updated to include 
Referenced change new standards introduced by code change proposals. 
standards (21-GP2-063, AHAM HRH-2, ASTM E3087, and HVI 911 were added to 

21-GP2-009, 21-GP2-074) | support the changes to the kitchen ventilation requirements. 
ASHRAE 62.2 was updated to the most recent version and 
is referenced by both the kitchen ventilation proposal and 
the alternate compliance proposal for low rise ventilation. 
Two NFPA standards are included as referenced by the 
standby power proposal. 
Some standards that were previously included through state 
amendment are now referenced by the model code and the 
amendments are no longer necessary. 
Other standards added by amendment are updated to the 
most recent version. 

48. IFGC Section 101 Updated references Updates the adopted code references for NFPA 58 (2020) 
General (WAC and NFPA 54 (2021). 

51-52-21101) 

49. IFGC Section 116 Editorial The term "authority having jurisdiction" was changed to 
Failure to comply "code official" in an effort to remove any ambiguity. 

(WAC 
51-52-21116) 

50. IFGC Table Code change The table is amended to add ASME B16.38 for natural gas 
409.1.1 Natural (21-GP2-001) systems with piping 2-1/2 to 4 inches in diameter to allow 
gas valve standards for a flanged valve option. 

(WAC 
51-52-21409) 

51. IFGC Chapter 8 Code change The standard referenced in Proposal 001 for larger diameter 
Referenced gas piping is added to the referenced standards. 

Standards (WAC 
51-52-21800) 
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corporating rule; and rules only correct typographical er- 
rors, make address or name changes, or clarify language of a 
rule without changing its effect. 

Explanation of exemptions: In addition to the proposed changes, 
the rule includes adoption by reference of the 2021 IMC, a model code 
published by ICC. Those portions of the 2021 IMC that are not amended 
by this proposed rule will be adopted as written. The full text of the 
2021 IMC may be viewed here: https://codes.iccsafe.org/content/ 
IMC2021P3. 

Scope of exemption for rule proposal: 

Is partially exempt: 
Explanation of partial exemptions: WAC 51-52-003 adopts 
by reference the 2021 edition of IMC. WAC 51-52-0101 
adopts by reference the 2021 International Fuel Gas 
Code, the 2020 Edition of NFPA 58 (Liquified Petroleum 
Gas Code) and the 2021 Edition of NFPA 54 (National 
Fuel Gas Code). 

The proposed rule does impose more-than-minor costs on business- 
es. There are costs imposed by the proposed rules, but the costs do 
not fall disproportionately on small businesses. These rules will not 
affect the distribution of impacted work, whether by small businesses 
or not, doing the work. The rules do not affect employment, reporting 
or recordkeeping. 


Small Business Economic Impact Statement (SBEIS) 


Description: SBCC is filing a proposed rule to adopt the updated 
2018 edition of the IMC (chapter 51-52 WAC). Since 1985, SBCC has been 
responsible for updating to new editions of the building code per RCW 
19.27.074. The IMC are updated every three years by ICC. The code de- 
velopment process conducted by the model code organization is open to 
all interest groups within the design and construction industry and 
from governmental organizations. See www.iccsafe.org for more informa- 
tion about the model code development process. 

The administrative compliance requirements are under the authori- 
ty of the local government. RCW 19.27.050. Compliance activities in- 
cluding permit issuance, plan review and approval, and inspections oc- 
cur at the local level. Requirements for construction document submit- 
tal and other reporting requirements are determined by the local ju- 
risdiction and are consistent with previously established policies. 
The proposed amendments to chapter 51-52 WAC include specific techni- 
cal requirements for building construction to be consistent with na- 
tional standards. 

Professional Services: Washington has had a statewide building 
code in effect since 1974. The local enforcement authority having ju- 
risdiction administers the codes through the building and/or fire de- 
partments. Administrative procedures for state building code compli- 
ance are established and will not be changed by the adoption of the 
update to the current building codes. Small businesses will employ the 
same types of professional services for the design and construction of 
buildings and systems to comply with the state building code. 

The proposed rule updates the state building code and does not 
require additional equipment, supplies, labor or other services. Serv- 
ices needed to comply with the building code are existing within the 
construction industry as required by the local authority having juris- 
diction. 

Costs of Compliance for Businesses: The cost of compliance incur- 
red by Washington businesses includes training and educational materi- 
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jority of small businesses. The cost to comply with the updated codes 
is not a disproportionate impact on small businesses. Where the coun- 
cil found the cost of compliance for small businesses to be dispropor- 
tionate, the proposed rules mitigate the cost. The proposed rules in- 
clude a definition of small business and provide exceptions for com- 
pliance with the updated rule. 

Reducing the Costs of the Rule on Small Businesses: SBCC conduc- 
ted a detailed review process, including participation at the national 
code development hearings, to document significant economic impacts of 
the proposed code amendments. 

Small Businesses Involved in the Development of the Rule: For 
IMC, SBCC conducted eight open public meetings of the building code 
TAG, available via telephone conference bridge and over the internet, 
and allowed comment on every item on every agenda. For IMC TAG, SBCC 
appointed 11 representatives of all segments of the business and con- 
struction community to serve on the TAGs. 


List of Industries: Below is a list of industries required to 
comply with the mechanical code: 
Numb 
er in 0.3% of 
Washi 1% of Avg Avg 
NAICS NAICS Code ngton TOTAL Annual | TOTAL Annual AVG Annual AVG Annual Annual Annual 
Code Definition state Payroll Revenue Payroll Revenue Payroll Revenue 
236116 | New multifamily 45 $54,622k --- $1,213,822 --- $12,138 --- 
housing 
construction 
(except for-sale 
builders) 
236118 | Residential 2777 $318,180k $1,536,217k $114,577 $553,193 $1,146 $1,660 
remodelers 
236210 | Industrial 53 $99,790k --- --- --- --- --- 
building 
construction 
236220 | Commercial and 862 $772,473k $6,925,925k $896,140 $8,034,716 $8,961 $24,104 
institutional 
building 
construction 
238130 | Framing 417 $79,196k $279,226k $189,918 $669,607 $1,899 $2,009 
contractors 
238140 | Masonry 293 $74,067k $215,274k $252,788 $734,724 $2,528 $2,204 
contractors 
238150 | Glass and 141 $67,626k $237,985k $479,617 $1,687,837 $4,796 $5,064 
glazing 
contractors 
238160 | Roofing 537 $179,942k $660,911k $335,088 $1,230,747 $3,351 $3,692 
contractors 
238190 | Other 113 $37,585k $123,771k $332,611 $1,095,319 $3,326 $3,286 
foundation, 
structure, and 
building exterior 
contractors 
238210 | Electrical 1847 $940,854k $3,026,762k $509,396 $1,638,745 $5,094 $4,916 
contractors and 
other wiring 
installation 
contractors 
238220 | Plumbing, 1664 $959,976k $3,169,548k $576,909 $1,904,776 $5,769 $5,714 
heating, and air- 
conditioning 
contractors 
238290 | Other building 81 $117,696k --- $1,453,037 --- $14,530 --- 
equipment 
contractors 
238310 | Drywall and 653 $282,929k $723,945k $433,276 $1,108,644 $4,333 $3,325 
insulation 
contractors 
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Numb 
er in 0.3% of 
Washi 1% of Avg Avg 
NAICS NAICS Code ngton TOTAL Annual | TOTAL Annual | AVG Annual AVG Annual Annual Annual 
Code Definition state Payroll Revenue Payroll Revenue Payroll Revenue 
238990 | All other 547 $182,710k $573,308k $334,022 $1,048,095 $3,340 $3,144 
specialty trade 
contractors 
321213 | Engineered 11 $14,216k $79,051k $1,292,364 $7,186,455 $12,924 $21,559 
wood member 
(except truss) 
manufacturing 
332322 | Sheet metal 122 $122,956k $573,443k $1,007,836 $4,700,352 $10,078 $14,101 
work 
manufacturing 
423720 | Plumbing and 168 $82,225k $897,748k $489,435 $5,343,738 $4,894 $16,031 
heating 
equipment and 
supplies 
(hydronics) 
merchant 
wholesalers 
541310 | Architectural 635 $326,798k $921,033k $514,643 $1,450,446 $5,146 $4,351 
services 
541330 | Engineering 1599 $1,758,825k $3,946,553k $1,099,953 $2,468,138 $11,000 $7,404 
services 
541350 | Building 154 $9,724k $28,297k $63,143 $183,747 $631 $551 
inspection 
services 
Note: Data is blank in some fields to protect data source. 


Data Source: Economic census of the United States. 
Estimate of the Number of Jobs That Will Be Created or Lost: The 
adoption of the latest code edition is not expected to significantly 
impact the number of jobs in the construction industry. These rules 
are likely to be job neutral overall, i.e., they will not result in 
any job gains or losses. The scheduled effective date of the new edi- 
tion is July 1, 2023. Building permits issued prior to that date will 
be vested under the 2018 building code. Permits issued for projects 
under the 2021 code edition will generally start with the 2024 con- 
struction season. 


the statement may be obtained by contacting Stoyan Bum- 
Olympia, WA 90504-1449, phone 360-407-9277, 


A copy of 
balov, P.O. Box 41449, 
email sbcc@des.wa.gov. 


August 23, 2022 
Tony Doan 
Council Chair 


OTS-3989.2 


Chapter 51-52 WAC 
STATE BUILDING CODE ADOPTION AND AMENDMENT OF THE ((2018)) 2021 EDI- 
TION OF THE INTERNATIONAL MECHANICAL CODE 
Formerly chapter 51-42 WAC 
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AMENDATORY SECTION (Amending WSR 20-03-041, filed 1/8/20, effective 
7/1/20) 


WAC 51-52-003 International Mechanical Code. The ((2%=)) 2021 
edition of the International Mechanical Code published by the Interna- 
tional Code Conference is hereby adopted by reference with the excep- 
tions noted in this chapter of the Washington Administrative Code 
(WAC). 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-041, § 
51-52-003, filed 1/8/20, effective 7/1/20; WSR 16-01-148, § 51-52-003, 
filed 12/21/15, effective 7/1/16. Statutory Authority: RCW 19.27.031, 
19.27.074 and chapters 19.27 and 34.05 RCW. WSR 13-04-053, $ 
51-52-003, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27190; 19.27.074, 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 
10-03-099, § 51-52-003, filed 1/20/10, effective 7/1/10. Statutory Au- 
thority: RCW 19.27.190, 19.27.020, and chapters 19.27 and 34.05 RCW. 
WSR 07-01-092, § 51-52-003, filed 12/19/06, effective 7/1/07. Statuto- 
ry Authority: RCW 19.27.031 and 19.27.074. WSR 04-01-104, § 51-52-003, 
filed 12/17/03, effective 7/1/04.] 


AMENDATORY SECTION (Amending WSR 21-11-066, filed 5/14/21, effective 
6/14/21) 


WAC 51-52-008 Implementation. The International Mechanical Code 
adopted by chapter 51-52 WAC shall becom ffective in all counties 


and cities of this state on ( (Febeuer;+—2624)) July 1, 2023. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 21-11-066, § 
51-52-008, filed 5/14/21, effective 6/14/21; WSR 20-03-041, § 
51-52-008, filed 1/8/20, effective 7/1/20; WSR 16-01-148, § 51-52-008, 
filed 12/21/15, effective 7/1/16. Statutory Authority: RCW 19.27.031, 

] 74 and chapters 19.27 and 34.05 RCW. WSR 13-04-053, S 

1 08, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.190, 19.27.074, 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 
10-03-099, § 51-52-008, filed 1/20/10, effective 7/1/10. Statutory Au- 
thority: RCW 19.27.190, 19.27.020, and chapters 19.27 and 34.05 RCW. 
WSR 07-01-092, § 51-52-008, filed 12/19/06, effective 7/1/07. Statuto- 
ry Authority: RCW 19.27.031 and 19.27.074. WSR 04-01-104, § 51-52-008, 
filed 12/17/03, effective 7/1/04.] 


C 


AMENDATORY SECTION (Amending WSR 20-03-041, filed 1/8/20, effective 
7/1/20) 


WAC 51-52-0101 Section 101—General. 


101.2 Scope. This code shall regulate the design, installation, main- 
tenance, alteration and inspection of mechanical systems that are per- 
manently installed and utilized to provide control of environmental 

conditions and related processes within buildings. This code shall al- 
so regulate those mechanical systems, system components, equipment and 
appliances specifically addressed herein. The installation of fuel gas 
distribution piping and equipment, fuel gas-fired appliances and fuel 
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gas-fired appliance venting systems shall be regulated by the Interna- 
tional Fuel Gas Code. References in this code to Group R shall include 
Group I-1, Condition 2 assisted living facilities licensed by Washing- 
ton state under chapter 388-78A WAC and Group I-1, Condition 2 resi- 
dential treatment facilities licensed by Washington state under chap- 
ter 246-337 WAC. 


EXCEPTIONS: 1. Detached one- and two-family dwellings and multiple single-family dwellings (townhouses) not more than three stories high with 
separate means of egress and their accessory structures shall comply with the /nternational Residential Code. 
2. The standards for liquefied petroleum gas installations shall be the ((2044)) 2020 Edition of NFPA 58 (Liquefied Petroleum Gas 
Code) and the ((2948)) 2021 Edition of ANSI Z223.1/NFPA 54 (National Fuel Gas Code). 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-041, $ 
51-52-0101, filed 1/8/20, effective 7/1/20. Statutory Authority: RCW 
19.27.031, 19.27.074, and chapters 19.27 and 34.05 RCW. WSR 17-17-159, 
§ 51-52-0101, filed 8/23/17, effective 10/1/17. Statutory Authority: 
RCW 19.27.031 and 19.27.074. WSR 16-01-148, § 51-52-0101, filed 


12/21/15, effective 7/1/16. Statutory Authority: RCW 19.27.031, 
9.27.074 and chapters 19.27 and 34.05 RCW. WSR 13-04-053, S 
51-52-0101, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 


19.27.190, 19.27.074, 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 
10-03-099, § 51-52-0101, filed 1/20/10, effective 7/1/10. Statutory 
Authority: RCW 19.27.190, 19.27.020, and chapters 19.27 and 34.05 RCW. 
WSR 07-01-092, § 51-52- 0101, filed 12/19/06, effective 7/1/07. Statu- 
tory Authority: RCW 19.27.031 and 19.27.074. WSR 04-01-104, $ 
51-52-0101, filed 12/1 7/03, effective 7/1/04.] 


NEW SECTION 


WAC 51-52-0113 Section 113—Stop work order. 


113.4 Failure to comply. Any person who shall continue any work after 
having been served with a stop work order, except such work as that 
person is directed to perform to remove a violation or unsafe condi- 
tion, shall be subject to fines established by the code official. 


[] 


AMENDATORY SECTION (Amending WSR 20-03-041, filed 1/8/20, effective 
7/1/20) 


WAC 51-52-0202 Section 202—General definitions. 


BALANCED WHOLE HOUSE VENTILATION. Any combination of concurrently operating resi- 
dential dwelling or sleeping unit mechanical exhaust and mechanical 
supply whereby the total mechanical exhaust airflow rate is within 10 
percent or 5 cfm, whichever is greater, of the total mechanical supply 


airflow rate. ( (tReeemittent dryer exhaust;intermittent range heed 
exhaust,—ancd intermittent teoitet +eom exhaust airtiow sates abeve the 


emptfroem the batenecedaisrttlewneateutetieon-) ) 


NOT BALANCED WHOLE HOUSE VENTILATION. A whole house ventilation system serving a 
dwelling or sleeping unit that is not considered balanced in accord- 
ance with the definition in this code for balanced whole house venti- 


lation system. Only other than Group R-2 dwelling and sleeping units 
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are allowed in accordance with Section 403.4.4.1 to have not balanced 
whole house ventilation systems. 


DISTRIBUTED WHOLE HOUSE VENTILATION. A whole house ventilation system shall be 
considered distributed when it supplies outdoor air directly (not 
transfer air) to each dwelling or sleeping unit habitable space, (liv- 
ing room, den, office, interior adjacent room, interior adjoining 
spaces or bedroom), and exhausts air from all kitchens and bathrooms 
directly outside. 


NOT DISTRIBUTED WHOLE HOUSE VENTILATION. A whole house ventilation system shall be 
considered not distributed when either the supply system or the ex- 
haust system is not distributed. Supply systems are not distributed 
when a habitable space is supplied with outdoor air to ventilate an 
interior adjacent room or an interior adjoining space. Exhaust systems 
are not distributed when all bathrooms and kitchens are not exhausted 
by the whole house ventilation system. If either the supply system or 
the exhaust system is not distributed, then the ventilation quality 
adjustment system coefficient adjustment is required in accordance 
with Section C403.4.3. 


ENCLOSED KITCHEN. A kitchen whose permanent openings to interior adjacent 


spaces do not exceed a total of 60 square feet (6 m2) , 


INTERIOR ADJACENT Roo. An enclosed room without exterior windows or openings 
to the outdoors located within a dwelling or sleeping unit that does 
not have interior unobstructed openings required for an interior ad- 
joining space. 


INTERIOR ADJOINING SPACE. A room or space without openings to the outdoors 
that is naturally ventilated from another habitable space by unob- 
structed fixed openings size in accordance with Section 402.3. 


LOCAL EXHAUST. An exhaust system that uses one or more fans to exhaust air 
from a specific room or rooms within a residential dwelling or sleep- 
ing unit. 


PERMANENT CONSTRUCTION. Construction that, if removed, would disturb the 
structural integrity of the building or the fire-resistance rating of 
a building assembly. 


RELIEF AIR. Exhausted return air from a system that provides ventilation 
for human usage. 


REPLACEMENT AIR. Outdoor air that is used to replace air removed from a 
building through an exhaust system. Replacement air may be derived 
from one or more of the following: Makeup air, supply air, transfer 
air, and infiltration. However, the ultimate source of all replacement 
air is outdoor air. When replacement air exceeds exhaust, the result 
is exfiltration. 


WHOLE HOUSE VENTILATION SYSTEM. A mechanical ventilation system, including fans, 
Pm 


controls, and ducts, which replaces, by direct means, air from the 
habitable rooms with outdoor air. 


VENTILATION ZONE. Any indoor area that requires ventilation and comprises 
one or more spaces with the same occupancy category (see Table 
403.3.1.1), occupant density, zone air distribution effectiveness (see 
Section 403.3.1.1.1.2), and design zone primary airflow per unit area. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-041, S$ 
51-52-0202, filed 1/8/20, effective 7/1/20; WSR 16-01-148, $ 
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WAC 51-52-0306 Section 306—Access and service space. 


306.5 Equipment and appliances on roofs or elevated structures. 
uiring access or appliances are located on an elevated 
e roof of a building such that personnel will have to 
(4877 
an interior 
access shall not 
(762 mm) 
ope greater than 4 units ver 
l not requir 
imbing over parapet wall 
the top of the parape 


equipment req 
structure or th 
climb higher th 
ment or applian 
provided. Such 
greater than 30 
sl 
slope). Such access shal 
Where access involves cl 
measured to 


an 16 feet 
ces, 


inches 


Permanent ladders instal 


mm) 


tical 


thori 
05 RCW. WSR 
Statu 
d 34. 
effective 7/1/07. 


ty: RCW 


tory 
05 RCW. 
Statu- 


effective 


Where 


above grade to access such equip- 


king on roofs 


in 12 units horizontal 


the us 


led 


comply with the fol] 


owing minimum 


1. The side railing shal 


ex 


less than 42 inches 
2. Ladders shall 
mm) on center. 
low the upper edg 
3. Ladders shal 
deep. 
4. There shal] 
5. Rungs shall 


not 


mm) 


be a minimum of 18 inches 
have a minimum 0.75-inch 


capable of withstanding a 300-pound 


6. Ladders over 30 feet 


(488.2 kg/m?) 
th 
guardrail 
hs 
rungs to 
der shall 
rungs. This dis 
cess to the bot 
ches shall 
midpoint 
are ins 
8. 


Climbing clearances. 


talled. 


(9144 mm) 
with offset sections and landings capable of wit 


per square foot. 


to provid 
design cri 
tend above 
(1067 mm). 
have rung spacing not 
The uppermost rung shall be a maximum of 24 inches be- 
of the roof hatch, 
have a toe spacing not less than 7 inches 


Landing dimensions shall 


s, the height 


t wall. 


ËR 
teria: 


roof or parapet, 


(457 mm) 
(19 mm) diameter 
(136.1 kg) load. 
in heigh 


The dis 


the nearest permanent objec 
be a minimum of 30 inches measured perpendicular to 


centerlin 


tance shall be maintained from the poin 
tom of the roof hatch. A minimum clear width of 15 in- 
be provided on both sides of the ladder measured from the 
of and parallel with the rungs except where cages or wells 


to exceed 12 inches 


as applicable 


between rail 


or exterior means of access shall be 
require climbing over obstructions 
in height or wal 


having a 


(33 percent 
of portable ladders. 


shall be 


required access shall 


the parapet or roof edge 


(305 


(178 


S. 
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shall be provided on all open sides of the landing. 
tance from th 
t on the climbing side of 


of the 
the lad- 
the 


t of ladder ac- 


Landing required. The ladder shall be provided with a clear 


and unobstructed bottom landing area having a minimum dimension of 30 
inches by 30 inches centered in front of the ladder. 
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9. Ladders shall be protected against corrosion by approved 
means. 
10. Access to ladders shall be provided at all times. 


Catwalks installed to provide the required access shall be not 
less than 24 inches (610 mm) wide and shall have railings as required 
for service platforms. 

EXCEPTION: This section shall not apply to Group R-3 occupancies. 


306.6 Appliances above ceilings. Appliances that are located above 
( (he) ) ceilings shall have ((¥eady¥)) access for inspection, service 
and repair without removing permanent construction. Appliances that 
are located | above | a ceiling ma De ee aE res access re ( (paret 


Bees es ens ag the working space(s i an openin 
not smaller than 22 inches by 22 inches (559 mm by 559 mm). All enclo- 
sure doors or hinged panels shall be capable of opening a minimum of 


90 degrees. 
The appliance is not required to be removable or replaceable 


through the ( (aeeess—panctexr—remevabie—ecetting +te)) enclosure door, 
hinged panel, removable lay-in ceiling tile, or other removable cov- 
ers. The appliance may be removed or replaced by removing the ceiling 
or wall assemblies adjacent to the appliance as long as they are not 
permanent construction. 


EXCEPTIONS: 1. This section shall not apply to replacement appliances installed in existing compartments and alcoves where the working space 
clearances are in accordance with the ((equipmenter)) appliance manufacturer's installation instructions. 
2. A smaller ((aceess-panel or removable ceiling tile)) enclosure door, hinged panel, removable lay-in ceiling tile, or other removable 
covers shall be permitted when allowed by the ((equipment-er)) appliance manufacturer's installation instructions and electrical access is 
not required. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-041, § 
51-52-0306, filed 1/8/20, effective 7/1/20; WSR 16-01-148, § 
51-52-0306, filed 12/21/15, effective 7/1/16. Statutory Authority: RCW 
19.27.031, 19.27.074 and chapters 19.27 and 34.05 RCW. WSR 13-04-053, 
S 51-52- 0306, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.190, 19.27.074, 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 
10-03-099, § 51-52-0306, filed 1/20/10, effective 7/1/10.] 


AMENDATORY SECTION (Amending WSR 20-03-041, filed 1/8/20, effective 
7/1/20) 


WAC 51-52-0401 Section 401—General. 


401.2 Ventilation required. Every occupied space other than enclosed 
parking garages and buildings used for repair of automobiles shall be 
ventilated in accordance with Section 401.2.1, 401.2.2 or 401.2.3. En- 
closed parking garages and buildings used for repair of automobiles 
shall be ventilated by mechanical means in accordance with Sections 
403 and 404. 


401.2.1 Group R occupancies. Ventilation in Group R occupancies shall 
be provided in accordance with Section 403.4. 


401.2.2 Ambulatory care facilities and Group I-2 occupancies. Ambula- 
tory care facilities and Group I-2 occupancies shall be ventilated by 
mechanical means in accordance with Section 407. 
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401.2.3 All other occupancies. Ventilation in all other occupancies 
shall be provided by natural means in accordance with Section 402 or 
by mechanical means in accordance with Sections 403.1 to 403.7. 


401.3 When required. Group R occupancies shall be vented continuously 
or intermittently in accordance with Section 403.4. Ventilation in all 
other occupancies shall be provided during the periods that the room 

or space is occupied. 


401.4 Intake opening location. Air intake openings shall comply with 
all of the following: 

1. Intake openings shall be located not less than 10 feet (3048 
mm) from lot lines or buildings on the same lot. Lot lines shall not 
be defined as a separation from a street or public way. 

2. Mechanical and gravity outdoor air intake openings shall be 
located not less than 10 feet (3048 mm) horizontally from any hazard- 
ous or noxious contaminant source, such as vents, streets, alleys, 
parking lots, and loading docks, except as specified in Item 3 or Sec- 
tion 501.3.1. Outdoor air intake openings shall be permitted to be lo- 
cated less than 10 feet (3048 mm) horizontally from streets, alleys, 
parking garage entries, parking lots, and loading docks provided that 
the openings are located not less than 25 feet (7620 mm) vertically 
above such locations. Where openings front on a street or public way, 
the distance shall be measured from the closest edge of the street or 
public way. 


EXCEPTIONS: 1. Intake air openings providing less than 500 cfm of outdoor air to Group R occupancies are permitted to be located less than 10 feet 
(3048 mm) horizontally from parking lots provided that the openings are not less than 15 feet (4572 mm) vertically above the parking 
lot. 

2. Intake air openings providing less than 500 cfm of outdoor air to Group R occupancies are permitted to be located less than 10 feet 
(3048 mm) horizontally from parking lots provided that the openings are not less than 15 feet (4572 mm) vertically above the clear 
height for vehicles in the parking garage. 


3. Intake openings shall be located not less than 3 feet (914 mm) 
below contaminant sources where such sources are located within 10 
feet (3048 mm) of the opening. Separation is not required between in- 
take air openings, operable openings, and living space exhaust air 
openings of an individual dwelling unit or sleeping unit where an ap- 
proved factory-built intake/exhaust combination termination fitting is 
used to separate the air streams in accordance with the manufacturer's 
instructions. For these combined terminations, the exhaust air concen- 
tration within the intake airflow shall not exceed 10 percent as es- 
tablished by the manufacturer, in accordance with ASHRAF 62.2 Section 
6.8, Exception 4. 

((EXCEPTION: 


viro al air exhaust outlets and-other dwelling or sleeping unit faetory-builtinta aust combinatio atio Aetings:)) 
4. Intake openings on structures in flood hazard areas shall be 
at or above the elevation required by Section 1612 of the Internation- 
al Building Code for utilities and attendant equipment. 


EXCEPTION: Enclosed parking garage and repair garage ventilation air intakes are permitted to be located less than 10 feet horizontally from or 25 
feet vertically above a street, alley, parking lot, and loading dock. 


401.7 Testing and balancing. At the discretion of the building offi- 
cial, flow testing may be required to verify that the mechanical sys- 
tem(s) satisfies the requirements of this chapter. Flow testing may be 
performed using flow hood measuring at the intake or exhaust points of 
the system, in-line pitot tube, or pitot-traverse type measurement 
systems in the duct, short term tracer gas measurements, or other 
means approved by the ( (Bbvui+éiss)) code official. 
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[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-041, § 
51-52-0401, filed 1/8/20, effective 7/1/20; WSR 16-01-148, § 
51-52-0401, filed 12/21/15, effective 7/1/16. Statutory Authority: RCW 


19.27.190, 19.27.074, 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 
10-03-099, § 51-52-0401, filed 1/20/10, effective 7/1/10. Statutory 
Authority: RCW 19.27.190, 19.27.020, and chapters 19.27 and 34.05 RCW. 
WSR 07-01-092, § 51-52-0401, filed 12/19/06, effective 7/1/07. Statu- 
tory Authority: RCW 19.27.020, 19.27.031, 19.27.074 and chapters 19.27 
and 34.05 RCW. WSR 05-01-015, § 51-52-0401, filed 12/2/04, effective 
7/1/05.] 


AMENDATORY SECTION (Amending WSR 22-09-009, filed 4/8/22, effective 
5/9/22) 


WAC 51-52-0403 Section 403—Mechanical ventilation. 


403.1 Ventilation system. Mechanical ventilation shall be provided by 
a method of supply air and return or exhaust air. The amount of supply 
air shall be approximately equal to the amount of return and exhaust 
air. The system shall not be prohibited from producing negative or 
positive pressure. The system to convey ventilation air shall be de- 
signed and installed in accordance with Chapter 6. 


403.2 Outdoor air required. The minimum outdoor airflow rate shall be 
determined in accordance with Section 403.3. 


EXCEPTIONS: 1. Where the registered design professional demonstrates that an engineered ventilation system design will prevent the maximum 
concentration of contaminants from exceeding that obtainable by the rate of outdoor air ventilation determined in accordance with 
Section 403.3, the minimum required rate of outdoor air shall be reduced in accordance with such engineered system design. 
2. Alternate systems designed in accordance with ASHRAE Standard 62.1 Section 6.2, Ventilation Rate Procedure, shall be permitted. 


403.2.1 Recirculation of air. The air required by Section 403.3 shall 
not be recirculated. Air in excess of that required by Section 403.3 
shall not be prohibited from being recirculated as a component of sup- 
ply air to building spaces, except that: 

1. Ventilation air shall not be recirculated from one dwelling to 
another or to dissimilar occupancies. 

2. Supply air to a swimming pool and associated deck areas shall 
not be recirculated unless such air is dehumidified to maintain the 
relative humidity of the area at 60 percent or less. Air from this 
area shall not be recirculated to other spaces where 10 percent or 
more of the resulting supply airstream consists of air recirculated 
from these spaces. The design and installation of dehumidification 
systems shall comply with ANST/ACCA 10 Manual SPS. 

3. Where mechanical exhaust is required by Note b in Table 
403.3.1.1, recirculation of air from such spaces shall be prohibited. 
All air supplied to such spaces shall be exhausted, including any air 
in excess of that required by Table 403.3.1.1. 

4. Where mechanical exhaust is required by Note g in Table 
403.3.1.1, mechanical exhaust is required and recirculation from such 


spaces is prohibited where more than 10 percent of the resulting sup- 
ply airstream consists of air recirculated from these spaces. ( (Retre 
ais—_from—sueh _spaces—shalt_oaty4 p prifted tober ciren ated when 
¥eturned oan energy recovery ventiteation _system_ecompiying with _sSee= 
tien 5414~-)) Recirculation of air that is contained completely within 


such spaces shall not be prohibited. 
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403.3 Outdoor air and local exhaust airflow rates. 


shall be provided with out 
with Section 403.4. 
be provided with outdoor air and 


tion 403.3.1 


403.3.1.1 Outdoor airflow rate. 
to have the capacity to supply the minimum outdoor airflow ra 


All other buil 


loca 


Ventilation systems shal 


mined in accordance with this section. 


ventilation syst 


outdoor airflow to the breathing zone. Outdoor air shall 
directly to each occupiable space from an air hand] 
fully ducted path or ducted to within 12 inches of 
opening of a fan-powered terminal unit used to tran 
air to the occupiable space. The occupant load util 
the ventilation system shall not be less than 
from the estimated maximum occupant load rate 
403.3.1.1. Ventilation rates for occupancies not 
403.3.1.1 shall be those for a listed occupan 
most similar in terms of occupant density, 
construction; or shall be determined by an 
Sis. The ventilation system, including transfer fan 
units shall be designed to supply the required rate 
continuously during the period the building is occu 
otherwise stated in other provisions of the code. 
With the exception of smoking lounges, the ven 
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cy classification that 


activities and building 
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indicated in Table 
represented in Table 


of ventilation air 


pied, 


except 


as 


tilation rates in 


er than a 
all be des 


based on the absence of smoking in occupiable 
ticipated in a space oth 
tion system serving the space sh 
tion over and above that required by Table 403.3.1.1 in 
ring practice. 


smoking 
igned to 


EXCEPTION: Where occupancy density is known and documented in the plans, the outside air rate may be based on the design occupant density. 
Under no circumstance shall the occupancies used result in outside air less than one-half that resulting from application of Table 
403.3.1.1 estimated maximum occupancy rates. 

Table 403.3.1.1 
REQUIRED OUTDOOR VENTILATION AIR 
( ({fRe_folLtowing—_ecategeries—in_—Fable—_463.34.4+ have been medi fied.—Ffrh 
Femainder+emain—_as_printed inthe 72018 Trternationat Mechanical 
Area Outdoor 
People Outdoor Airflow Airflow Rate in 
Rate in Breathing Zone Breathing Zone Exhaust 
Occupant Density #/1000 Rp Ra Airflow Rate 
Occupancy Classification ft?a cfm/Person cefm/ft2? cefm/ft2? 


Correctional facilities 


Booking/waiting 
Cells 


Without plumbing fixtures 


With plumbing fixtures® 


Day room 
Dining halls 


(see "Food and beverage service") 


Guard stations 


Dry cleaners, laundries 


Coin-operated dry cleaner 


Coin-operated laundries 


Commercial dry cleaner 
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Occupancy Classification 


Occupant Density #/1000 
ft24 


People Outdoor Airflow 
Rate in Breathing Zone 


p 
cfm/Person 


Area Outdoor 
Airflow Rate in 
Breathing Zone 

Ra 
efm/ft?4 


Exhaust 
Airflow Rate 


cfm/ft?? 


sleeping units with whole house exhaust 
system 
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Commercial laundry 10 5 0.12 — 
Storage, pick up 30 75 0.12 — 
Education 
Art classroom’ 20 10 0.18 0.7 
Auditoriums 150 5 0.06 = 
Classrooms (ages 5 through 8) 25 10 0.12 = 
Classrooms (age 9 plus) 35 10 0.12 — 
Computer lab 25 10 0.12 — 
Corridors (see "Public spaces") — = = — 
Day care (through age 4) 25 10 0.18 — 
Lecture classroom 65 LS: 0.06 — 
Lecture hall (fixed seats) 150 7.5 0.06 — 
Locker/dressing rooms® = — = 0.25 
Media center 25 10 0.12 = 
Multiuse assembly 100 1.5 0.06 = 
Music/theater/dance 35 10 0.06 = 
Science laboratories® 25 10 0.18 1.0 
Smoking lounges? 70 60 = — 
Sports locker rooms = = = 0.5 
Wood/metal shops® 20 10 0.18 0.5 
Food and beverage service 
Bars, cocktail lounges 100 1.5 0.18 = 
Cafeteria, fast food 100 ES 0.18 — 
Dining rooms 70 1.5 0.18 = 
Kitchens (cooking)? 20 75 0.12 0.7 
Hotels, motels, resorts, and dormitories 
Bathrooms/toilets—private& = = = 25/50f 
Bedroom/living room 10 5 0.06 — 
Conference/meeting 50 5 0.06 — 
Dormitory sleeping area 20 5 0.06 — 
Gambling casinos 120 ie 0.18 — 
Lobbies/prefunction 30 7.5 0.06 — 
Multipurpose assembly 120 50 0.06 — 
Offices 
Conference rooms 50 5 0.06 — 
Kitchenettes‘ 25 5 0.06 0.30 
Office spaces 5 5 0.06 — 
Reception areas 30 5 0.06 — 
Telephone/data entry 60 5 0.06 — 
Main entry lobbies 10 5 0.06 — 
Private dwellings, single and multiple 
Garages, common for multiple units? = = — 0.75 
Kitchens? See Table 
Te Sy, 403.4.7 
Living areas? See Table 403.4.2 — — 
Toilet rooms and bathrooms® — = See Table 
403.4.7 
Public spaces 
Corridors serving other than Group R — = 0.06 — 
occupancies 
Corridors serving Group R dwelling or zs = 0.12 — 
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Occupancy Classification 


Occupant Density #/1000 


ft24 


People Outdoor Airflow 
Rate in Breathing Zone 


p 
cfm/Person 


Area Outdoor 
Airflow Rate in 
Breathing Zone 

Ra 
efm/ft?4 


Exhaust 
Airflow Rate 


cfm/ft24 


Corridors serving Group R dwelling or — —- 0.06 — 
sleeping units with other than whole house 
exhaust system 
Courtrooms 70 5 0.06 — 
Elevator car — — — 1 
Elevator lobbies in parking garage — — 1.0 — 
Legislative chambers 50 5 0.06 — 
Libraries 10 5 0.12 — 
Museums (children's) 40 75 0.12 — 
Museums/galleries 40 75 0.06 — 
Places of religious worship 120 5 0.06 —- 
Shower room (per showerhead)& = mee = 50/20° 
Smoking lounges? 70 60 = = 
Toilet rooms—Public& = = = 50/70° 
Retail stores, sales floors, and showroom 
floors 
Dressing rooms = = = 0.25 
Mall common areas 40 75 0.06 = 
Sales 15 75 0.12 = 
Shipping and receiving 2 10 0.12 = 
Smoking lounges? 70 60 = = 
Storage rooms = = 0.12 = 
Warehouses (see "Storage") = 10 0.06 = 
Specialty shops 
Automotive motor fuel-dispensing stations? = = = 1.5 
Barber 25 75 0.06 0.5 
Beauty salons? 25 20 0.12 0.6 
Embalming rooms? = = = 2.0 
Nail salons?» 25 20 0.12 0.6 
Pet shops (animal areas)? 10 1.5 0.18 0.9 
Supermarkets 8 75 0.06 — 
Sports and amusement 
Disco/dance floors 100 20 0.06 — 
Bowling alleys (seating areas) 40 10 0.12 — 
Game arcades 20 TD 0.18 — 
Ice arenas, without combustion engines) = = 0.30 0.5 
Gym, stadium, arena (play area)! = s 0.30 x 
Spectator areas 150 75 0.06 — 
Swimming pools (pool and deck area) = — 0.48 — 
Health club/aerobics room 40 20 0.06 — 
Health club/weight room 10 20 0.06 —- 
Storage 
Janitor closets, trash rooms, recycling E — — 1.0 
rooms 
Repair garages, enclosed parking garage 4 = 2 F 0.75 
Storage rooms, chemical — — — 1.5 
Warehouses — — 0.06 — 
Theaters 
Auditoriums (see "Education") — — — — 
Lobbies 150 5. 0.06 — 
Stages, studios 70 10 0.06 — 
Ticket booths 60 5 06 — 
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Area Outdoor 
People Outdoor Airflow Airflow Rate in 
Rate in Breathing Zone Breathing Zone Exhaust 
Occupant Density #/1000 Rp Ra Airflow Rate 
Occupancy Classification ft?a cfm/Person efm/ft2# cefm/ft2? 
Transportation 
Platforms 100 75 0.06 — 
Transportation waiting 100 75 0.06 = 
Workrooms 
Bank vaults/safe deposit 5 5 0.06 — 
Darkrooms — — — 1.0 
Copy, printing rooms 4 5 0.06 0.5 
Freezer and refrigerated spaces (<50°F) 0 10 0 0 
Meat processing? 10 15 — — 
Pharmacy (prep. area) 10 5 0.18 — 
Photo studios 10 5 0.12 — 
Computer (without printing) 4 5 0.06 — 


For SI: = 1 cubic foot per minute = 0.0004719 m?/s, 1 ton = 908 kg, 1 cubic foot per minutes per square foot = 0.00508 m3/(sem?), °C = [(°F) -32]/1.8, 1 

square foot - 0.0929 m2. 

a. Based upon net occupiable floor area. 

b. Mechanical exhaust required and the recirculation of air from such spaces is prohibited. Recirculation of air that is contained completely within 
such spaces shall not be prohibited (see Section 403.2.1, Item 3). 

c. Spaces unheated or maintained below 50°F are not covered by these requirements unless the occupancy is continuous. 

d. Ventilation systems in enclosed parking garages shall comply with Section 404. 

e. Rates are per water closet or urinal. The higher rate shall be provided where the exhaust system is designed to operate intermittently. The lower 
rate shall be permitted only where the exhaust system is designed to operate continuously while occupied. 

f. Rates are per room unless otherwise indicated. The higher rate shall be provided where the exhaust system is designed to operate intermittently. 
The lower rate shall be permitted only where the exhaust system is designed to operate continuously while occupied. 

g. Mechanical exhaust is required, and recirculation fom such spaces is s prohibited (( 


y T er Fee e ; H D). For occupancies cones than science 
iaboratories, where there isa wheel: type energy recovery ventilation ( ERV) ut uniti in ‘the exhaust system design. the volume of air leaked from the 
exhaust airstream into the outdoor airstream within the ERV shall be less than 10 percent of the outdoor air volume. Recirculation of air that is 
contained completely within such spaces shall not be prohibited (see Section 403.2.1, Items 2 and 4). 

h. For nail salons, each manicure and pedicure station shall be provided with a source capture system capable of exhausting not less than 50 cfm 
per station. Exhaust inlets shall be located in accordance with Section 502.20. Where one or more required source capture systems operate 
continuously during occupancy, the exhaust rate from such systems shall be permitted to be applied to the exhaust flow rate required by Table 
403.3.1.1 for the nail salon. 

i. Reserved. 

j. When combustion equipment is intended to be used on the playing surface, additional dilution ventilation and/or source control shall be 
provided. 

k. Kitchenettes require exhaust when they contain a domestic cooking appliance range or oven that is installed in accordance with Table 
(($04%2)) 507.1.2. Kitchenettes that only contain a microwave cooking appliance are not required to have exhaust. A kitchenette may not 
contain commercial cooking appliances that require Type I or Type II exhaust as these occupancies are required to be exhausted to the kitchen 
category in Table 403.3.1.1. 


403.3.1.1.2.3 Multiple zone recirculating systems. For ventilation 
systems wherein one or more air handlers supply a mixture of outdoor 
air and recirculated air to more than one ventilation zone, the out- 
door air intake flow (Vot) shall be determined in accordance with Sec- 


trons: 40343. L. 1.2.3.1 through -4039:31 2a ote 


403.3.1.1.2.3.1 Uncorrected outdoor air intake. The uncorrected out- 
door air intake flow (Vot) shall be determined in accordance with 


Equation 4-5. 
Vou = D}all zones(Rp * Pz) + Yall zones(Ra * Az) (Equation 4-5) 


403.3.1.1.2.3.1.1 Occupant diversity. The occupant diversity ratio (D) 
shall be determined in accordance with Equation 4-6 to account for 
variations in population within the ventilation zones served by the 
system. 


D = Ps/Yiall zonesPz (Equation 4-6) 
where: 
P, = System population: The total population in the area served 
by the system. 
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EXCEPTION: Alternative methods to account for occupant diversity shall be permitted, provided the resulting V,yvalue is no less than that determined 
using Equation 4-5. 


403.3.1.1.2.3.1.2 Design system population. Design system population 
(Ps) shall equal the largest (peak) number of peopl xpected to occu- 
py all ventilation zones served by the ventilation system during use. 

Note: Design system population is always equal to or less than 
the sum of design zone population for all zones in the area served by 
the system because all zones may or may not be simultaneously occupied 
at design population. 


403.3.1.1.2.3.2 System ventilation efficiency. The system ventilation 
efficiency (E,) shall be determined in accordance with Section 
403.3.1.1.2.3.3 for the Simplified Procedure or Appendix A of ASHRAE 
62.1 for the Alternative Procedure. 

Note: These procedures also establish zone minimum primary air- 
flow rates for VAV systems. 


403.3.1.1.2.3.3 Simplified procedure. 


403.3.1.1.2.3.3.1 System ventilation efficiency. System ventilation 
efficiency (E,) shall be determined in accordance with Equation 4-6a 
or 4-6b. 


Ey = 0.88 x D+ 0.22 for D < 0.60 (Equation 4-6a) 
E, = 0.75 for D 2 0.60 (Equation 4-6b) 


403.3.1.1.2.3.3.2 Zone minimum primary airflow. For each zone, the 
minimum primary airflow (Vpz-min) Shall be determined in accordance 
with Equation 4-7. 


Vpz-min = Voz * 1.5 (Equation 4-7) 


403.3.1.1.2.3.4 Outdoor air intake. The design outdoor air intake flow 
(Vot) Shall be determined in accordance with Equation 4-8. 


Vot = Vou/Ey (Equation 4-8) 


403.3.2 Group R-2, R-3 and R-4 occupancies. This section is not adop- 
ted. See Section 403.4. 


403.3.2.1 Outdoor air for dwelling units. This section is not adopted. 
403.3.2.2 Outdoor air for other spaces. This section is not adopted. 
403.3.2.3 Local exhaust. This section is not adopted. 


403.4 Group R whole house mechanical ventilation system. Each dwelling 
unit or sleeping unit shall be equipped with a whole house mechanical 
ventilation system that complies with Sections 403.4.1 through 
403.4.6. Each dwelling unit or sleeping unit shall be equipped with 
local exhaust complying with Section 403.4.7. All occupied spaces, in- 
cluding public corridors, other than the Group R dwelling units and/or 
sleeping units, that support these Group R occupancies shall meet the 
ventilation requirement of natural ventilation requirements of Section 
402 or the mechanical ventilation requirements of Sections 403.1 
through 403.3. 


EXCEPTION: Alternate balanced whole house ventilation systems and local exhaust systems subject to the Washington State Energy Code, Residential 
Provisions serving Group R dwelling units designed and commissioned in accordance with ASHRAE Standard 62.2 are permitted. 


403.4.1 System design. The whole house ventilation system shall con- 
sist of one or more supply fans, one or more exhaust fans, or an 
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4.2 as corrected by the bal- 


Table 403.4.2 


WHOLE HOUSE MECHANICAL VENTILATION AIRFLOW RATE 
(CONTINUOUSLY OPERATING SYSTEMS) 


tributed whole house ventilation system coefficients 
th Section 403.4.3 where applicable. 


Floor Area Bedrooms! 
(fe?) 1 2 3 4 >5 
<500 30 30 35 45 50 
500 - 1000 30 35 40 50 55 
1001 - 1500 30 40 45 55 60 
1501 - 2000 35 45 50 60 65 
2001 - 2500 40 50 55 65 70 
2501 - 3000 45 55 60 70 75 
3001 - 3500 50 60 65 75 80 
3501 - 4000 55 65 70 80 85 
4001 - 4500 60 70 75 85 90 
4501 - 5000 65 75 80 90 95 


1 


403.4.2 Whole house mechanical ventilation rates. 
ole house mechanical ventilation minimum outdoor airfl 
determined in accordance with 


wh 
b 


minimum outdoor airflow ra 


th 
40 
ch 


in 


e breathing zone ventilation rat 
3.3.1.1.1.2 using Equation 4-2. 
anical ventila 
accordance wit 


Minimum airflow (Q,) is set at not less than 30 cfm for each dwelling units. 


The s] 


leeping unit 


s requirement 
The dwel 


th Equation 4-10 or Table 403.4.2. 


Or = 0.01*Ag gor + 7.5* (Npr + 1) (Equation 4-10) 
where: 

Q: = Ventilation airflow rate, cubic feet per minute 
(cfm) but not less than 30 cfm for each 
dwelling unit. 

Afloor Conditioned floor area, square feet (ft?) 

Npr = Number of bedrooms, not less than one. 

Table 403.4.3 
SYSTEM COEFFICIENT (C system) 
System Type Distributed Not Distributed 
Balanced 1.0 1.25 
Not Balanced 1.25 1.5 


low rate shall 
the breathing zone ventilation rates 
te shall be determined in accordance with 
ts of Section 

Lling unit whole house me- 
tion minimum outdoor airflow rate shall be determined 


403.4.3 Ventilation quality adjustment. The minimum whole house venti- 
lation rate from Section 403.4.2 shall be adjusted by the system coef- 


ficient in Table 403.4.3 based on the system type not meeting 
inition of a balanced whole house ventilation system and/or not 


the def- 
meet- 


ing the definition of a distributed whole house ventilation system. 
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where: 

Qy = Quality-adjusted ventilation airflow rate in 
cubic feet per minute (cfm) 

Q: = Ventilation airflow rate, cubic feet per 
minute (cfm) from Equation 4-10 or Table 
403.4.1 

Csystm = System coefficient from Table 403.4.3 


403.4.4 Whole house ventilation residential occupancies. Residential 
dwelling and sleeping unit whole house ventilation systems shall meet 


the requirements of Sections 403.4.4.1 or 403.4.4.2 depending on the 
occupancy of the residential unit. 


403.4.4.1 


Whole house ventilation in Group R-2 occupancies. Residen- 


tial dwelling and sleeping units in Group R-2 occupancies system shall 


include s 


upply and exhaust fans and be a balanced whole house ventila- 


tion system in accordance with Section 403.4.6.3. The system shall in- 
clude a heat or energy recovery ventilator with a sensible heat recov- 
ry effectiveness as prescribed in Section C403.3.6 or when selected 


as an option of R406 of the Washington State Energy Code. The whole 


house ventilation system shall operate continuously at the minimum 
ventilation rate determined in accordance with Section 403.4. The 
whole house supply fan shall provide ducted outdoor ventilation air to 


each habi 
EXCEPTIONS: 


table space within the residential unit. 


1. Interior adjoining spaces that are ventilated from another habitable space are not required to have outdoor air ducted directly to the 


adjoining space. These systems are considered not distributed whole house ventilation systems and shall use the "not distributed" quality 
adjustment system coefficient in accordance with Section 403.4.3. 

2. Interior adjacent rooms that are ventilated from another habitable space are not required to have outdoor air ducted directly to the 
interior adjacent room. These systems are considered not distributed whole house ventilation systems and shall use the "not distributed" 
quality adjustment system coefficient in accordance with Section 403.4.3. The interior adjacent room shall be provided with a transfer 
fan with a minimum airflow rate of 30 cfm or with relief air inlet with a minimum airflow of 20 cfm that is connected to the exhaust/ 
relief air inlet of an ERV/HRV whole house ventilation system. Transfer fans that ventilate interior adjacent rooms shall meet the sone 
rating in Section 403.3.6 and shall have whole house ventilation controls in accordance with Section 403.4.5. 


403.4.4.2 Whole house ventilation for other than Group R-2 occupan- 


cies. Res 


idential dwelling and sleeping units in other than Group R-2 


occupancies, including I-1 condition 2 occupancies, shall have a whole 
house mechanical ventilation system with supply and exhaust fans in 
accordance with Section 403.4.6.1, 403.4.6.2, 403.4.6.3, or 403.4.6.4. 
The whole house ventilation system shall operate continuously at the 
minimum ventilation rate determined in accordance with Section 403.4.2 
unless configured with intermittent off controls in accordance with 


Section 4 


03.4.6.5. The whole house supply fan shall provide ducted 


outdoor ventilation air to each habitable space within the residential 


unit. 
EXCEPTIONS: 


1. Interior adjoining spaces that are ventilated from another habitable space are not required to have outdoor air ducted directly to the 


adjoining space. These systems are considered not distributed whole house ventilation systems and shall use the "not distributed" quality 
adjustment system coefficient in accordance with Section 403.4.3. 
2. Interior adjacent rooms that are ventilated from another habitable space are not required to have outdoor air ducted directly to the 
interior adjacent room. These systems are considered not distributed whole house ventilation systems and shall use the "not distributed" 
quality adjustment system coefficient in accordance with Section 403.4.3. The interior adjacent room shall be provided with a transfer 
fan with a minimum airflow rate of 30 cfm or with relief air inlet with a minimum airflow of 20 cfm that is connected to the exhaust/ 
relief air inlet of an ERV/HRV whole house ventilation system. Transfer fans that ventilate interior adjacent rooms shall meet the sone 
rating in Section 403.4.6 and shall have whole house ventilation controls in accordance with Section 403.4.5. 


403.4.5 Whole house ventilation controls. 


1. The whole house ventilation system shall be controlled with 


manual switches, timers or other means that provide for automatic op- 
eration of the ventilation system that are readily accessible by the 


occupant; 


2. Whole house mechanical ventilation system shall be provided 
with controls that enable manual override off of the system by the oc- 
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trols shall in- 
ion. Recommen- 
text similar to the follow- 
" Manual con- 


required to have manual override off controls accessible to the occupant. 


3. 
continuously excep 
accordance with Sec 


se ventilation supply and exha 


The fans shall be ra 
tatic 


rgy Code. 
e at design airflow and s 
la 


Whole house ventilation systems shal 
t where intermittent off controls are provided 
tion 403.4.6.5 and al 


403.4.6 Whole house ventilation system component requirements. 


ust fans 


e with manufacturer's installa 


tion 


l be configured to operat- 


tion 403.4.4.2. 


Whole 
this section 


lowed by Sec 


specified in 


have a minimum efficacy as prescribed in the Washington State 
ted for sound a 
pressure condit 
tion of the system or equipment shall be carried out in accord- 
instructions. 


a maximum of 1.0 
ions. Design and in- 


EXCEPTIONS: 1. Central supply or exhaust fans serving multiple residential units do not need to comply with the maximum fan sone requirements. 
2, Interior joining spaces provided with a 30 cfm transfer fan or a 25 square foot permanent opening do not require supply ventilation air 
directly to the space. Transfer fans shall meet the sone rating above and have whole house ventilation controls in accordance with 
Section 403.4.5. 
403.4.6.1 Exhaust fans. Exhaust fans required shall be ducted directly 
to the outside in accordance with Section 501.3. Exhaust air outlets 
shall be designed to limit the pressure difference to the outside to 
limiting the outlet fr area maximum velocity to 500 feet per minute 
and equipped with backdraft dampers or motorized dampers in accordance 


wit 
rat 
req 


h Washington State Energy Code. 
ed in accordance with HVI 915, 
uired in this 


section may be used 
haust fans serving spaces other than kitchens tha 


Exhaust fans shall be tested and 
HVI 916, and HVI 920. Exhaust fans 
to provide local ventilation. Ex- 


are designed for 


intermittent exhaust ( ( 
haust—aitrfttew)) rates in Table ((403-4.2)) 403.4.7 shall be provided 
with occupancy sensors ((e*)), humidity sensors, timer controls, or 


pollutant sensor controls to au 
The exhaust 


ted and posted in accordance wi 


hig 
tes 
tio 


EXCEPTIONS: 


403. 


anc 
sig 
inl 
sig 
dam 
fan 
and 
uni 
fil 
nan 


h speed airflow rate. 
ting results shall be submit 
n 403.4.6.7. 


coma 


fans 


tically override the fan to the 


shall be tested and the 


th Sec- 


1. Central exhaust fans serving multiple residential units do not need to comply with the HVI testing requirements. 


2. Inlet free area maximum velocity may exceed 500 feet per minute when a factory-built combined exhaust/intake termination fitting is 


used. 


4.6.2 Supply fans. 
e with Sect 
ned 

EEE ar 
ned for in 
pers in accordance with 
s shall be tested and ra 
HVI 920. 
or sleeping uni 
tered. The filter 
ce and replacemen 


a maximum velocity 
termittent off opera 


t by suppl 
shall be 
The fil 


ing Value (MERV) of at least 8. 
EXCEPTION: 
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403.4.6.3 Balanced whole house ventilation system. A balanced whole 
house ventilation system shall include both supply and exhaust fans. 
The supply and exhaust fans shall have airflow that is within 10 per- 
cent of each other. The tested and balanced total mechanical exhaust 
airflow rate is within 10 percent or 5 cfm, whichever is greater, of 
the total mechanical supply airflow rate. The flow rate test results 
shall be submitted and posted in accordance with Section 403.4.6.7. 
The exhaust fan shall meet the requirements of Section 403.4.6.1. The 
supply fan shall meet the requirements of Section 403.4.6.2. For Group 
R-2 dwelling and sleeping units, the system is required to have bal- 
anced whole house ventilation but is not required to have distributed 
whole house ventilation where the not distributed system coefficient 
from Table 403.4.3 is utilized to correct the whole house mechanical 
ventilation rate. The system shall be ((desiesx)) designed and balanced 
to meet the pressur qualization requirements of Section 501.4. ( (= 


tng—er_steeping ehit minimum ventitatien tate) ) Local exhaust systems 


that are not a component of the whole-house mechanical ventilation 
system are exempt from the balanced airflow calculation. 


403.4.6.4 Furnace integrated supply. Systems using space condition 
heating and/or cooling air handler fans for outdoor air supply air 
distribution are not permitted. 


EXCEPTION: Air handler fans shall be permitted that have multi-speed or variable speed supply airflow control capability with a low speed operation 
not greater than 25 percent of the rated supply air flow capacity during ventilation only operation. Outdoor air intake openings must 
meet the provisions of Sections 401.4 and 401.5 and must include a motorized damper that is activated by the whole house ventilation 
system controller. Intake air openings shall be designed to limit the pressure difference to the outside to limiting the inlet free area 
maximum velocity to 500 ft per min. The motorized damper must be controlled to maintain the outdoor airflow intake airflow within 10 
percent of the whole house mechanical exhaust airflow rate. The supply air handler shall provide supply air to each habitable space in 
the residential unit. The whole house ventilation system shall include exhaust fans in accordance with Section 403.4.6.1 to meet the 
pressure equalization requirements of Section 501.4. The flow rate for the outdoor air intake must be tested and verified at the minimum 
ventilation fan speed and the maximum heating or cooling fan speed. The results of the test shall be submitted and posted in accordance 
with Section 403.4.6.7. 


403.4.6.5 Intermittent off operation. Whole house mechanical ventila- 
tion systems shall be provided with advanced controls that are config- 
ured to operate the system with intermittent off operation and shall 
operate for a least two hours in each four-hour segment. The whole 
house ventilation airflow rate determined in accordance with Section 
403.4.2 as corrected by Section 403.4.3 shall be multiplied by the 
factor determined in accordance with Table 403.4.6.5. 


Table 403.4.6.5 


INTERMITTENT WHOLE HOUSE MECHANICAL VENTILATION RATE 


Fractors®/P 
Run-time 
Percentage in Each 
4-hour Segment 50% | 66% | 75% | 100% 
Factor? 2 1.5 1.3 1.0 


a For ventilation system run-time values between those 
given, the factors are permitted to be determined by 
interpolation. 


b Extrapolation beyond the table is prohibited. 


403.4.6.6 Testing. Whole house mechanical ventilation systems shall be 
tested, balanced and verified to provide a flow rate not less than the 
minimum required by Sections 403.4.2 and 403.4.3. Testing shall be 
performed according to the ventilation equipment manufacturer's in- 
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or other airflow meas- 
out- 
tion ducts. Where 


conducted by an 


Lts of the test 
ting the test and provided to the 


unit in ac- 


A permanent certifica 


the mechanical contractor, 
proved party and posted on a wall in 
located, a utility room, 


When located 
or obstruct 
disconnect label, 
the flow rat 


on an electrical panel, 
the visibility of the circuit directory 
or other required 
determined from the delivered airflow 


mechanical ventilation system as installed and 
whole house ventilation system used 


te shall be completed by 
test and balance contractor or other ap- 


labels. The 


the 


403.4.7 Local exhaust. Bat 
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or pollutant sensor controls. 


quirement 
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including 
trols 
humidity 
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with ready access in the room served by the fan. 
Table 403.4.7 


MINIMUM EXHAUST RATES 


403.4.7.1 Whole house exhaust controls. 


Area to be Exhaust Rate 
exhausted Intermittent Continuous 
((Kitehens 4+00-efm 30-efm)) 
Open kitchens In accordance Not permitted 
with Section 
403.4.7.3 
Enclosed In accordance 5 ACH based on 
kitchens with Section kitchen volume 
403.4.7.3 
Bathrooms - 
Toilet rooms 50 cfm 20 cfm 


meet this re- 


trols shall be provided 


If the local exhaust fan is 


included in a whole house ventilation system in accordance with Sec- 


tion 403.4.6, 


fied in Section 403.4.5. 
403.4.7.2 Local exhaust fans. 


criteria. 


Exhaust fans shal 


the exhaust fan shall be controlled to 


operate as speci- 


ll meet the following 


1. Exhaust fans shall be tested and rated in accordance with HVI 


915, HVI 916, 


(EXCEPTION: Where-arar 
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2. Fan airflow rating and duct system shal 
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3. Design and installation of the system or equipment shall be 
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Intermittent local exhaust 
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termined at working speed as specified in HVI 916 Section 7.2. 


ed 


5. Continuous local exhaust sys 


tem serving kitchens shall be rat- 


for sound at a maximum of 1 sone at one or more 


airflow settings 


not 


less than 100 cfm at a static pressure not less than that deter- 


mined at working speed as specified in HVI 916 Section 7.2. 


EXCEPTIONS: 


provided the duct sizing meets the prescriptive requirements of Table 403.4.7.2. 


2. (( 


1. The installed airflow is not required to be field-verified where an exhaust airflow rating at a pressure of 0.25 in. w.g. may be used, 


kitehenstherange-hoodof 


-)) Remote mounted fans need not meet sound requirements. To be 


considered for this exception, a remote mounted fan shall be mounted outside the kitchen, and there shall be at least 4 feet (1 m) of 


ductwork between the fan and the intake grille. 


Table 403.4.7.2 


PRESCRIPTIVE EXHAUST DUCT SIZING 


Fan Tested cfm at Minimum Flex Maximum Length Minimum Smooth Maximum Length in Maximum 
0.25 inches w.g. Diameter in Feet Diameter Feet Elbows? 
50 4 inches 25 4 inches 70 3 
50 5 inches 90 5 inches 100 3 
50 6 inches No Limit 6 inches No Limit 3 
80 4 inches? NA 4 inches 20 3 
80 5 inches 15 5 inches 100 3 
80 6 inches 90 6 inches No Limit 3 
100 5 inches? NA 5 inches 50 3 
100 6 inches 45 6 inches No Limit 3 
125 6 inches 15 6 inches No Limit 3 
125 7 inches 70 7 inches No Limit 3 


a. 


D. 


For each additional elbow, subtract 10 feet from length. 
Flex ducts of this diameter are not permitted with fans of this size. 


403.4.7.3 Local intermittent kitchen exhaust system. Kitchen range 
hoods for domestic cooking appliances shall meet or exceed either th 
minimum airflow or the minimum capture efficiency in accordance with 
Table 403.4.7.3. Capture efficiency ratings shall be determined in ac- 


cordance with ASTM 
EXCEPTION: 


E3087. 


Other intermittent kitchen exhaust fans, including downdraft, shall meet or exceed 300 cfm airflow. 


Table 403.4.7.3 


Kitchen Range Hood Airflow Rates 


(CFM) and ASTM E3087 Capture Effi- 


ciency (CE) Ratings According to 


Kitchen Range Fuel Type 


Hood Over Electric 


Range 


Hood Over Combustion 


Range 


65 percent CE or 160 cfm 


80 percent CE or 250 cfm 
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403.4.7.3.1 Field verification and diagnostic testing for local inter- 


mittent kitchen exhaust system. The 


local exhaust system for kitchens 


shall 


be ins 


talled to comply with local 


mechanical exhaust require- 


ments specified in 403.4.7.3 and shal 
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fective 4/12/12. Statutory Authority: RCW 19.27.190, 19.27.074, 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 10-03-099, § 

51- 52-0403, filed 1/20/10, effective 7/1/10. Statutory Authority: RCW 
19.27.190, 19.27.020, and chapters 19.27 and 34.05 RCW. WSR 07-01-0092, 
§ 51-52-0403, filed 12/19/06, effective 7/1/07. Statutory Authority: 
RCW 19.27.020, 19.27.031, 19.27.074 and chapters 19.27 and 34.05 RCW. 
WSR 05-01-015, § 51-52-0403, filed 12/2/04, effective 7/1/05.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 20-03-041, filed 1/8/20, effective 
7/1/20) 


WAC 51-52-0501 Section 501—General. 


501.3.1 Location of exhaust outlets. The termination point of exhaust 
outlets and ducts discharging to the outdoors shall be located with 
the following minimum distances: 
1. For ducts conveying explosive or flammable vapors, fumes or 
dusts: 30 feet (9144 mm) from the property line; 10 feet (3048 mm) 
from operable openings into the building; 6 feet (1829 mm) from exte- 
rior walls and roofs; 30 feet (9144 mm) from combustible walls and op- 
erable openings into the building which are in the direction of the 
exhaust discharge; 10 feet (3048 mm) above adjoining grade. 
2. For other product-conveying outlets: 10 feet (3048 mm) from 
property lines; 3 feet (914 mm) from exterior walls and roofs; 10 feet 
(3048 mm) from operable openings into the building; 10 feet (3048 mm) 
above adjoining grade. 
3. For environmental air exhaust other than enclosed parking ga- 
rage and transformer vault exhaust: 3 feet (914 mm) from property 
lines, 3 feet (914 mm) from operable openings into buildings for all 
occupancies other that Group U, and 10 feet (3048 mm) from mechanical 
air intakes. Such exhaust shall not be considered hazardous or noxi- 
ous. Separation is not required between intake air openings and living 
space exhaust air openings of an individual dwelling unit or sleeping 
unit where an approved factory-built intake/exhaust combination termi- 
nation fitting is used to separate the air streams in accordance with 
the manufacturer's instructions. 


EXCEPTIONS: 1. The separation between an air intake and exhaust outlet on a single listed package HVAC unit. 
2. Exhaust from environmental air systems other than garages may be discharged into an open parking garage. 
3. Except for Group I occupancies, where ventilation system design circumstances require building HVAC air to be relieved, such as 
during economizer operation, such air may be relieved into an open or enclosed parking garage within the same building. 


4. Exhaust outlets serving structures in flood hazard areas shall 
be installed at or above the elevation required by Section 1613 of the 
International Building Code for utilities and attendant equipment. 

5. For enclosed parking garage exhaust system outlets and trans- 
former vault exhaust system outlets: 10 feet (3048 mm) from property 
lines which separate one lot from another; 10 feet (3048 mm) from op- 
erable openings into buildings; 3 feet (914 mm) horizontally from, 10 
feet above, or 10 feet below adjoining finished ( (st¢ewet)) walkways. 

6. For transformer vault exhaust system outlets, in addition to 
the requirements of NFPA 70 Section 450.45: Ten feet (3048 mm) from 

roperty lines which separate one lot from another; 10 feet (3048 mm 
from operable openings into buildings; 10 feet (3048 mm) above walk- 


ways. 
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7. For elevator machinery rooms in enclosed or open parking ga- 
rages: Exhaust outlets may discharge air directly into the parking ga- 
rage. 


((+-)) 8. For specific systems s the following sections: 

((#.-4+-)) 8.1. Clothes dryer exhaust, Section 504.4. 

((#2-)) 8.2. Kitchen hoods and other kitchen exhaust equipment, 
Sections 506.3.13, 506.4 and 506.5. 

((4+.3~)) 8.3. Dust stock and refuse conveying systems, Section 
Biol? 


8.4. Subslab soil exhaust systems, Section 512.4. 
8.5. Smoke control systems, Section 513.10.3. 

8.6. Refrigerant discharge, Section 1105.7. 
8.7. Machinery room discharge, Section 1105.6.1. 


501.4 Pressure equalization. Mechanical exhaust systems shall be sized 
to remove the quantity of air required by this chapter to be exhaus- 
ted. The system shall operate when air is required to be exhausted. 
Where mechanical exhaust is required in a room or space, such space 
shall be maintained with a neutral or negative pressure. If a greater 
quantity of air is supplied by a mechanical ventilating supply system 
than is removed by a mechanical exhaust for a room, adequate means 
shall be provided for the natural or mechanical exhaust of the excess 
air supplied. If only a mechanical exhaust system is installed for a 
room or if a greater quantity of air is removed by a mechanical ex- 
haust system than is supplied by a mechanical ventilating supply sys- 
tem for a room, adequate makeup air consisting of supply air, transfer 
air or outdoor air shall be provided to satisfy the deficiency. The 
calculated building infiltration rate shall not be used to satisfy the 
requirements of this section. 


EXCEPTION: Intermittent ((demestierange)) kitchen exhaust, intermittent domestic dryer exhaust, and intermittent local exhaust systems in R-3 
occupancies and dwelling units in R-2 occupancies are excluded from the pressure equalization requirement unless required by Section 
504 or Section 505. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-041, $ 
51-52-0501, filed 1/8/20, effective 7/1/20. Statutory Authority: RCW 
19.27.031, 19.27.074 and chapters 19.27 and 34.05 RCW. WSR 13-04-053, 
§ 51-52-0501, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.190, 19.27.074, 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 
10-03-099, § 51-52-0501, filed 1/20/10, effective 7/1/10. Statutory 
Authority: RCW 19.27.190, 19.27.020, and chapters 19.27 and 34.05 RCW. 
WSR 07-01-092, § 51-52-0501, filed 12/19/06, effective 7/1/07. Statu- 
tory Authority: RCW 19.27.020, 19.27.031, 19.27.074 and chapters 19.27 
and 34.05 RCW. WSR 05-01-015, § 51-52-0501, filed 12/2/04, effective 
7/1/05.] 


AMENDATORY SECTION (Amending WSR 16-01-148, filed 12/21/15, effective 
7/1/16) 


WAC 51-52-0504 Section 504—Clothes dryer exhaust. 


504.4 Exhaust installation. Dryer exhaust ducts for clothes dryers 
shall terminate on the outside of the building and shall be equipped 
with a backdraft damper located where the duct terminates. Dryer ex- 
haust ducts may terminate at exterior wall louvers with openings 
spaced not less than 1/2-inch in any direction. 
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Screens shall not be installed at the duct termination. Ducts 
shall not be connected or installed with sheet metal screws or other 
fasteners that will obstruct the exhaust flow. Clothes dryer exhaust 
ducts shall not be connected to a vent connector, vent or chimney. 
Clothes dryer exhaust ducts shall not extend into or through ducts or 
plenums. 

Domestic dryer exhaust ducts may terminate at a common location 
where each duct has an independent back-draft damper. 


((504.40)) 504.11 Common exhaust systems for 
multistory structures. 
Signed and installed to convey exhaust from multiple clo 
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AMENDATORY SECTION (Amending WSR 16-01-148, filed 12/21/15, effective 
7/1/16) 


WAC 51-52-0505 Section 505—Domestic ((kitehen)) cooking exhaust 
equipment. 


COSSEN) 505.3 Domas tie ( (Systems) ) exhaust ducts. W 


Sain ere es te nea y: Duets serving domestig cook- 
ing exhaust equipment shall discharge to the outdoors through sheet 
metal ducts constructed of galvanized steel, stainless steel, aluminum 
or copper. Such ducts shall have smooth inner walls, shall be ( (at 
£ight)) airtight, shall be equipped with a backdraft damper and shall 
be independent of all other exhaust systems. 

Domestic kitchen exhaust ducts may terminate with other domestic 
dryer exhaust and residential local exhaust ducts at a common location 
where each duct has an independent back-draft damper. 

Listed and labeled exhaust booster fans shall be permitted when 
installed in accordance with the manufacturer's installation instruc- 
tions. 


EXCEPTIONS: 1. in other than | Group E 1 and 1-2, where installed i in accordance with the manufacturer's installation instructions and where 
((mecha e e He Ə e4)) continuous local exhaust is provided in an enclosed 
kitchen i in accordance with Table 403. A T listed and labeled duciless. range hoods shall not be required to discharge to the outdoors. The 
local exhaust from the residential dwelling or sleeping unit kitchen area may be combined with other exhaust ductwork where the 
exhaust register/grille in the kitchen is a minimum of 6 feet (1.8 M) from the domestic range cooktop. The exhaust register/grille shall 
be provided with a minimum MERY 3 filter or mesh filter (washable) for trapping grease. 
2. Ducts for domestic kitchen cooking appliances equipped with downdraft exhaust systems shall be permitted to be constructed of 
Schedule 40 PVC pipe and fittings provided that the installation complies with all of the following: 
2.1. The duct shall be installed under a concrete slab poured on grade. 
2.2. The underfloor trench in which the duct is installed shall be completely backfilled with sand or gravel. 
2.3. The PVC duct shall extend not more than 1 inch (25 mm) above the indoor concrete floor surface. 
2.4. The PVC duct shall extend not more than 1 inch (25 mm) above grade outside of the building. 
2.5. The PVC ducts shall be solvent cemented. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-01-148, § 
51-52-0505, filed 12/21/15, effective 7/1/16. Statutory Authority: RCW 
19.27.031, 19.27.074 and chapters 19.27 and 34.05 RCW. WSR 13-04-053, 
g 51-52-0505, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
TI 27 1907 19.27.074, 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 
10-03-099, § 51-52-0505, filed 1/20/10, effective 7/1/10.] 


AMENDATORY SECTION (Amending WSR 20-03-041, filed 1/8/20, effective 
7/1/20) 


WAC 51-52-0506 Section 506—Commercial kitchen hood ventilation 
system ducts and exhaust equipment. 


506.3.2.4 Vibration isolation. A vibration isolation connector for 
connecting a duct to a fan shall consist of noncombustible packing in 
a metal sleeve joint of approved design or shall be a coated-fabric 
flexible duct connector rated for continuous duty at temperature of 
not less than 1500°F (816°C). Vibration isolation connectors shall be 
installed only at the connection of a duct to a fan inlet or outlet. 


506.3.9 Grease duct cleanout location, spacing and installation. 


506.3.9.1 Grease duct horizontal cleanout. Cleanouts located on hori- 
zontal sections of ducts shall: 
Be spaced not more than 20 feet (6096 mm) apart. 
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515.1 General. Waste or linen chutes shall be gravity vented ( (p¢#) ) 
in accordance with NFPA 82. 


EXCEPTION: Waste or linen chutes may be mechanically ventilated by an exhaust fan((—Fhe-exhaustfan)) in accordance with Section 713.13.7 of the 
International Building Code ((Seetton 343-7). 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-041, S$ 
51-52-0515, filed 1/8/20, effective 7/1/20; WSR 16-01-148, S 
51-52-0515, filed 12/21/15, effective 7/1/16.] 


AMENDATORY SECTION (Amending WSR 22-09-009, filed 4/8/22, effective 
5/9/22) 


WAC 51-52-0601 Section 601—General. 


601.2 Air movement in egress elements. Corridors shall not serve as 
supply, return, exhaust, relief or ventilation air ducts. 


EXCEPTIONS: 1. Use of a corridor as a source of makeup air for exhaust systems in rooms that open directly onto such corridors, including toilet 
rooms, bathrooms, dressing rooms, smoking lounges and janitor closets, shall be permitted provided that each such corridor is directly 
supplied with outdoor air at a rate greater than the rate of makeup air taken from the corridor. 

2. Where located within a dwelling unit, the use of corridors for conveying return air shall not be prohibited. 
3. Where located within tenant spaces of one thousand square feet (93 m2) or less in area, utilization of corridors for conveying return 
air is permitted. 


supphy-or- return to-the+eem.)) Transfer air movement required to maintain pressurization difference within health care facilities in 
accordance with ASHRAE 170. 


5. Where such air is part of an engineered smoke control system. 

6. Air supplied to corridors serving residential occupancies shall not be considered as providing ventilation air to the dwelling units and 
sleeping units subject to the following: 

6.1 The air supplied to the corridor is one hundred percent outside air; and 

6.2 The units served by the corridor have conforming ventilation air independent of the air supplied to the corridor; and 

6.3 For other than high-rise buildings, the supply fan will automatically shut off upon activation of corridor smoke detectors installed in 
accordance with Section 606.2.4; or 

6.4 For high-rise buildings, the supply fan will automatically shut off upon activation of the smoke detectors required by International 
Fire Code Section 907.2.12.1 or upon receipt of another approved fire alarm signal. The supply fan is not required to be automatically 
shut off when used as part of an approved building stairwell or elevator hoistway pressurization system. Corridor smoke detectors shall 
be installed in accordance with Section 606.2.5. 


[Statutory Authority: RCW 19.27.031, 19.27.074, and chapter 19.27 RCW. 
WSR 22-09-009, § 51-52-0601, filed 4/8/22, effective 5/9/22. Statutory 
Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-041, § 51-52-0601, 
filed 1/8/20, effective 7/1/20; WSR 16-01-148, § 51-52-0601, filed 


12/21/15, effective 7/1/16. Statutory Authority: RCW 19.27.031, 
19.27.074 and chapters 19.27 and 34.05 RCW. WSR 13-04-053, § 
51-52-0601, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 


9.27.190, 19.27.074, 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 
10-03-099, § 51-52-0601, filed 1/20/10, effective 7/1/10. Statutory 
Authority: RCW 19.27.190, 19.27.020, and chapters 19.27 and 34.05 RCW. 
WSR 07-01-092, § 51-52-0601, filed 12/19/06, effective 7/1/07. Statu- 
tory Authority: RCW 19.27.031 and 19.27.074. WSR 04-01-104, § 
51-52-0601, filed 12/17/03, effective 7/1/04.] 


AMENDATORY SECTION (Amending WSR 10-03-099, filed 1/20/10, effective 
7/1/10) 


WAC 51-52-0603 Section 603—Duct construction and installation. 


603.5.1 Gypsum ducts. The use of gypsum boards to form air shafts 
(ducts) shall be limited to return air systems where the air tempera- 
tures do not exceed 125°F (52°C) and the gypsum board surface tempera- 
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ture is maintained above the airstream dew-point temperature. Supply 
air ducts formed by gypsum boards shall not be incorporated in air- 
handling systems utilizing direct evaporative ((eeetess)) cooling sys- 
tems. 


EXCEPTION: In other than Group I-2 occupancies, gypsum boards may be used for ducts that are only used for stairwell or elevator pressurization 
supply air. The gypsum duct shall not attach directly to the equipment. 


[Statutory Authority: RCW 19.27.190, 19.27.074, 19.27.031 and chapters 
19.27 and 34.05 RCW. WSR 10-03-099, § 51-52-0603, filed 1/20/10, ef- 
fective 7/1/10.] 


OPTION 1 


AMENDATORY SECTION (Amending WSR 20-03-041, filed 1/8/20, effective 
7/1/20) 


WAC 51-52-0605 Section 605—Air filters. 


605.1 General. ( (Heating—encd-ai+-econditicning)) Air handlers and ven- 
tilation systems shall be provided with approved air filters in ac- 
cordance with Section 605.4. Filters shall be installed such that all 
return air, recirculated air, outdoor air and makeup air is filtered 
upstream from any heat exchanger or coil. Filters shall be installed 
in an approved convenient location. Liquid adhesive coatings used on 
filters shall have a flash point not lower than 325°F (163°C). 


EXCEPTIONS: 1. Cooling coils that are designed, controlled and operated to provide sensible cooling only do not require filtration at the terminal 
device. 
2. Ambient air that enters the building through intentional openings for natural ventilation or by infiltration is not required to be filtered. 
3. Recirculated air serving systems without wetted cooling coils or with unducted heater (hydronic coils, fossil fuel heating elements or 
electric resistance heating elements) do not require filtration at the terminal device. 


605.4 Particulate matter removal. Particulate matter filters or air 
cleaners ((Baviwneg)) shall have a minimum efficiency reporting value 
(MERV) of not less than (( 
: i o o oo Toe S an me oo chee is saat 
ts—suppledte—an-_eecupiable—-speece-)) the following: 

1. MERV 13 for ducted air handlers and ventilation systems serv- 
ing occupiable spaces in Groups A, B, FEF, M, R and I occupancies. 

2. MERV 8 for ducted air handlers and ventilation systems serving 
occupiable spaces in Groups F, H, S, and U occupancies. 

3. MERV 4 for unducted air handlers and fan coil units. 


EXCEPTIONS: 1. Ducted air handlers and ventilation systems 500 cfm or less shall have a filter not less than MERV 8. 
2. Recirculated air at fan powered variable air volume terminal units with hydronic heating coils or electric resistance heating elements 
shall have a filter not less than MERV 8. 
3. Exhaust or relief air upstream of a heat exchanger or coil shall have a filter not less than MERV 6. 


Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-041, § 
1-52-0605, filed 1/8/20, effective 7/1/20; WSR 16-01-148, § 
1-52-0605, filed 12/21/15, effective 7/1/16. Statutory Authority: RCW 
19.27.031, 19.27.074 and chapters 19.27 and 34.05 RCW. WSR 13-04-053, 
§ 51-52- 0605, filed 2/1/13, effective 7/1/13.] 


Or Ole 
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OPTION 2 


AMENDATORY SECTION (Amending WSR 20-03-041, filed 1/8/20, effective 
7/1/20) 


WAC 51-52-0605 Section 605—Air filters. 


605.1 General. Heating and air-conditioning systems shall be provided 
with approved air filters. Filters shall be installed such that all 
return air, outdoor air and makeup air is filtered upstream from any 
heat exchanger or coil. Filters shall be installed in an approved con- 
venient location. Liquid adhesive coatings used on filters shall have 
a flash point not lower than 325°F (163°C). 


EXCEPTION: Cooling coils that are designed, controlled and operated to provide sensible cooling only do not require filtration at the terminal device. 


605.4 Particulate matter removal. Particulate matter filters or air 
cleaners having a minimum efficiency reporting value (MERV) of not 
less than 6 for ducted air handlers and not less than 4 for ductless 
mini-split systems shall be provided upstream of all cooling coils or 
other devices with wetted surfaces through which air is supplied to an 
occupiable space. 


605.5 Smoke filtration capability. Air handlers and energy recovery 
ventilators serving occupiable spaces each with individual capacity 
greater than 500 cfm shall provide fan capacity and a filter box capa- 
ble of housing a filter with a minimum efficiency reporting value 
(MERV) of not less than 13. 


EXCEPTION: Air handlers that process 100 percent recirculated air with no outdoor air are not required to comply with this section. 


Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-041, $ 
1-52-0605, filed 1/8/20, effective 7/1/20; WSR 16-01-148, § 
1-52-0605, filed 12/21/15, effective 7/1/16. Statutory Authority: RCW 
19.27.031, 19.27.074 and chapters 19.27 and 34.05 RCW. WSR 13-04-053, 
§ 51-52-0605, filed 2/1/13, effective 7/1/13.] 


O1 UI =~ 


NEW SECTION 


WAC 51-52-0607 Section 607—Ducts and transfer openings. 


607.5.2 Fire barriers. Ducts and air transfer openings that penetrate 
fire barriers shall be protected with listed fire dampers installed in 
accordance with their listing. Ducts and air transfer openings shall 
not penetrate enclosures for interior exit stairways and ramps and ex- 
it passageways except as permitted by Sections 1023.5 and 1024.6, re- 
spectively, of the International Building Code. 


EXCEPTION: Fire dampers are not required at penetrations of fire barriers where any of the following apply: 
1. Penetrations are tested in accordance with ASTM E119 or UL 263 as part of the fire-resistance-rated assembly. 
2. Ducts are used as part of an approved smoke control system in accordance with Section 513 and where the fire damper would 
interfere with the operation of the smoke control system. 
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3. Such walls are penetrated by fully ducted HVAC systems, have a required fire-resistance rating of 1 hour or less, are in areas of other 
than Group H and are in buildings equipped throughout with an automatic sprinkler system in accordance with Section 903.3.1.1 or 
903.3.1.2 of the International Building Code. For the purposes of this exception, a fully ducted HVAC system shall be a duct system for 
the structure's HVAC system. Such a duct system shall be constructed of sheet steel not less than 26 gage (0.0217 inch (0.55 mm)) 
thickness and shall be continuous from the air-handling appliance or equipment to the air outlet and inlet terminals. Flexible air 
connectors shall be permitted in a fully ducted system, limited to the following installations: 

3.1. Nonmetallic flexible connections that connect a duct to an air handling unit or equipment located within a mechanical room or 
located outdoors in accordance with Section 603.9. 

3.2. Nonmetallic flexible air connectors in accordance with Section 603.6.2 that connect an overhead metal duct to a diffuser, grille, or 
register where the metal duct and diffuser, grille, or register are located within the same room. 


607.5.3 Fire partitions. Ducts and air transfer openings that pene- 
trate fire partitions shall be protected with listed fire dampers in- 
stalled in accordance with their listing. 


EXCEPTION: In occupancies other than Group H, fire dampers are not required where any of the following apply: 
1. Corridor walls in buildings equipped throughout with an automatic sprinkler system in accordance with Section 903.3.1.1 or 903.3.1.2 
of the International Building Code and the duct is protected as a through penetration in accordance with Section 714 of the International 
Building Code. 
2. The partitions are tenant partitions in covered and open mall buildings where the walls are not required by provisions elsewhere in the 
International Building Code to extend to the underside of the floor or roof sheathing, slab, or deck above. 
3. The duct system is constructed of approved materials in accordance with Section 603 and the duct penetrating the wall complies with 
all of the following requirements: 
3.1. The duct shall not exceed 100 square inches (0.06 m2). 
3.2. The duct shall be constructed of steel not less than 0.0217 inch (0.55 mm) in thickness. 
3.3. The duct shall not have openings that communicate the corridor with adjacent spaces or rooms. 
3.4. The duct shall be installed above a ceiling. 
3.5. The duct shall not terminate at a wall register in the fire-resistance-rated wall. 
3.6. A minimum 12-inch-long (305 mm) by 0.060-inch-thick (1.52 mm) steel sleeve shall be centered in each duct opening. The sleeve 
shall be secured to both sides of the wall and all four sides of the sleeve with minimum 1.5-inch by 1.5-inch by 0.060-inch (38 mm by 
38 mm by 1.52 mm) steel retaining angles. The retaining angles shall be secured to the sleeve and the wall with No. 10 (M5) screws. 
The annular space between the steel sleeve and the wall opening shall be filled with rock (mineral) wool batting on all sides. 
4. Such walls are penetrated by fully ducted HVAC systems, have a required fire-resistance rating of 1 hour or less, and are in areas of 
other than Group H and are in buildings equipped throughout with an automatic sprinkler system in accordance with Section 903.3.1.1 
or 903.3.1.2 of the International Building Code. For the purposes of this exception, a fully ducted HVAC system shall be a duct system 
for conveying supply, return or exhaust air as part of the structure's HVAC system. Such a duct system shall be constructed of sheet steel 
not less than 26 gage (0.0217 inch (0.55 mm)) in thickness and shall be continuous from the air-handling appliance or equipment to the 
air outlet and inlet terminals. Flexible air connections shall be permitted in a fully ducted system, limited to the following installations: 
4.1. Nonmetallic flexible connections that connect a duct to an air-handling unit or equipment located within a mechanical room or 
located outdoors in accordance with Section 603.9. 
4.2. Nonmetallic flexible air connectors in accordance with Section 603.2.6 that connect an overhead metal duct to a diffuser, grille, or 
register where the metal duct and diffuser, grille, or register are located in the same room. Where the fully ducted HVAC system metal 
ductwork penetrates a corridor fire partition, the ductwork shall be continuous without openings to the corridor, to a mechanical room, 
or to a shaft enclosure. 


NEW SECTION 


WAC 51-52-0915 Section 915—Engine and gas turbine-powered 
equipment and appliances. 


915.3 Installation of emergency and legally required power systems. 
Emergency power systems and legally required standby power systems re- 
quired by the International Building Code or International Fire Code 
shall be installed in accordance with the International Fire Code, 
NFPA 70, NFPA 110, and NFPA 111. 


915.3.1 Air intakes. Air intake opening locations for combustion and 
radiator cooling intake air shall be located on the exterior of the 

building in accordance with NFPA 110 and a minimum of 5 feet from the 
property line. 


915.3.2 Air outlets. Air outlet opening locations shall comply with 
the following: 
1. Combustion exhaust shall be located on the exterior of the 
building in accordance with Section 501.3.1 Item 2 for product convey- 

ing exhaust. 
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2. Radiator cooling outlet air shall be located on the exterior 
of the building in accordance with NFPA 110, a minimum of 5 feet from 
the property line and a minimum of 2 feet above grade. 


915.4 Installation of optional standby power systems. Optional standby 
power systems shall be installed in accordance with the International 
Fire Code, NFPA 37, NFPA 70, and NFPA 111 as applicable. 


915.4.1 Air intakes. Air intake opening locations for combustion and 
radiator cooling intake air shall be located on the exterior of the 

building in accordance with NFPA 110 and a minimum of 5 feet from the 
property line and may be located within an open or enclosed parking 
garage with sufficient exterior permanent opening area to provide the 
intake air. 


915.4.2 Air outlets. Air outlet opening locations shall comply with 
the following: 
1. Combustion exhaust shall be located on the exterior of the 
building in accordance with Section 501.3.1 Item 2 for product convey- 
ing exhaust. 
2. Radiator cooling outlet air shall be located a minimum of 5 

feet from the property line and may be discharged into an open or en- 
closed parking garage with sufficient exterior permanent opening area 
to relieve heat from the generator. 


[] 


AMENDATORY SECTION (Amending WSR 22-09-009, filed 4/8/22, effective 
5/9/22) 


WAC 51-52-1101 ((Seetion—1101—Refrigeration,—general.)) Re- 
served. 


[Statutory Authority: RCW 19.27.031, 19.27.074, and chapter 19.27 RCW. 
WSR 22-09-009, § 51-52-1101, filed 4/8/22, effective 5/9/22.] 


AMENDATORY SECTION (Amending WSR 20-03-041, filed 1/8/20, effective 
7/1/20) 


WAC 51-52-1105 ( (Seetion—1105—Machinery_reem,—general _require— 
ments—)) Reserved. 
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[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-041, S$ 
51-52-1105, filed 1/8/20, effective 7/1/20.] 


AMENDATORY SECTION (Amending WSR 22-09-009, filed 4/8/22, effective 
5/9/22) 


WAC 51-52-1200 Chapter 12—Hydronic piping. 


1209.5 ((Thermal—barrier)) Insulation and thermal break required. Ra- 
diant floor heating and snow melt systems shall be provided with insu- 
lation and a thermal ( (bae*eier)) break in accordance with Sections 
1209.5.1 and 1209.5.2. Concrete slab-on-grade, asphalt and paver-sys- 
tem type pavements shall have a minimum of R-10 insulation installed 
under the area to be snow melted, or R-5 insulation shall be installed 
under and at the slab edges of the area to be snow melted. The insula- 
tion shall be located underneath the snow and ice melt hydronic piping 
or cable and along all edges of the pavement where the snow and ice 
melt system is installed in accordance with the snow and ice melt man- 
ufacturer's instructions. Insulation R-values for slab-on-grade and 
suspended floor insulation shall be in accordance with the Washington 
State Energy Code. 


1210.7.6 Expansion tanks. Shutoff valves shall be installed at connec- 
tions to expansion tanks. A method of draining the expansion tank 
downstream of the shutoff valve shall be provided. 


[Statutory Authority: RCW 19.27.031, 19.27.074, and chapter 19.27 RCW. 
WSR 22-09-009, § 51-52-1200, filed 4/8/22, effective 5/9/22. Statutory 
Authority: RCW 19.27.035 and 19.27.074. WSR 21-05-020, § 51-52-1200, 
filed 2/8/21, effective 3/11/21. Statutory Authority: RCW 19.27.031 
and 19.27.074. WSR 20-03-041, § 51-52-1200, filed 1/8/20, effective 
7/1/20; WSR 16-01-148, § 51-52-1200, filed 12/21/15, effective 
7/1/16.] 


NEW SECTION 


WAC 51-52-1305 Section 1305—Fuel oil system installation. 


1305.7 Vent piping. Liquid fuel vent pipes shall terminate outside of 
buildings at a point not less than 5 feet (1524 mm) from building 
openings and not less than 15 feet (4572 mm) from outdoor air intakes. 
Outer ends of vent pipes shall terminate in a weatherproof vent cap or 
fitting or be provided with a weatherproof hood. Vent caps shall have 
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a minimum fr open area equal to the cross-sectional area of the vent 
pipe and shall not employ screens finer than No. 4 mesh. Vent pipes 
shall terminate sufficiently above the ground to avoid being obstruc- 
ted with snow or ice. Vent pipes from tanks containing heaters shall 
be extended to a location where oil vapors discharging from the vent 
will be readily diffused. If the static head with a vent pipe filled 
with oil exceeds 10 pounds per square inch (psi) (69 kPa), the tank 
shall be designed for the maximum static head that will be imposed. 
Liquid fuel vent pipes shall not be cross connected with fill 
pipes, lines from burners, or overflow lines from auxiliary tanks. 


ct ct 


EXCEPTION: Liquid fuel vent pipes may terminate outside the building at a point not less than 2 feet from the fuel oil equipment combustion exhaust 
outlet. 


[] 


AMENDATORY SECTION (Amending WSR 20-03-041, filed 1/8/20, effective 
7/1/20) 


WAC 51-52-1400 ( (Chapter ł4—Seołar thermal-systems-)) Reserved. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-041, S$ 
51-52-1400, filed 1/8/20, effective 7/1/20.] 


AMENDATORY SECTION (Amending WSR 22-09-009, filed 4/8/22, effective 
5/9/22) 


WAC 51-52-1500 Chapter 15—Referenced standards. The following 
referenced standards are added to Chapter 15. 


AHAM 

Association of Home Appliance Manufacturers 
1111 19th St. N.W., #402 

Washington D.C. 20036 


HRH-2 Household Range Hoods . . . . . .. . a . . a . a a : 403.4.7.3.4 
ANCE 

UL/CSA/ANCE 60335-2-40—2019 Household and Similar Electrical Applian- 
ces - Safety - Part 2-40: Particular Requirements for Electrical Heat 
Pumps, Air Conditioners and 

Dehumidifiers z a w soa, Bow Swe a e aoe a ea e Bow aoe a wee @ T0122 
ASHRAE 
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34-2019 l l _ ie: l : 


1 2 R 1 


62-2-2016) ) 62.2-2019 Ventilation and Acceptable Indoor Air Quality in 
Low-Rise Residential Buildings . . . . 401.4, 403.4, 403.4.7.3.3, 
403.4.11 


ASTM 


E3087—18: Standard Test Method for Measuring Capture Efficiency of 


Domestic Range Hoods . . . . . . . . . 403 A T32 p Table 403. Ane Ta 


CSA 


UL/CSA/ANCE 60335-2-40—2019 Household and Similar Electrical Applian- 
ces - Safety - Part 2-40: Particular Requirements for Electrical Heat 
Pumps, Air Conditioners and 

DENUMLATEPERS S esa AO a aa a RA a eS a a a R a R a 1101.2 


HVI address: 

Home Ventilating Institute 

1740 Dell Range Blvd., Suite H, PMB 450 
Cheyenne, WY 82009 


HVI Publication 911 Certified Home Ventilating Product 


Da: PEO CE OY r Aa Ae tae Se dh e A e a A 403.4.7.3.4 
HVI ((945-2015)) 915-2020 Procedure for Loudness Testing of Residen- 

tial Fan Products. ......... . 403.4.6.1, 403.4.6.2, 403.4.7.2 
HVI ((9146-2015)) 916-2020 Air Flow Test Procedure. .... 403.4.6.1, 


403.4.6.2, 403.4.7.2 
HVI ((920-2015)) 920-2020 Product Performance Certification Procedure 


Including Verification and Challenge. ..... 403.4.6.1, 403.4.6.2, 
403.4.7.2 

NFPA 

110-22 Standard for Emergency and Standby Power 

ayot e w eo a e a a ee oe a a WO SEES e O Sik e EA 
111-22 Standard on Stored Electrical Energy Emergency and Standby Pow- 
ef Systems s ə a o a š yo oa 915.3, 915.4 
UL 


( (864-03) ) 864-2014 Control Units and Accessories for Fire Alarm Sys- 
tems with revisions through ( (December 2044) ) 
OGHObDeT 2O LGe oie Pa ee de BR” A, ee Be te Oe tee pe Sew Se eg OE eu SP a 606.2.2 


UL/CSA/ANCE 60335-2-40—2019 Household and Similar Electrical Applian- 
ces - Safety - Part 2-40: Particular Requirements for Electrical Heat 
Pumps, Air Conditioners and 

DEHUMVETEESISS o denu ae a sen se) ee Me ee a ee eo 1101.2 


[Statutory Authority: RCW 19.27.031, 19.27.074, and chapter 19.27 RCW. 
WSR 22-09-009, § 51-52-1500, filed 4/8/22, effective 5/9/22. Statutory 
Authority: RCW 19.27.035 and 19.27.074. WSR 21-05-020, § 51-52-1500, 
filed 2/8/21, effective 3/11/21. Statutory Authority: RCW 19.27.031 
and 19.27.074. WSR 20-03-041, § 51-52-1500, filed 1/8/20, effective 
7/1/20; WSR 16-01-148, § 51-52-1500, filed 12/21/15, effective 7/1/16. 
Statutory Authority: RCW 19.27.031, 19.27.074 and chapters 19.27 and 
34.05 RCW. WSR 13-04-053, § 51-52-1500, filed 2/1/13, effective 
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7/1/13. Statutory Authority: RCW 19.27.190, 19.27.074, 19.27.031 and 
chapters 19.27 and 34.05 RCW. WSR 10-03-099, § 51-52-1500, filed 
1/20/10, effective 7/1/10.] 


AMENDATORY SECTION (Amending WSR 16-01-148, filed 12/21/15, effective 
7/1/16) 


WAC 51-52-21101 Section 101 (IFGC)—General. 


101.2 Scope. This code shall apply to the installation of fuel gas 
piping systems, fuel gas utilization equipment, gaseous hydrogen sys- 
tems and regulated accessories in accordance with Section 101.2.1 
through 101.2.5. 


EXCEPTIONS: 1. Detached one- and two-family dwellings and multiple single-family dwellings (townhouses) not more than three stories high with 
separate means of egress and their accessory structures shall comply with the /nternational Residential Code. 


2. The standards for liquefied petroleum gas installations shall be the ((20+4)) 2020 Edition of NFPA 58 (Liquefied Petroleum Gas 
Code) and the ((2045)) 2021 Edition of ANSI Z223.1/NFPA 54 (National Fuel Gas Code). 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-01-148, § 
51-52-21101, filed 12/21/15, effective 7/1/16. Statutory Authority: 
RCW 19.27.031, 19.27.074 and chapters 19.27 and 34.05 RCW. WSR 
13-04-053, § 51-52-21101, filed 2/1/13, effective 7/1/13. Statutory 
Authority: RCW 19.27.190, 19.27.074, 19.27.031 and chapters 19.27 and 
34.05 RCW. WSR 10-03-099, § 51-52-21101, filed 1/20/10, effective 
7/1/10. Statutory Authority: RCW 19.27.190, 19.27.020, and chapters 
19.27 and 34.05 RCW. WSR 07-01-092, § 51-52-21101, filed 12/19/06, ef- 
fective 7/1/07.] 


NEW SECTION 


WAC 51-52-21116 Section 116 (IFGC)—Stop work order. 


116.4 Failure to comply. Any person who shall continue any work after 
having been served with a stop work order, except such work as that 
person is directed to perform to remove a violation or unsafe condi- 
tion, shall be subject to fines established by the code official. 


[] 


NEW SECTION 


WAC 51-52-21409 Section 409 (IFGC)—Drips and sloped piping. 


Table 409.1.1 
Natural Gas Valve Standards 


Appliance Other Valve Applications 
Shutoff Valve 
Application 
Up to 1/2 psig Up to 1/2 psig Up to 2 psig Up to 5 psig Up to 125 psig 
Valve Standards Pressure Pressure Pressure Pressure Pressure 
ANSI Z21.15/CGA 9.1 X -- -- -- -- 
ASME B16.44 X X xa xb oc 
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Appliance Other Valve Applications 
Shutoff Valve 
Application 
Up to 1/2 psig Up to 1/2 psig Up to 2 psig Up to 5 psig Up to 125 psig 
Valve Standards Pressure Pressure Pressure Pressure Pressure 
ASME B16.33 x X X X X 
ASME B16.38 -- X X X X 


For SI: 1 pound per square inch gauge = 6.895 cPsa 
a. If labeled 2G. 
b. If labeled 5G. 


[] 


NEW SECTION 

WAC 51-52-21800 Chapter 8—Referenced standards. The following 
referenced standards are added to Chapter 8. 
ASME 


B16.38-2012 (R2017): Large Metallic Valves for Gas Distribution: Man- 
ually Operated, NPS 2 1/2 (DN 65) to NPS 12 (DN 300), 125 psig (8.6 
bar) Maximum. Be ed Be aioa ua Bdag Be leg Be: Nose oe ce oie dS Table 409.1.1 


[] 
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PROPOS 


ED RULES 


BUILDING CODE COUNCIL 


[Filed August 23, 


Notice. 


Original 


Preproposal statement of inquiry was filed as WSR 22-05- 
Title of Rule and Other Identifying Information: 


2022, 4:00 p.m.] 


WAC, Adoption and amendment of the 
Code. 

Hearing Location(s): 
North 2nd Street, Yakima, 
a.m., at 1500 Jefferson Street S.E 
the meetings in-person, 
and phone are provided in 
Date of Intended Adoption: 


On September 30, 
WA 98901; 


2021 International 


Chapter 
Resident 


WSR 22-17-148 


043. 
51-51 
tial 


2022, at 10 
or on October 14, 
Olympia, WA 98504 


eT 


or via Zoom or conference call. 
the agenda at sbcc.wa.gov. 
November 4, 


2022. 


Submit Written Comments to: 
Jefferson Street S.E., 
14, 2022. 


1500 
by October 


Assistance for Persons with Disabilities: 


Olympia, 


State Building Code Council 


WA 98504, 


Contact 


worth, phone 360-407-9255, 
2022. 

Purpose of the Proposal and It 
Any Changes in Existing Rules: The 
tion of the International 


email sbcc@des.wa.gov, 


Residential 


ts Anticipated Effect 


Code (IRC), 


ternational Code Council (ICC), wi 
proposed changes as 


clarity and life safety measures f 


th state amendments 
adopted by SBCC. 


2022, 


proposed rule adopts 


:00 a.m. 
at 
. Please 


Annette 


by September 


ts, 


at 129 
10:00 
access 


The Zoom link 


(SBCC) , 
email sbcc@des.wa.gov, 


Ha- 
16, 


Including 
the 2021 
published by the In- 
to incorporate 

The rules will provide increased 
or building construct 


edi- 


tion in Washing- 


ton state. 
SUMMARY OF PROPOSED CHANGES 
2021 IRC Amendments to Chapter 51-51 WAC 
WAC Section Changes in 2021 Rationale/Discussion 
WAC Replaces 2018 with 2021. Refers to the current model code. 
51-51-003 
WAC Modifies the implementation date. The modification changes the 
51-51-008 implementation date to July 1, 2023. 
WAC R101; R101.2 1. Corrects the section number and Modifications are necessary to align with 
51-51-01010 the title. the model code language. 
2.Corrects references in exception 1, 
and adds exceptions 4, 5, and 6 to 
align with model code language. 
The existing amendment is 
exception 2 and the references to 
Appendix U instead of Section 
R2904. 
WAC R102.5 1. Deletes Appendix U from Modifications are necessary to correct a 
51-51-0102 Exception 1. conflict with WAC 51-51-003. 
2. Adds Appendix U to Exception 2. 
3. Adds title "Tiny Homes" to 
Appendix Q. 
R102.7.1 1. Replaces the first sentence of the The modifications to this existing 
existing amendment. amendment incorporate changes to the 
2. Adds new model code language. model code, and adds language part of 
Proposal 
21-GP2-053R. Proposal 21-GP2-053R 
adds language to Sections R102.7.1, R202, 
R310.5, and new Chapter 44 Existing 
Buildingsand Structures. (See rationale for 
Chapter 44 for more details.) 
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WAC Section Changes in 2021 Rationale/Discussion 
WAC R106 Removes the state amendment and The existing amendment is no longer 

51-51-0106 saves needed; it is addressed in the model code. 
WAC 51-51-0106 as reserved. 

WAC R202 1. Deletes the definition for 1. The definition is no longer needed. It is 

51-51-0202 "Balanced whole house ventilation." | addressed in the model code. Two new 
2. Deletes the definition for "Battery | definitions - "Balanced Ventilation" and 
system, stationary storage." "Balanced Ventilation System," were 
3. Relocates the definition for added to 2021 IBC; the IRC TAG 
"Building, existing," after the recommended adoption of model code 
definition of "Building." definitions. In addition, the same 
4. Adds a definition for "Enclosed information is contained in Section 
kitchen." M1505.4.1.4. 

5. Deletes the definition for "Energy | 2. This definition doesn't exist in the 
storage systems (ESS)." model code; there is no need for the 
6. Adds a definition for "Loft." existing amendment. 
7. Deletes the definition for "Lot." 3. The existing definition is currently out 
8. Deletes the definition for "Mixed | of order. 
ventilation zone." 4. The term "Enclosed kitchen" is used in 
9. Deletes the definition for the proposed language in Section M1503.3 
"Sleeping loft." and Table M1505.4.4.1 (21-GP2-062). 
10. Deletes the definition for 5. The definition is no longer needed; it is 
"Townhouse." addressed in the model code. 
11. Deletes the definition for 6. The term "Loft." is used in the proposed 
"Whole house ventilation system." language in Section R333 (21-GP2-099R). 
It replaces the defined term "Sleeping 
loft." 
7. The definition is no longer needed; it is 
addressed in the model code. 
8. This definition doesn't exist in the 
model code; there is no need for the 
existing amendment. 
9. See item 6 above. 
10. The definition is no longer needed; it 
is addressed in the model code. 
11. The definition is no longer needed; it 
is addressed in the model code. 
WAC R301 Adds Section R301 to the title. Editorial modification. 

51-51-0301 R301.2.2.10 New section in WAC. Amends the The new amendment is necessary to 
model code language by replacing provide a correct reference to UPC. The 
the reference to Section P2801.8 International Plumbing Code is not 
with a reference to Uniform adopted in Washington state. 

Plumbing Code (UPC) Section 

507.1. 
R301.5 Incorporates changes in the model Incorporates changes in the model code in 
Table R301.5 code. the table and footnotes a, c, d, h, and i. 
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WAC 


Section 


Changes in 2021 


Rationale/Discussion 


WAC 
51-51-0302 


R302.2.1 


R302.2.2 


Deletes the existing amendment. 


The existing amendment is modified 
to incorporate model code changes. 


The existing amendment is no longer 
needed; it is addressed in the model code. 


The existing amendment is modified to 
incorporate model code changes. 


R302.3.1 


Adds a title and Exception 2. 


The exception further clarifies when two- 
family dwelling shall be determined and 
required to have a separation wall and 
when it may be exempt from the 
separation requirements of Section 
R302.3. The intent has always been for 
only existing single-family dwelling units 
to be allowed to add a second dwelling 
unit for mother-in-law units and not have 
it counted towards the unit count. This 
new exception further clarifies this. (21- 
GP2-044R) 


R302.3.2 


Adds a title. 


The existing amendment has no title. 


R302.3.4 


New section. 


This proposal recognizes that there may be 
a program necessity for the units to be 
interconnected. It addresses this condition 
by limiting the opening to a door located 
within the unit demising wall. In addition, 
the proposal maintains unit separation 
continuity with the minimum 45-minute 
fire-rating and self-closing device. The 
exception recognizes the reduced hazard 
when automatic sprinklers are installed by 
reducing the opening rating to 20-minutes. 
Currently, IRC is silent on when there are 
openings (doors) between units of a 
duplex. Some designers have begun 
designing duplexes with a door in the 
common fire-rated wall assembly to 
access both dwelling units. This code 
addition provides direction and clarity to 
both the designer and reviewer when this 
situation comes up to maintain the 
minimum fire-rating of the common wall 
assembly. (21-GP2-042) 


R302.3.5 
R302.3.5.1 
Table R302.3.5 


New sections. 


Designers are incorporating shared 
accessory spaces such as a laundry facility, 
HVAC mechanical rooms, etc. within two- 
family dwellings. Currently, the code is 
silent on how to deal with such connected 
accessory spaces in two-family dwelling 
units. This proposal helps clarify the 
hazards from accessory spaces is no 
greater than a common garage and should 
therefore be treated similarly with garages. 


R302.4.1 


Deletes existing amendment. 


The existing amendment is no longer 
needed; it is addressed in the model code. 


WAC 
51-51-0303 


R303.5 


Deletes existing amendment. 


The existing amendment is no longer 
needed; it is addressed in the model code. 


WAC 
51-51-0309 
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WAC 


Section 


Changes in 2021 


Rationale/Discussion 


WAC 
51-51-03100 


R310.1 


R310.1.1 


Adds Exceptions 3, 3.1 and 3.2. 


Deletes existing amendment. 


This proposal recognizes that privacy 
fences are commonly used 

to enclose yards and addresses the use of 
gates to provide egress from these 
enclosed yards. Gate hardware is 
commonly used to maintain security by 
restricting access into the yard while 
maintaining free egress for self-evacuating 
occupants. Securing the gate with a 
padlock or other locking device would 
require an occupant to have knowledge of 
the key location and have access to it 
during the emergency. At a minimum, this 
would create a delay in occupant self- 
evacuation and is unacceptable. 

This proposal also recognizes that window 
wells are another common object that may 
be located within the pathway, particularly 
in narrow side yards. Open window wells 
located in the path can create significant 
elevation changes that pose a hazard for 
self-evacuating occupants. Requiring a 
cover over the opening eliminates this 
hazard and maintains the required 
unobstructed path. (See detailed rationale 
here: 21-GP2-041R) 


The existing amendment is no longer 
needed; it is addressed in the model code. 


R310.2.4 


Modifies the existing amendment. 


Modification incorporates changes in the 
model code. 


R310.5 


New section is added to WAC to 
clarify that the model code 
requirements for replacement 
windows for emergency escape and 
rescue openings are not adopted. 


Amended provisions are proposed for 
adoption in Chapter 44. (See rationale for 
Chapter 44) 


WAC 
51-51-0311 


R311.4 


R311.7.11 
R311.7.12 


Modifies the exception. 


New sections. 


This is part of Proposal #2 1-GP2-099R 
pertaining to lofts. (See rationale for 
Section R333.) 


This is part of Proposal #21-GP2-099R 
pertaining to lofts. (See rationale for 
Section R333.) 


R311.7.3 


Deletes existing amendment. 


The existing amendment is no longer 
needed; it is addressed by the model code. 


WAC 
51-51-0312 


R312.1.1 
R312.1.2 


New sections. 


This is part of Proposal #21-GP2-099R 
pertaining to lofts. (See rationale for 
Section R333) 


WAC 
51-51-0313 


R313.2 


Modifies the existing amendment. 


Modification incorporates changes in the 
model code. 


WAC 
51-51-0314 


R314.3 


1. Adds Exception 6. 
2. Adds exception 7 and deletes 
sleeping lofts from item 1. 


1. Incorporates changes to the model code. 
2. This is part of Proposal #21-GP2-099R 
pertaining to lofts. (See rationale for 
Section R333) 


WAC 
51-51-0315 


R315.2 


The existing amendment is no longer 
needed; it is addressed in the model code. 


WAC 
51-51-0326 


R326.1 


Adds a new exception. 


This is part of Proposal #21-GP2-099R 
pertaining to lofts. (See rationale for 
Section R333) 


R326.2 
R326.3 
R326.4 


Deletes the existing amendments. 


The existing amendments are no longer 
needed; all three are addressed in the 
model code. 
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WAC Section Changes in 2021 Rationale/Discussion 
WAC R327 1. Deletes the existing amendment 1. This is part of Proposal #21-GP2-099R 
51-51-0327 pertaining to sleeping lofts. pertaining to lofts. (See rationale for 
2. Replaces with the requirements Section R333) 
for swimming pools, spas and hot 2. The requirements for swimming pools, 
tubs. spas and hot tubs are currently in WAC 
51-51-0328. The relocation is necessary to 
align with the model code renumbering. 
WAC R328 Deletes the existing amendment The requirements for energy storage 
51-51-0328 pertaining to swimming pools, spas systems are currently in WAC 51-51-0329. 
and hot tubs. Replaces with the The relocation is necessary to align with 
requirements for energy storage the model code renumbering. There are 
systems. modifications to the model code language 
pertaining to energy storage systems; only 
sections not addressed in the model code 
are relocated to WAC 51-51-0328. The 
relocation of the requirements for 
swimming pools, spas, and hot tubs is also 
necessary due to the model code 
renumbering. 
WAC R329 Removes the state amendment and See the rationale for WAC 51-50-0328. 
51-51-0329 saves 
WAC 51-51-0329 as reserved. 
WAC R333 New section pertaining to lofts. This proposal introduces "lofts" into the 
51-51-0333 residential code, aligning the 2021 
Washington state residential code with the 
loft amendments approved by SBCC for 
inclusion in the 2021 WA State Building 
Code (WSBC). Sleeping lofts were 
introduced into the 2018 WA State 
Residential Code (WSRC), and this 
proposal expands on that concept. It is 
also similar to a proposal submitted by 
WABO's Technical Code Development 
Committee to the 2022 Group B code 
development cycle for inclusion in the 
2024 IRC. Similar provisions will be in an 
appendix in the 2024 IBC. See detailed 
rationale here:21-GP2-099R 
WAC R334 New section. The requirements for stationary fuel cell 
51-51-0334 power systems are in Section R330. This 
proposal is intended to renumber Section 
R330 to R334, and not to modify the 
model code language. The renumbering 
provides convenience to the code users in 
Washington state. 
WAC R403.1.1 Modifies the existing amendment by | Modifications are necessary to align the 
51-51-0403 incorporating model code language. | existing amendment with the changes to 
the model code. 
R403.1.6 Deletes the existing amendment. The existing amendment is no longer 
R403.1.3.3.6 needed; it is addressed in the model code. 
WAC R404 Removes the state amendment and The existing amendment is no longer 
51-51-0404 saves needed; it is addressed in the model code. 
WAC 51-51-0404 as reserved. 
WAC R408.2 Modifies the existing amendment by | Modifications are necessary to align the 
51-51-0408 incorporating model code language existing amendment with the changes to 
in the last sentence of the first the model code. 
paragraph. 
R408.8 Adds new section to WAC The model code language pertaining to 


51-51-408, specifying that Section 
R408.8 is not adopted. 


under-floor ventilation is not applicable in 
Washington state due to more restrictive 
requirements in other WAC sections. 
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WAC 


Section 


Changes in 2021 


Rationale/Discussion 


WAC 
51-51-0507 


R507.1 


Table R507.3.1 


Deletes the existing amendment. 


Modifies the existing amendment. 


The existing amendment is no longer 
needed; it is addressed in the model code. 


Incorporates model code changes. 


R507.5 


New amendment specifying Tables 
R507.5(1) through R507.5(4) are 
not adopted. 


The model code tables are not applicable 
in Washington state. The existing 
amendment (Table R507.5) contains the 
maximum deck beam span in Washington. 


Table R507.5 


Modifies the existing amendment. 


Incorporates model code changes. 


WAC 
51-51-0608 


WAC 
51-51-0703 


R608 


R703.2 
R703.4 


Removes the state amendment and 
saves 
WAC 51-51-0608 as reserved. 


Deletes the existing amendment. 


The existing amendment is no longer 
needed; it is addressed in the model code. 


The existing amendment is no longer 
needed; it is addressed in the model code. 


WAC 
51-51-1503 


M1503.3 
M1503.5 


New sections. 


The new sections are part of Proposal #21- 
GP2-062R 

This proposal adds differentiated 
ventilation requirements of hood ranges 
based on fuel type to reduce personal 
exposure and health impacts from ranges. 
These requirements are based on research 
done by Lawrence Berkeley National 
Laboratory where they found that 
dwellings are currently not adequately 
ventilating their stoves, which can 
increase the risk of asthma for children 
living in these dwellings. 


WAC 
51-51-1505 


M1505.1 


New section. 


The new section is part of Proposal #21- 
GP2-008R 

The proposal is an option, for those 
seeking higher ventilation rates to further 
improve IAQ in accordance with 
ASHRAE Standard 62.2. Higher 
ventilation rates can dilute and thereby 
reduce indoor air pollutants beyond the 
current IRC-WA rate options. See detailed 
rationale here:21-GP2-008R 


M1505.4.1.4 


Modifies the last sentence of the 
existing amendment. 


This modification is part of Proposal #21- 
GP2-062R 
See rationale for WAC 51-51-1503. 


M1505.4.3.2 


Changes the reference to 
Section M1505.4.3(2) 


Renumbering is part of Proposal #21- 
GP2-062R. 


M1505.4.4 


Changes the reference to 
Table M1505.4.4.1. 


Renumbering is necessary due to Proposal 
#21-GP2-062R. 


M1505.4.4.1 


Changes the reference to 
Table M1505.4.4.1; adds "timer 
controls" to the text. 


Modifications are part of Proposal #21- 
GP2-062R 


Table M1505.4.4.1 


Modifies the existing amendment. 


This modification is part of Proposal #21- 
GP2-062R 
See rationale for WAC 51-51-1503. 


M1505.4.4.2 1. Deletes the exception in Item 1. This modification is part of Proposal #21- 
2. In Item 2, changes the reference GP2-062R 
to Table M1505.4.4.1. See rationale for WAC 51-51-1503. 
3. Modifies the language in Item 4. 
4. Adds Item 5. 
5. Modifies the exception in Item 5. 
Table M1505.4.4.2 | Corrects the table number. Renumbering is necessary to align with 


proposal 21-GP2-062R. 
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WAC 


Section 


Changes in 2021 


Rationale/Discussion 


M1505.4.4.3 


New section. 


This new section is part of Proposal #21- 
GP2-062R 
See rationale for WAC 51-51-1503. 


Table M1505.4.4.3 


New table. 


This new table is part of Proposal #21- 
GP2-062R 
See rationale for WAC 51-51-1503. 


M1505.4.4.3.1 


New section. 


This new section is part of Proposal #21- 
GP2-062R 
See rationale for WAC 51-51-1503. 


WAC 
51-51-2101.7 


M2107 


Delete the existing amendment. 


The existing amendment specifies that 
Section M2107 pertaining to prohibited 
tee applications is not adopted. The UPC 
TAG recommended adoption of the model 
code language. 


WAC 
51-51-2103 


WAC 
51-51-2105 


M2103.3 


M2105.14 


Replace the reference to Section 
605.3.1 with a reference to Section 
605. 


Replace the reference to Section 
605.12.2 with a reference to Section 
605. 


This modification is suggested by the UPC 
TAG and it is intended 
to provide convenience to the code user. 


This modification is suggested by the UPC 
TAG and it is intended 
to provide convenience to the code user. 


WAC 
51-51-4400 


Adds new referenced standards. 


This modification is part of Proposal #21- 
GP2-062R 
See rationale for WAC 51-51-1503. 


WAC 
51-51-4501 


Chapter 45 


WAC 
51-51-4502 


WAC 
51-51-4503 


WAC 
51-51-4504 


WAC 
51-51-4505 


WAC 
51-51-4506 


WAC 
51-51-60106 


Appendix T 


Adds Chapter 45. 


Several modifications to the existing 
amendment. 


This modification is part of Proposal #21- 
GP2-053R 

This proposed code change takes 
Appendix Chapter J of the 2021 IRC and 
moves it into the body of the IRC code as 
a new Chapter 44. The Appendix Chapter 
was used as a base for development 

of the new body of the code chapter, with 
the new chapter 

further expanded to include requirements 
for additions and relocations. See detailed 
rationale here: 21-GP2-053R 


As suggested by the IRC TAG, the 
proposed deletions and modifications are 
intended to align the existing amendments 
with the model code language. Sections 
proposed for deletion are addressed in the 
model code. There is no intended change 
in regulatory effect. 


WAC 
51-51-60108 


Appendix Y 


New appendix. 


The intent of this new optional appendix is 
to reduce the amount of construction and 
demolition waste that goes to a landfill 
after leaving a construction site. For 
jurisdictions where material management 
is a priority, this language helps to 
increase the amount of material that is 
salvaged for reuse — or recycled. Two 
forms are a part of this code change 
proposal (the Salvage Assessment and 
Waste Diversion Report) which would 
need to 

be submitted to the local building 
department. 

See detailed rationale here: 21-GP2-092R 
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WAC Section Changes in 2021 Rationale/Discussion 
WAC Appendix Z New appendix. The intent of this new optional appendix is 
51-51-60109 to reduce the amount of material that is 
destroyed when demolishing a building. 
Systematically removing materials, 
components, and systems of an existing 
building through the process of 
deconstruction, increases the amount of 
construction and demolition material that 
can be salvaged for reuse and recycled 
instead of going to a landfill. 
See detailed rationale here: 21-GP2-093R 
Note: Those not listed on the table above remain as adopted in 
2018 IBC. 
Reasons Supporting Proposal: RCW 19.27.031, 19.27.074, and 
19.27.540. 
Statutory Authority for Adoption: RCW 19.27.031, 19.27.074, and 
19.27.540 
Statute Being Implemented: RCW 19.27.031, 19.27.074, and 
19.27.540. 
Rule is not necessitated by federal law, federal or state court 
decision. 
Name of Proponent: SBCC, governmental. 
Name of Agency Personnel Responsible for Drafting and Implementa- 
tion: Stoyan Bumbalov, 1500 Jefferson Street S.E., Olympia, WA 98504, 


360-407-9277; 

A school 
1:39 
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liminary cost-benefit analysis may be ob 
1500 Jefferson St 
360-407-9277, 
This rule proposal, 


RCW 28A.305. 


Bumbalov, 


requirements 


Enforcement: Local 


jurisdictions. 


district fiscal impact st 


Is exemp 
corporatin 


BECE OnE 
email sbcc@des.wa.gov. 
or portions of 
of the Regulatory Fairness 
t under RCW 19.85.025(3) a 
g by reference with 


ther Wash 


tutes or regulations, Wash 
ington state agenci 


nArHnAOdON 
C 


ma 
wi 


Explana 
the 2021 IRC 


ther than 
ignifican 
ional con 
tandards, 
the same subject mat 
corporatin 
ke address or name changes, 
thout ch 
and specifical 


tion of exemptions: 


ce, Or, 


if the ma 


ter and é 


g rule; 


anging its effect; 
ly dictated by 


with new and existi 


el code with 
empt under 


this report. 


to clarify languag 


RCW 19.85.025 (3) 


There ar 
economic impact. However, 
and 34.05.3 


a 


Ac 
s th 


tement 


under 
tained 
Olympia, 


the proposal, 
t because th 


is not required under 


RCW 34.05.328. 
by contacting S 
WA 98504, phone 


A pre- 
toyan 


is exempt from 
e proposal: 


rules are adopting or in- 


out 


material ch 


ange federal 


ing 
es, 


onduc 


statu 


ton state statu 
shorelin 
those programs governing shorelin 
as referenced by Washin 
sensus codes that generally establish 
terial adopted or incorpora 
t as th 
rules only correct typographical errors, 

or clarify 
and rule con 
te. 

The proposed rule adop 
ing amendments. 
amendments are modified to incorporate changes to the model codes or 
several significant changes to the mod- 


tes, rules of 
e master programs 
es of statewide 
gton state law, na- 
industry 

ted regulates 
e adopting or in- 


language of a rul 
tent is explicitl 


e 
Y 


ts by reference 
Many of the existing 


the model code changes are ex- 


10 (4) 


Scope of exemption for rule proposal: 


Is 


Certified on 


partially exempt: 


8/31/2022 [ 303. J 


(c), and are not part of 


WSR Issue 22-17 - Proposed 


Washington State Register, 


Explanation of partial exempt 
adopts by referenc 
amendments. 
fied to incorporate changes 
clarify languag 
to the model 
model code changes are exempt 
and 34.05.31 


th 


Many of the 


Issue 22-17 WSR 22-17-148 


tions: The proposed rule 


2021 IRC with new and existing 
existing amendments are modi- 
to the model codes or to 


Th 
code wit 


r 


O (4) (c), 


th economic impact 


and are not par 


are several significant changes 
However, the 
t under RCW 19.85.025 (3) 


t of this report. 


The proposed rule does impose more-than-minor costs on business- 


es. 


no 


There 
fall di 


Small Business Economic Impact Statement 


are cost 
sproport 


ts imposed by the proposed rule, 
tionately on small businesses. 


fect the distribution of impacted work, 


not 


doing 


ce i 


the wor 


or recordkeeping. 


19 


Description: 
ition of the IRC 
sponsible to update to 
IBC is updat 


.27.074. 


k. 


The rule does not 


SBCC is filing a proposed rul 


(chapi 


ter 51-51 WAC). 
new editions of 


Since 1985, 


ted every three years by ICC. 


but the costs do 
The rule will not af- 
whether by small businesses or 
affect employment reporting, 


E 


le to adopt the 2021 ed- 
SBCC has been re- 
Iding code per RCW 


The code dev 


the buil 


Top- 


ment process conducted by the model code organization is open to all 


in 


governmental 


ab 


pl 
qu 
ma 
wi 


CoO 


cCoO 
a: 
pa 


ance are established and will not be changed by th 


20 


terest groups within the design and construction indust 
See www.iccsafe.org for more 


Ou 
Cc 


organizations. 
t the model code development 


an 


requirements ar 
(RCW 19.27.050). 


Enforcemen 
review/approval, 
irements for construction 


t proces 
under the authori 
t activities 


try and from 
information 
s. The administrative compli- 
ty of the local governments 
including permit issuance, 


and inspections o 
documents s 


ndates ar 
th 


nstructio 
de in eff 
sdiction 
rtments. 


21 bu 


syst 


da 
me 
wi 


adopt and main 


19 


determined by 
previously established policies. 
ter 51-51 WAC include specific 


n 


ect 
administ 
Administ 


ilding codes. 


CES 
ni 


suppl 


aa A 


LT gr LO 2 


ob 
ore 
ore 
19 


amendmen 


am 


ject 
de throug 
de consis 
627 020+ 


ies, 


labor, 
th the building code are existing within the con 
as required by the 
Costs of Compliance for Businesses: 


local aut 


the local 


jurisdic 


1 
ccur at 
ubmit 


t the local level. Re- 
al and other reporting 
tion and are consistent 


Washington 


Iding code and does 


Th 
technical 
to be consistent with national 
Professional Services: 
since 1974. The local enforcement au 
ters the codes through 


trative procedures for state building code compli- 


Small businesses will employ 
professional services for the design and construction of buil 
tems to comply with the state building code. 
the state buil 


e proposed amendments to chap- 
requirements for building 
standards. 
as had a statewide building 
thority having ju- 
the building and/or fire de- 


h 


e adoption of the 

the same types of 
ldings and 
The proposed rule up- 
not require additional equip- 


or other servic 


s. Services needed to comply 
struction industry 


thority havi 


tain 
7A, 


and the s 


hout the 


state of Washington 


tent 
An object 


CS 


endment 


tive goals. 


51-04 WAC and 


wr 


Ce 


i 


E 


CO 


with 


the state's intere 


tive of st 


The coun 


TO 


The stat 


tified on 8/31/2022 


the council bylaws. 
ting on the appropriate form with 


tewide code adoption 
All p 
th 


[ 304 ] 


the state building code, 
and 70.92 RCW, 


tive of the council is to encourage consistency in 


tatewide adoption is to 
the model codes. 
t proposal from stakeholders 


ng jurisdiction. 
The council is 
as provided 
tate legislature. 


required to 

in chapters 
The primary 
the building 
the building 
RCW 

minimize state 

cil accepts the statewide code 
amend IRC to meet the legisla- 
process is defined in chapter 
roposals must be submitted in 

e indicated supporting documen- 


and to maintain 
st as provided in 


WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-148 


tation. Each proponent must identify where a proposed amendment has an 
economic impact, and estimate the costs and savings of the proposal on 
construction practices, users and/or the public, the enforcement com- 
munity, and operation and maintenance. 

The cost of compliance incurred by Washington businesses includes 
training and educational materials. The new 2021 IRC, 2021 IRC signif- 
icant changes, and 2021 IRC study pack cost $215 + tax shipping and 
handling. The 2021 IRC is also available online at https:// 
shop.iccsafe.org. 

For the 2021 code adoption cycle, the council received 11 propos- 
als. IRC technical advisory group (TAG) recommended approval of eight 
proposals as submitted or as modified. The council approved nine pro- 
posals to be included in the CR-102. Two proposals were identified by 
TAG as having a cost (increase) for compliance on businesses. However, 
proposal 21-GP2-091R (EV infrastructure) is driven by E2SHB 1287 and 
is exempt. Nevertheless, a preliminary cost-benefit analysis will be 
provided for this proposal. The council recommended filing the pro- 
posed rule to allow input through the public hearing process. 

1. Section 302.3.4 (21-GP2-042): This proposal recognizes that 
there may be a program necessity for the units to be interconnected. 
It addresses this condition by limiting the opening to a door located 
within the unit demising wall. In addition, the proposal maintains 
unit separation continuity with the minimum 45-minute fire-rating and 
self-closing device. Th xception recognizes the reduced hazard when 
automatic sprinklers are installed by reducing the opening rating to 
20-minutes. Currently, IRC is silent on when there are openings 
(doors) between units of a duplex. Some designers have begun designing 
duplexes with a door in the common fire-rated wall assembly to access 
both dwelling units. This code addition provides direction and clarity 
to both the designer and reviewer when this situation comes up to 
maintain the minimum fire-rating of the common wall assembly. 

The proponent states that the additional cost will be from the 
45-minute fire-rated door that is required. Typical cost is between 
S400-S800 for a 45-minute fire-resistive door. It should also be noted 
that a one-hour fire-resistive wall assembly that are 4' x 8' panels 
will typically run $50-$75. The net cost of the door would therefore 
be in the $300-S$700 range. 

Loss of Sales or Revenue: The proposed rules make the state code 
for building construction consistent with national standards. Busi- 
nesses with new products or updated test or design standards are rec- 
ognized in the updated building code. The update will result in some 
cost outlay for some small businesses for specific building projects, 
for a transition period. Other small businesses would see an increase 
in revenue. The amendments to the building codes affect over 25,000 
small businesses in the state, where construction activity occurs. The 
primary intent of the amendments is to improve the safety features in 
buildings and provide consistency and fairness across the state, fora 
predictable business environment. The amendments should result in en- 
hanced safety and value in buildings. 

Cost of Compliance for Small Businesses: Determine whether th 
proposed rule will have a disproportionate cost impact on small busi- 
nesses, compare the cost of compliance for small businesses with the 
cost of compliance for the 10 percent of businesses that are the larg- 
est businesses. Most businesses affected by the updates to the build- 
ing codes are small businesses; over 95 percent of those listed in the 
construction and related industries have under 50 employees. The costs 
per employee are comparable between the largest businesses and the ma- 
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Minor 
Industry Cost 0.3% of Avg Annual 
NAICS Code NAICS Code Title Estimate 1% of Avg Annual Payroll Gross Business Income 
236115 New Single-Family $2,508.04 $1,919.03 $2,508.04 
Housing Construction 2020 Dataset pulled from 2020 Dataset pulled from 
(except For-Sale USBLS DOR 
Builders) 
236116 New Multifamily $32,067.43 $17,160.94 $32,067.43 
Housing Construction 2020 Dataset pulled from 2020 Dataset pulled from 
(except For-Sale USBLS DOR 
Builders) 
236118 Residential $1,457.74 $1,457.74 $901.20 
Remodelers 2020 Dataset pulled from 2020 Dataset pulled from 
USBLS DOR 
236210 Industrial Building $59,169.45 $59,169.45 $53,925.71 
Construction 2020 Dataset pulled from 2020 Dataset pulled from 
ESD DOR 
236220 Commercial and $41,552.81 $18,126.81 $41,552.81 
Institutional Building 2020 Dataset pulled from 2020 Dataset pulled from 
Construction ESD DOR 
238110 Poured Concrete $3,442.28 $5,027.07 $3,442.28 
Foundation and 2019 Dataset pulled from 2020 Dataset pulled from 
Structure Contractors CBP DOR 
238120 Structural Steel and $15,401.97 $20,212.19 $15,401.97 
Precast Concrete 2019 Dataset pulled from 2020 Dataset pulled from 
Contractors CBP DOR 
238130 Framing Contractors $2,234.30 $3,139.71 $2,234.30 
2019 Dataset pulled from 2020 Dataset pulled from 
CBP DOR 
238140 Masonry Contractors $1,900.60 $3,582.13 $1,900.60 
2019 Dataset pulled from 2020 Dataset pulled from 
CBP DOR 
238150 Glass and Glazing 5,255.36 $9,574.95 $5,255.36 
Contractors 2019 Dataset pulled from 2020 Dataset pulled from 
CBP DOR 
238160 Roofing Contractors $3,589.99 $5,007.86 $3,589.99 
2019 Dataset pulled from 2020 Dataset pulled from 
CBP DOR 
238170 Siding Contractors $1,905.61 $2,485.86 $1,905.61 
2019 Dataset pulled from 2020 Dataset pulled from 
CBP DOR 
238190 Other Foundation; $4,622.07 $4,141.38 $4,622.07 
Structure; and 2019 Dataset pulled from 2020 Dataset pulled from 
Building Exterior CBP DOR 
Contractors 
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Minor 
Industry Cost 0.3% of Avg Annual 
NAICS Code NAICS Code Title Estimate 1% of Avg Annual Payroll Gross Business Income 
238210 Electrical Contractors $5,941.60 $9,599.33 $5,941.60 
and Other Wiring 2019 Dataset pulled from 2020 Dataset pulled from 
Installation CBP DOR 
Contractors 
238220 Plumbing; Heating; $5,353.76 $11,047.00 $5,353.76 
and Air-Conditioning 2019 Dataset pulled from 2020 Dataset pulled from 
Contractors CBP DOR 
238290 Other Building $4,335.21 $16,142.07 $4,335.21 
Equipment Contractors 2019 Dataset pulled from 2020 Dataset pulled from 
CBP DOR 
238310 Drywall and Insulation | $3,725.66 $9,461.67 $3,725.66 
Contractors 2019 Dataset pulled from 2020 Dataset pulled from 
CBP DOR 
238990 All Other Specialty $3,585.74 $3,677.28 $3,585.74 
Trade Contractors 2019 Dataset pulled from 2020 Dataset pulled from 
CBP DOR 
321213 Engineered Wood $44,480.76 $44,480.76 $41,772.84 
Member (except Truss) 2020 Dataset pulled from 2020 Dataset pulled from 
Manufacturing ESD DOR 
321214 Truss Manufacturing $28,620.35 $23,341.04 $28,620.35 
2020 Dataset pulled from 2020 Dataset pulled from 
ESD DOR 
321219 Reconstituted Wood $30,305.17 $10,139.90 $30,305.17 
Product Manufacturing 2020 Dataset pulled from 2020 Dataset pulled from 
USBLS DOR 
321911 Wood Window and $45,151.12 $18,811.08 $45,151.12 
Door Manufacturing 2020 Dataset pulled from 2020 Dataset pulled from 
ESD DOR 
321992 Prefabricated Wood $5,391.09 $5,391.09 $4,888.53 
Building 2020 Dataset pulled from 2020 Dataset pulled from 
Manufacturing ESD DOR 
327310 Cement Manufacturing | $50,878.29 $44,741.20 $50,878.29 
2020 Dataset pulled from 2020 Dataset pulled from 
ESD DOR 
327320 Ready-Mix Concrete $64,317.30 $46,126.21 $64,317.30 
Manufacturing 2020 Dataset pulled from 2020 Dataset pulled from 
ESD DOR 
327331 Concrete Block and $15,030.60 $15,030.60 $10,431.02 
Brick Manufacturing 2020 Dataset pulled from 2020 Dataset pulled from 
ESD DOR 
332312 Fabricated Structural $22,220.31 $16,337.10 $22,220.31 
Metal Manufacturing 2020 Dataset pulled from 2020 Dataset pulled from 
USBLS DOR 
332321 Metal Window and $26,369.28 $14,505.40 $26,369.28 
Door Manufacturing 2020 Dataset pulled from 2020 Dataset pulled from 
ESD DOR 
332322 Sheet Metal Work $23,337.23 $23,337.23 $16,556.52 
Manufacturing 2020 Dataset pulled from 2020 Dataset pulled from 
ESD DOR 
335121 Residential Electric $2,011.37 $2,011.37 $1,502.01 
Lighting Fixture 2020 Dataset pulled from 2020 Dataset pulled from 
Manufacturing USBLS DOR 
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Services (except 
Locksmiths) 


2020 Dataset pulled from 
ESD 


Minor 
Industry Cost 0.3% of Avg Annual 
NAICS Code NAICS Code Title Estimate 1% of Avg Annual Payroll Gross Business Income 
335122 Commercial; $6,357.34 Redacted $6,357.34 
Industrial; and 2020 Dataset pulled from 2020 Dataset pulled from 
Institutional Electric USBLS DOR 
Lighting Fixture 
Manufacturing 
335129 Other Lighting $6,281.32 $6,281.32 $2,494.40 
Equipment 2020 Dataset pulled from 2020 Dataset pulled from 
Manufacturing ESD DOR 
423720 Plumbing and Heating | $24,486.53 $16,589.10 $24,486.53 
Equipment and 2020 Dataset pulled from 2020 Dataset pulled from 
Supplies (Hydronics) ESD DOR 
Merchant Wholesalers 
541310 Architectural Services | $9,221.65 $9,221.65 $3,738.99 
2020 Dataset pulled from 2020 Dataset pulled from 
ESD DOR 
541330 Engineering Services $14,801.92 $14,801.92 $7,177.43 
2020 Dataset pulled from 2020 Dataset pulled from 
USBLS DOR 
541350 Building Inspection $1,868.52 $1,868.52 $475.93 
Services 2020 Dataset pulled from 2020 Dataset pulled from 
ESD DOR 
561621 Security Systems $9,759.28 $9,759.28 $6,117.04 


2020 Dataset pulled from 
DOR 
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AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-003 International Residential Code. The ((20+8)) 202] 
edition of the International Residential Code as published by the In- 
ternational Code Council is hereby adopted by reference with the fol- 
lowing additions, deletions, and exceptions: Provided that chapters 11 
and 25 through 43 of this code are not adopted. Energy Code is regula- 
ted by chapter 51-11R WAC; Plumbing Code is regulated by chapter 51-56 
WAC; Electrical Code is regulated by chapter 296-46B WAC or Electrical 
Code as adopted by the local jurisdiction. Appendix F, Radon Control 
Methods, Appendix Q, Tiny Homes, and Appendix U, Dwelling Unit Fire 
Sprinkler Systems, are included in adoption of the International Resi- 
dential Code. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, § 
51-51-003, filed 1/6/20, effective 7/1/20; WSR 16-03-025, § 51-51-003, 
filed 1/11/16, effective 7/1/16. Statutory Authority: RCW 19.27.031 
and chapters 19.27 and 34.05 RCW. WSR 13-04-068, § 51-51-003, filed 
2/1/13, effective 7/1/13. Statutory Authority: RCW 19.27.031 and 
19.27.074. WSR 10-03-098, § 51-51-003, filed 1/20/10, effective 
7/1/10. Statutory Authority: RCW 19.27.074, 19.27.020, and chapters 
19.27 and 34.05 RCW. WSR 07-01-090, § 51-51-003, filed 12/19/06, ef- 
fective 7/1/07. Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 
04-01-109, § 51-51-003, filed 12/17/03, effective 7/1/04.] 


AMENDATORY SECTION (Amending WSR 21-11-066, filed 5/14/21, effective 
6/14/21) 


WAC 51-51-008 Implementation. The International Residential 
Code adopted by chapter 51-51 WAC shall becom ffective in all coun- 
ties and cities of this state on ( (Febeves;+—2024)) July 1, 2023. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 21-11-066, § 
51-51-008, filed 5/14/21, effective 6/14/21; WSR 20-03-023, $ 
51-51-008, filed 1/6/20, effective 7/1/20; WSR 16-03-025, § 51-51-008, 
filed 1/11/16, effective 7/1/16. Statutory Authority: RCW 19.27.031 
and chapters 19.27 and 34.05 RCW. WSR 13-04-068, § 51-51-008, filed 
2/1/13, effective 7/1/13. Statutory Authority: RCW 19.27.031 and 
19.27.074. WSR 10-03-098, § 51-51-008, filed 1/20/10, effective 
7/1/10. Statutory Authority: RCW 19.27.074, 19.27.020, and chapters 
19.27 and 34.05 RCW. WSR 07-01-090, § 51-51-008, filed 12/19/06, ef- 
fective 7/1/07. Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 
04-01-109, § 51-51-008, filed 12/17/03, effective 7/1/04.] 


AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-01010 Section R101—Scope and general requirements. 


R101.2 Scope. The provisions of the International Residential Code for 
One- and Two-Family Dwellings shall apply to the construction, altera- 
tion, movement, enlargement, replacement, repair, equipment, use and 
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location, removal and demolition of detached one- and two- 


family dwellings, adult family homes, and townhouses not more than 
three stories above grade plane in height with a separate means of 
egress and their accessory structures not more than three stories 
above grade plane in height. 


EXCEPTIONS: 


1. Live/work units located in townhouses and complying with the requirements of Section ((449)) 508.5 of the International Building 
Code shall be permitted to be constructed in accordance with the International Residential Code for One- and Two-Family Dwellings. 
((Fire-suppression)) An automatic sprinkler system required by Section ((449-5)) 508.5.7 of the International Building Code where 
constructed under the /nternational Residential Code for One- and Two-Family Dwellings shall conform to Appendix U. 

2. Owner-occupied lodging houses with one or two guestrooms shall be permitted to be constructed in accordance with the International 
Residential Code for One- and Two-Family Dwellings. 

3. Owner-occupied lodging homes with three to five guestrooms shall be permitted to be constructed in accordance with the 
International Residential Code for One- and Two-Family Dwellings where equipped with ((a)) an automatic fire sprinkler system in 
accordance with Appendix U. 

4. A care facility with five or fewer persons receiving custodial care within a dwelling unit shall be permitted to be constructed in 
accordance with the International Residential Code for One- and Two-Family Dwellings where equipped with an automatic fire 
sprinkler system in accordance with Appendix U. 

5. A care facility with five or fewer persons receiving medical care within a dwelling unit shall be permitted to be constructed in 
accordance with the International Residential Code for One- and Two-Family Dwellings where equipped with an automatic fire 
sprinkler system in accordance with Appendix U. 

6. A care facility with five or fewer persons receiving care that are within a single-family dwelling shall be permitted to be constructed 
in accordance with the /nternational Residential Code for One- and Two-F amily Dwellings where equipped with an automatic fire 
sprinkler system in accordance with Appendix U. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, § 


51-51-010 


0, filed 1/6/20, effective 7/1/20; WSR 16-03-025, § 


51-51-0101 


0, filed 1/11/16, effective 7/1/16.] 


AMENDATORY SECTION (Amending WSR 20-21-041, filed 10/13/20, effective 


LIZ SI 20) 


WAC 51-51-0102 Section R102—Applicability. 


R102.5 Appendices. Provisions in the appendices shall not apply unless 
specifically referenced in the adopting ordinance. An appendix adopted 


by a local 


jurisdiction shall not b ffective unless approved by the 


state building code council pursuant to RCW 19.27.060 (1) (a). 


EXCEPTIONS: 


1. The state building code council has determined that a local ordinance providing specifications for light straw-clay or strawbale 
construction, or requiring a solar-ready zone or requiring fire sprinklers in accordance with Appendix R, S, ((@)) or V of this chapter 
may be adopted by any local government upon notification of the council. 

2. Appendix F, Radon Control Methods, ((aad)) Appendix Q, Tiny Homes, and Appendix U, Dwelling Unit Fire Sprinkler Systems, are 
included in adoption of the International Residential Code. 


R102.7.1 Additions, alterations or repairs. Additions, alterations 
((e¥*)), repairs ( (#6-any-steueture)), or relocations shall be permit- 


ted to conform to the requirements of the provisions of Chapter 44 or 


shall conform to the requirements for ((@)) new structure without re- 
quiring the existing structure to comply with the requirements of this 
code, unless otherwise stated. Additions, alterations ((e*)), repairs, 
and relocations shall not cause an existing structure to become ( (#A— 


safe—or—adversel;affect the performance of the buitedireg)) less com- 


pliant with the provisions of this code than the existing building or 


structure 


was prior to the addition, alteration, repair, or reloca- 


tion. An existing building together with its additions shall comply 


with the height limits of this code. Where the alteration or addition 


causes the use or occupancy to be changed to one not within the scope 


of this code, the provisions of the International Existing Building 


Code shall apply. 


EXCEPTIONS: 


Certified 


1. Additions with less than 500 square feet of conditioned floor area are exempt from the requirements for Whole House Ventilation 
Systems, Section M1505.4. 

2. Additions or alterations to existing buildings which do not require the construction of foundations, crawlspaces, slabs or basements 
shall not be required to meet the requirements for radon protection in Section R332.1 and Appendix F. 
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R102.7.2 Moved buildings. Buildings or structures moved into or within 
a jurisdiction shall comply with the provisions of this code, the In- 
ternational Building Code (chapter 51-50 WAC), the International Me- 
chanical Code (chapter 51-52 WAC), the International Fire Code (chap- 
ter 51-54A WAC), the Uniform Plumbing Code and Standards (chapter 
51-56 WAC), and the Washington State Energy Code (chapter 51-11R WAC) 
for new buildings or structures. 


EXCEPTION: Group R-3 buildings or structures are not required to comply if: 
1. The original occupancy classification is not changed; and 
2. The original building is not substantially remodeled or rehabilitated. For the purposes of this section a building shall be considered to 
be substantially remodeled when the costs of remodeling exceed 60 percent of the value of the building exclusive of the costs relating to 
preparation, construction, demolition or renovation of foundations. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-21-041, § 
51-51-0102, filed 10/13/20, effective 11/13/20; WSR 16-03-025, § 

1 102, filed 1/11/16, effective 7/1/16. Statutory Authority: RCW 
31 and chapters 19.27 and 34.05 RCW. WSR 13-04-068, § 

102, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 10-03-098, § 51-51-0102, filed 1/20/10, 
effective 7/1/10. Statutory Authority: RCW 19.27.074, 19.27.020, and 
chapters 19.27 and 34.05 RCW. WSR 07-01-090, § 51-51-0102, filed 
12/19/06, effective 7/1/07. Statutory Authority: RCW 19.27.031 and 
19.27.074. WSR 04-01-109, § 51-51-0102, filed 12/17/03, effective 
7/1/04. ] 


Ko) 
N 
ajes 
. 
Ooo; 


AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-0106 ( (Section 106—Construction_deeuments.)) Re- 
served. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, $ 
51-51-0106, filed 1/6/20, effective 7/1/20.] 


AMENDATORY SECTION (Amending WSR 21-12-102, filed 6/2/21, effective 
7/3/21) 


WAC 51-51-0202 Section R202—Definitions. 


ADULT FAMILY HoME. A dwelling, licensed by the state of Washington depart- 
ment of social and health services, in which a person or persons pro- 
vide personal care, special care, room and board to more than one but 
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not more than six adults who are not related by blood or marriage to 
the person or persons providing the services. An existing adult family 
home may provide services to up to eight adults upon approval from the 
department of social and health services in accordance with RCW 
70.128.066. 


BUILDING. Any one- or two-family dwelling or townhouse, or portion there- 
of used or intended to be used for human habitation, for living, 
sleeping, cooking or eating purposes, or any combination thereof, or 
any accessory structure. 


BUILDING, EXISTING. A building or structure erected prior to the adoption of 
this code, or one that has passed a final inspection. 


CHILD CARE, FAMILY HOME. A child care facility, licensed by Washington state, 
located in the dwelling of the person or persons under whose direct 
care and supervision the child is placed, for the care of twelve or 


pi ony 


fewer children, including children who reside at the home. 


CHILD pay CARE, Shall, for the purposes of these regulations, mean the care 
of children during any period of a 24 hour day. 


CONDITIONED SPACE. An area, room or space that is enclosed within the build- 
ing thermal envelope and that is directly or indirectly heated or 
cooled. Spaces are indirectly heated or cooled where they communicate 
through openings with conditioned spaces, where they are separated 
from conditioned spaces by uninsulated walls, floors or ceilings, or 
where they contain uninsulated ducts, piping or other sources of heat- 


ing or cooling. 


DISTRIBUTED WHOLE HOUSE VENTILATION. A whole house ventilation system shall be 
considered distributed when it supplies outdoor air directly (not 
transfer air) to each dwelling or sleeping unit habitable space (liv- 
ing room, den, office, interior adjoining spaces or bedroom), and ex- 
hausts air from all kitchens and bathrooms directly outside. 


DWELLING UNIT. A Single unit providing complete independent living facili- 
ties for one or more persons, including permanent provisions for liv- 
ing, sleeping, eating, cooking and sanitation. Dwelling units may also 
include the following uses: 
Adult family homes, foster family care homes and family day 
care homes licensed by the Washington state department of social and 
health services. 
2. Offices, mercantile, food preparation for off-site consump- 
tion, personal care salons or similar uses which are conducted primar- 


ily by the occupants of the dwelling unit and are secondary to the use 
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of the unit for dwelling purposes, and which do not exceed 500 square 
feet (46.4 m7). 


EGRESS ROOF ACCESS WINDOW. A Skylight or roof window designed and installed to 
satisfy the Emergency Escape and Rescue Opening requirements of Sec- 
tion R310.2. 


ENCLOSED KITCHEN. A kitchen whose permanent openings to interior adjacent 
spaces do not exceed a total of 60 square feet (6 m2). 


FIRE SEPARATION DISTANCE. The distance measured from the foundation wall or 
face of the wall framing, whichever is closer, to one of the follow- 
ing: 

1. To the closest interior lot line; or 

2. To the centerline of a street, an alley or public way; or 

3. To an imaginary line between two buildings on the lot. 

The distance shall be measured at a right angle from the wall. 


FLOOR AREA. The area within the inside perimeter of exterior walls of the 
building. The floor area of a building, or portion thereof, not provi- 
ded with surrounding exterior walls shall be the usable area under the 
horizontal projection of the roof or floor above. 


LANDING PLATFORM. A landing provided as the top step of a stairway accessing 
a Sleeping Loft. 


LOCAL EXHAUST. An exhaust system that uses one or more fans to exhaust air 
from a specific room or rooms within a residential dwelling or sleep- 
ing unit. 


( (por._A—measured portion cor parcel cf tend consideredas—a unit having 
fixed boundaries) ) 


torr. A space on an intermediate level or levels between the floor and 
ceiling of a dwelling or sleeping unit, open on one or more sides to 

the room or space in which the loft is located, and in accordance with 
Section R326. 


Lor LINE. The line which bounds a plot of ground described as a lot in 
the title to the property. 


( (MExED—venTILAPron_zone.—ThHis—definition is _net—adepted ) ) 


SALT WATER COASTAL AREA. Those areas designated as salt water coastal areas by 
the local jurisdiction. 


( (sterne torr__A—steceping _space—on af hoor teye tecated mere than soa 
eh Herm bese $se rade leer asc epen ehe rat = eee 6h 65 
or mere _sides—with—_a—eei ting height oftess than _ ¢_feet—_8irehes— (2932 


SMALL BUSINESS. Any business entity (including a sole proprietorship, cor- 

poration, partnership or other legal entity) which is owned and oper- 

ated independently from all other businesses, which has the purpose of 
making a profit, and which has fifty or fewer employees. 


( (newHouse_A—_buitding—that—_eoentains—_thr or mere attached tewnheuse 
units) ) 
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TOWNHOUSE UNIT. A single-family dwelling unit in a townhouse that extends 
from foundation to roof and that has a yard or public way on not less 
than two sides that extends at least 50 percent of the length of each 
of these two sides. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 21-12-102, § 
51-51-0202, filed 6/2/21, effective 71/3/21; WSR 20-21-041, § 
51-51-0202, filed 10/13/20, effective 11/13/20; WSR 20-03-023, § 
51-51-0202, filed 1/6/20, effective 7/1/20; WSR 16-03-025, § 
51-51-0202, filed 1/11/16, effective 7/1/16. Statutory Authorieys RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-068, § 
51-51-0202, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 10-03-098, § 51-51-0202, filed 1/20/10, 
effective 7/1/10. Statutory Authority: RCW 19.27.190, 19.27.020, and 


chapters 19.27 and 34.05 RCW. WSR 09-04-023, § 51-51-0202, filed 
1/27/09, effective 7/1/09; WSR 08-01-102, § 51-51-0202, filed 
12/18/07, effective 4/1/08. Statutory Authority: RCW 19.27.074, 
19.27.020, and chapters 19.27 and 34.05 RCW. WSR 07-01-090, $ 
51-51-0202, filed 12/19/06, effective 7/1/07. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 04-01-109, § 51-51-0202, filed 12/17/03, 
effective 7/1/04.] 


AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-0301 Section R301—Design criteria. 


R301.2 Climatic and geographic design criteria. Buildings shall be 
constructed in accordance with the provisions of this code as limited 
by the provisions of this section. Additional criteria shall be estab- 
lished by the local jurisdiction and set forth in Table R301.2(1). The 
local jurisdiction shall designate the salt water coastal areas within 
their jurisdiction. 


R301.2.2.10 Anchorage of water heaters. In Seismic Design Categories 
Do, Dı and Do, and in townhouses in Seismic Design Category C, water 
heaters and thermal storage units shall be anchored against movement 
and overturning in accordance with Section M1307.2 or the Uniform 
Plumbing Code Section 507.1. 


R301.5 Live load. The minimum uniformly distributed live load shall be 
as provided in Table R301.5. 


TABLE R301.5 
MINIMUM UNIFORMLY DISTRIBUTED LIVE LOADS 


(in pounds per square foot) 


((Eive)) 
Uniform Load | Concentrated 


Use (psf) Load (lb) 


Uninhabitable attics without storage? 10 


Uninhabitable attics with limited 
storage? 8 20 
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((Gi¥e)) 
Uniform Load | Concentrated 


Use (psf) Load (lb) 


Habitable attics and attics served with 


fixed stairs 30 = 
Balconies (exterior) and decks® 60 ®j g 
Fire escapes 40 z 


Guards ((and-handraits4)) ((2004)) 


Guard in-fill components‘ 


Handrail4 
Passenger vehicle garages? 


((Reems)) Areas other than sleeping 
((eeems)) areas 


Sleeping ((fooms)) areas 
Stairs 40° 300° 


For SI: 1 pound per square foot = 0.0479 kPa, 1 square inch = 645 mm, 1 

pound = 4.45 N 

a. Elevated garage floors shall be capable of supporting the 
uniformly distributed live load or a 2,000 pound concentrated load 
applied ((ever-a20-square-ineh-area)) on an area of 4-1/2 inches 
by 4-1/2 inches, whichever produces the greater stresses. 

b. _Uninhabitable attics without storage are those where the clear 
height between joists and rafters is not more than 42 inches, or 
where there are not two or more adjacent trusses with web 
configurations capable of accommodating an assumed rectangle 42 
inches in height by 24 inches in width, or greater, within the plane 
of the trusses. This live load need not be assumed to act 
concurrently with any other live load requirements. 

c. Individual stair treads shall be ((designed-fer)) capable of 
supporting the uniformly distributed live load or a 300 pound 
concentrated load ((aetiag-ever)) applied on an area of ((4-square 
inehes)) 2 inches by 2 inches, whichever produces the greater 
stresses. 

d. A single concentrated load applied in any direction at any point 
along the top. For a guard not required to serve as a handrail, the 
load need not be applied to the top element of the guard in a 
direction parallel to such element. 

See Section R507.1 for decks attached to exterior walls. 

Guard in-fill components (all those except the handrail), balusters 

and panel fillers shall be designed to withstand a horizontally 

applied normal load of 50 pounds on an area equal to 1 square 
foot. This load need not be assumed to act concurrently with any 
other live load requirement. 

g. Uninhabitable attics with limited storage are those where the clear 
height between joists and rafters is 42 inches or greater, or where 
there are two or more adjacent trusses with web configurations 
capable of accommodating an assumed rectangle 42 inches in 
height by 24 inches in width, or greater, within the plane of the 
trusses. The live load need only be applied to those portions of the 
joists or truss bottom chords where all of the following conditions 
are met: 

g.l. The attic area is accessed from an opening not less than 20 inches 
in width by 30 inches in length that is located where the clear 
height in the attic is not less than 30 inches. 

g.2. The slopes of the joists or truss bottom chords are not greater than 
2 inches vertical to 12 units horizontal. 

g.3. Required insulation depth is less than the joist or truss bottom 
chord member depth. The remaining portions of the joists or truss 
bottom chords shall be designed for a uniformly distributed 
concurrent live load of not less than 10 pounds per square foot. 

h. Glazing used in handrail assemblies and guards shall be designed 
with a ((safety)) load adjustment factor of 4. The ((safety)) load 
adjustment factor shall be applied to each of the concentrated 
loads applied to the top of the rail, and to the load on the in-fill 
components. These loads shall be determined independent of one 
another, and loads are assumed not to occur with any other live 
load. 


rho 
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Where the top of a guard system is not required to serve as a 


handrail, the single concentrated load shall be applied at any point 


along the top, in the vertical downward direction and in the 


horizontal direction away from the walking surface. Where the top 


of a guard is also serving as the handrail, a single concentrated 


load shall be applied in any direction at any point along the top. 


Concentrated loads shall not be applied concurrently. 


Where structural tables in Section R507 only specify snow loads, 


the values corresponding to 70 psf snow loads shall be used. 


WSR 22-17-148 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, § 
51-51-0301, filed 1/6/20, effective 7/1/20; WSR 16-03-025, § 
51-51-0301, filed 1/11/16, effective 7/1/16. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-068, § 
51-51-0301, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 10-03-098, § 51-51-0301, filed 1/20/10, 
effective 7/1/10. Statutory Authority: RCW 19.27.190, 19.27.020, and 
chapters 19.27 and 34.05 RCW. WSR 08-01-102, § 51-51-0301, filed 

2/18/07, effective 4/1/08.] 

AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 


7/1/20 


WAC 51-51-0302 


) 


Section R302—Fire-resistant construction. 


( (R302.2.1 Double walls -~ When used, cach townhouse uhit shah besepa- 
#ated from oth + _townheuseanitspyewe_|-heou+ _fre-resistanece-rated 
watt assenbi stested_ineccerdance with ASTM £149,Gh 263-4 Section 
703.3—e£ the _tTrternaticonat Building Code-) ) 


R302.2.2 Common walls. 
be assigned a fire resistance rating in 
and shall be rated for fire exposure from both sides. 


accordance wi 


Common walls separating townhouse units shall 


th I 


tem 1 or 2 


Common walls 


shall extend to and be tigh 


t against th 


e exterior sheathing of the ex- 


terior walls, 


or 


the insid 


fac 


of 


xt 


rior wal 


l 


s withou 


stud cavi- 


ties, 


and th 


und 


rsid 


of 


the roof sheat 


hing. 


by two townhouse units shall be constru 
chanical equipment 


Ud 


Cc 


ducts or vents, 


O 


th 


The common wal 
ted without plumbing 
er than water- filled 


l shared 
or me- 
fire 


sprinkler piping in the cavity of the common wal 
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O 
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Hag) ) 


lation. Penet 
outlet boxes shal 
1. Wher ( (a-#iee) ) 
with Section P2904 is pr 
a l-hour fire-resistance-rated 
ASTM E119, UL 263 or Sec 
2. Wher ( (a-£i¢e) ) 
with Section P2904 is no 
than a 2-hour fire-resis 
with ASTM E119, 
Code. 
EXCEPTION: 


X 


aioe 


CINA 


Electrica] 
296-46B WAC, 


installations shal 
Electrical safety standards, 


an au 


Cit 


ovided, 


an au 


t provided, 
tance-rated wall assembly tested in accordance 
UL 263 or Section 703.3 of the International Building 


TA 


FOO 


Cit 


l be in accordance wit 
administra 
rations of the membrane of common walls for electrical 
l be in accordance with Section R302.4. 
tomatic sprinkler system in accordance 
the common wall shall be not less than 
wall assembly tested in accordance with 
tion 703.3 of the International Building Code. 
tomatic sprinkler system in accordance 


tion, 


h chapter 
and instal- 


the common wall shall be not less 


Common walls are permitted to extend to and be tight against the interior side of the exterior walls ((where-veids-inthe exteriorwall at 
) if the cavity between the end of the common wall and the exterior sheathing is filled with a 
minimum of 2-inch nominal thickness wood studs. 
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R302.2.3 Continuity. The fire-resistance-rated wall or assembly sepa- 


rating townhouse units sha be continuous from the foundation to the 
underside of the roof sheathing, deck or slab. The fire-resistance 
rating shall extend the full length of the wall or assembly, including 


wall extensions through and separating attached enclosed accessory 
structures. 
Where a story extends beyond the exterior wall of a story below: 
1. The fire-resistance-rated wall or assembly shall extend to the 
outside edge of the upper story (see Figure R302.2(1)); or 
2. The underside of the exposed floor-ceiling assembly shall be 
protected as required for projections in Section R302 (see Figure 
R302.2(2)). 


Townhouse 
Units 


Townhouse 
Separation Wall 


eee Josa < Building Overhang 
i (no protection required) 


FIGURE R302,2(1) 
EXTENDED TOWNHOUSE SEPARATION WALL 


Townhouse Townhouse 
Units 7; f TT Separation Vall 


Building Overhang 

{1hour protection 

required #' ea side 
of wali} 


FIGURE R302.2(2} 
TOWNHOUSE SEPARATION OVERHANG PROTECTION 
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Parapets constructed in accordance 


with Section R302.2.5 shall be constructed for townhouses as an exten- 

sion of exterior walls or common walls separating townhouse units in 

accordance with the following: 

1. Where roof surfaces adjacent to the wa or walls are at the 
same elevation, the parapet shall extend not less than 30 inches (762 
mm) above the roof surfaces. 

2. Where roof surfaces adjacent to the wall or walls are at dif- 
ferent elevations and the higher roof is not more than 30 inches (762 
mm) above the lower roof, the parapet shall extend not less than 30 
inches (762 mm) above the lower roof surface. 

EXCEPTION: A parapet is not required in the preceding two cases where the roof covering complies with a minimum Class C rating as tested in 
accordance with ASTM E108 or UL 790 and the roof decking or sheathing is of noncombustible materials or fire retardant-treated wood 
for a distance of 4 feet (1219 mm) on each side of the wall or walls, or one layer of 5/8-inch (15.9 mm) Type X gypsum board is 
installed directly beneath the roof decking or sheathing, supported by not less than nominal 2-inch (51 mm) ledgers attached to the sides 
of the roof framing members, for a distance of not less than 4 feet (1219 mm) on each side of the wall or walls and any openings or 
penetrations in the roof are not within 4 feet (1219 mm) of the common walls. Fire retardant-treated wood shall meet the requirements 
of Sections R802.1.5 and R803.2.1.2. 

3. A parapet is not required where roof surfaces adjacent to the 
wall or walls are at different elevations and the higher roof is more 


than 30 inches 
struction from the lower roof 
shall 
shal] 


2 


2 


O 


(762 mm) the lower roof. The 
to the underside of 
have not less than a 1-hour fire-resistance 
be rated for exposure from both sides. 


TABLE R302.1 (1) 
EXTERIOR WALLS 


No Change to the Table 


The fire-resistance rating shall be permitted to be reduced to 0 hours on the underside of the eave overhang if fireblocking is provided from the wall top 
plate to the underside of the roof sheathing. 

The fire-resistance rating shall be permitted to be reduced to 0 hours on the underside of the rake overhang where ventilation openings are not installed in 
the rake overhang or in walls that are common to attic areas. 


above common wall con- 
the higher roof deck 


rating. The wall 


TABLE R302.1 (2) 
EXTERIOR WALLS - DWELLINGS WITH FIRE SPRINKLERS 


No Change to the Table 


For residential subdivisions where all dwellings are equipped throughout with an automatic sprinkler system installed in accordance with Section P2904, 
the fire separation distance for exterior walls not fire-resistance-rated and for fire-resistance-rated projections shall be permitted to be reduced to 0 feet, 
and unlimited unprotected openings and penetrations shall be permitted, where the adjoining lot provides an open setback yard that is 6 feet or more in 
width on the opposite side of the property line. 

The fire-resistance rating shall be permitted to be reduced to 0 hours on the underside of the eave overhang if fireblocking is provided from the wall top 
plate to the underside of the roof sheathing. 

The fire-resistance rating shall be permitted to be reduced to 0 hours on the underside of the rake overhang where ventilation openings are not installed in 
the rake overhang or in walls that are common to attic areas. 


R302.3 Two-family dwellings. Wall and floor/ceiling assemblies sepa- 


rating dwelling units in two-family dwellings sh 


accordance 


with Section R302.3.1 or R302.3.3. On 


unit cons 


unit and 


truc 
ered a separat 
quired smoke alarms, 
dwelling unit, 
of one alarm will activate all alarms in both th 
the accessory dwelling unit. 


R302.3.1 Separation. 


in the accessory dwelling u 
are interconnected in such a mann 


than a l-hour fire-resist 


ASTM E119, 
EXCEPTIONS: 


all be constructed in 


e accessory dwel 
ted within an existing dwelling unit need not be consid- 
ted dwelling unit in a two-family dwelling ] 


nit and 
er that 


ing 


where al 
the primary 


e primary dwelling 


Dwelling units in two-family dwellings shall be 
separated from each other by wall and floor assemblies having not less 
tance rating where tested in accordance with 
UL 263 or Section 703.3 of the International Building Code. 


EGS 


the actuation 
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1. A fire-resistance rating of 1/2 hour shall be permitted in buildings equipped throughout with an automatic sprinkler system installed 
in accordance with NFPA 13D. 

2. Where an accessory dwelling unit is added within an existing single-family residence to create a two-family dwelling, fire rated 
separation between the accessory dwelling unit and the primary dwelling unit is not required when all required smoke alarms are 
interconnected in such a manner that the actuation of one alarm will activate all alarms in both the primary dwelling unit and the 
accessory dwelling unit. 
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R302.3.2 Continuity. Fire-resistance-rated floor/ceiling and wall as- 
semblies shall extend to and be tight against the exterior wall, and 
wall assemblies shall extend from the foundation to the underside of 
the roof sheathing. 


EXCEPTION: Wall assemblies need not extend through attic spaces where the ceiling is protected by not less than 5/8-inch (15.9 mm) Type X gypsum 
board, an attic draft stop constructed as specified in Section R302.12.1 is provided above and along the wall assembly separating the 
dwellings and the structural framing supporting the ceiling is protected by not less than 1/2-inch (12.7 mm) gypsum board or equivalent. 


R302.3.3 Supporting construction. Where floor/ceiling assemblies ar 
required to be fire-resistance rated by Section R302.3, the supporting 
construction of such assemblies shall have an equal or greater fire- 
resistance rating. 


R302.4.1 Through—_penetrations.Through penetra 
H ; Ti ali—compty 


f£- firo-resist— 


E Oo 
Tr TS Fant 4 kai 
W Cit S LOTT 


R302.3.4. Openings protection between two-family dwellings. Openings 
in the common fire-resistance-rated wall assembly located between 
units of a two-family dwelling shall be equipped with not less than a 
45-minute fire-rated door assembly equipped with a self-closing or au- 
tomatic-closing device. 


EXCEPTION: A 20-minute fire-rated door assembly is permitted in buildings equipped throughout with an automatic sprinkler system installed in 
accordance with Section P2904 or 13D. 


R302.3.5 Shared accessory rooms or areas. Shared accessory rooms shal] 
be separated by Table R302.3.5. Openings in a shared accessory room 
shall comply with Section R302.3.5.1. Attachment of gypsum board shall 
comply with Table R702.3.5. Shared accessory rooms or spaces shall not 
include habitable space. 


R302.3.5.1 Opening protection. Openings from a shared accessory room 
or area directly into a room used for sleeping purposes shall not be 
permitted. Other openings between the shared common accessory room or 
area shall be equipped with solid wood doors not less than 1 3/8 in- 
ches in thickness, solid or honeycomb core steel doors not less than 1 
3/8 inches thick, or 20-minute fire-rated doors, equipped with a self- 
closing or automatic-closing device. 


TABLE R302.3.5 
DWELLING-SHARED ACCESSORY ROOM SEPARATION 


SEPARATION MATERIAL 
From the dwelling units Not less than 1/2-inch 
and attics. gypsum board or 


equivalent applied to the 
accessory room side wall. 


From habitable rooms Not less than 5/8-inch 
above or below the shared | Type X gypsum board or 
accessory room. equivalent. 
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assemblies used for 


separation required by this 


section. 


SEPARATION MATERIAL 
Structures supporting Not less than 1/2-inch 
floor/ceiling and wall gypsum board or 


equivalent. 


Shared accessory rooms 


located less than 3 feet 


from a dwelling unit on 


Not less than 1/2-inch 


gypsum board or 
equivalent applied to the 


the same lot. 


interior side of exterior 
walls that are within this 
area. 


R302.13 Fire protection of floors. 


quired 


provided 
(16 mm) 
of the flo 


e 


wit 


h a 1/2-inch 


ctrical 


vents, el 
speakers, 
be permitt 
EXCEPTIONS: 


outlets, 
drainage, 
ed. 


13D, or other approved equivalent sprinkler system. 
2. Floor assemblies located directly over a crawl space not intended for storage or fuel-fired appliances. 
3. Portions of floor assemblies shall be permitted to be unprotected when complying with the following: 
3.1. The aggregate area of the unprotected portions shall not exceed 80 square feet per story. 
3.2. Fire blocking in accordance with Section R302.11.1 is installed along the perimeter of the unprotected portion to separate the 
unprotected portion from the remainder of the floor assembly. 
4. Wood floor assemblies using dimensional lumber or structural composite lumber with a cross sectional area equal to or greater than 
2-inch by 10-inch nominal dimension, or other approved floor assemblies demonstrating equivalent fire performance. 


Floor assemblies 


lsewhere in this code to be fire-resistance 
(12.7 mm) 
wood structural panel membrane, 
or framing member. 
lighting, 
piping and similar openings or penetration 


gypsum wallboard 
or equivale 


devices, lumin 


that are not re- 
rated, shall be 
membrane, 5/8-inch 
t on th ndersid 


n u 


Penetrations or openings for ducts, 


wires, 
s shall 


aires, 


1. Floor assemblies located directly over a space protected by an automatic sprinkler system in accordance with Appendix U, NFPA 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, § 
51-51-0302, filed 1/6/20, effective 7/1/20; WSR 16-03-025, § 
51-51-0302, filed 1/11/16, effective 7/1/16. Statutory Authority: RCW 
19.27.074, 19.27.0020, and 19.27.031. WSR 14-24-088, § 51-51-0302, 
filed 12/1/14, effective 5/1/15. Statutory Authority: Chapters 19.27A 
and 34.05 RCW. WSR 13-23-084, § 51-51-0302, filed 11/19/13, effective 
4/1/14. Statutory Authority: RCW 19.27.031 and chapters 19.27 and 
34.05 RCW. WSR 13-04-068, § 51-51-0302, filed 2/1/13, effective 
7/1/13. Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 
10-03-098, § 51-51-0302, filed 1/20/10, effective 7/1/10. Statutory 
Authority: RCW 19.27.190, 19.27.020, and chapters 19.27 and 34.05 RCW. 
WSR 09-04-023, § 51-51-0302, filed 1/27/09, effective 7/1/09; WSR 
08-01-102, § 51-51-0302, filed 12/18/07, effective 4/1/08.] 
AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 


7/1/20) 


WAC 51-51-0303 Section R303—Light, ventilation and heating. 


R303.1 Natural light. All 


habitable rooms shall have an aggregate 


glazing area of not less than 8 percent of the floor area of such 


rooms. 
EXCEPTION: 


R303.2 Adjoining rooms. 


ments, 


obs 


Certified 


any room shall 
when at least one-hal 
tructed and provides an opening of not less than one-ten 


The glazed areas need not be installed in rooms where artificial light is provided capable of producing an average illumination of 6 
footcandles (65 lux) over the area of the room at a height of 30 inches (762 mm) above the floor level. 


on 8/31/2022 


[ 


For the purpose of determining light 
l be considered as a portion of an adjoining room 
f of the area of the common wall is open and un- 
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floor area of the interior room but not less than 25 square feet (2.3 
2 
mî) 


EXCEPTION: Openings required for light shall be permitted to open into a sunroom with thermal isolation or a patio cover, provided there is an 
openable area between the adjoining room and the sunroom or a patio cover of not less than one-tenth of the floor area of the interior 


room but not less than 20 square feet (2 m2). 


R303.3 Bathrooms. This section is not adopted. 


R303.4 Minimum ventilation performance. Dwelling units shall be equip- 
ped with local exhaust and whole house ventilation systems designed 
and installed as specified in Section M1507. 


EXCEPTION: Additions with less than 500 square feet of conditioned floor area are exempt from the requirements in this Code for Whole House 
Ventilation Systems. 


R303.5.1 Intake openings. Mechanical and gravity outdoor air intake 
openings shall be located a minimum of 10 feet (3048 mm) from any haz- 
ardous or noxious contaminant, such as vents, chimneys, plumbing 
vents, streets, alleys, parking lots and loading docks, except as oth- 

rwise specified in this code. 

For the purpose of this section, the exhaust from dwelling unit 

toilet rooms, bathrooms and kitchens shall not be considered as haz- 
ardous or noxious. 


EXCEPTIONS: 1. The 10-foot (3048 mm) separation is not required where the intake opening is located 3 feet (914 mm) or greater below the 
contaminant source. 
2. Vents and chimneys serving fuel-burning appliances shall be terminated in accordance with the applicable provisions of Chapters 18 
and 24. 
3. Clothes dryer exhaust ducts shall be terminated in accordance with Section 1502.3. 


R303.5.2 Exhaust openings. Exhaust air shall not be directed onto 
walkways. All exhaust ducts shall terminate outside the building. Ter- 
minal elements shall have at least the equivalent net fr area of the 
duct work. 


R303.5.2.1 Exhaust ducts. Exhaust ducts shall be equipped with back- 
draft dampers. All exhaust ducts in unconditioned spaces shall be in- 
sulated to a minimum of R-4. 


R303.7 Interior stairway illumination. Interior stairways shall be 
provided with an artificial light source to illuminate the landings 
and treads. Stairway illumination shall receive primary power from the 
building wiring. The light source shall be capable of illuminating 
treads and landings to levels not less than 1 foot-candle (11 lux) 
measured at the center of treads and landings. There shall be a wall 
switch at each floor level to control the light source where th 
stairway has six or more risers. 


EXCEPTION: A switch is not required where remote, central or automatic control of lighting is provided. 


R303.8 Exterior stairway illumination. Exterior stairways shall be 
provided with an artificial light source located at the top landing of 
the stairway. Stairway illumination shall receive primary power from 
the building wiring. Exterior stairways providing access to a basement 
from the outdoor grade level shall be provided with an artificial 
light source located at the bottom landing of the stairway. 


R303.9 Required glazed openings. Required glazed openings shall open 
directly onto a street or public alley, or a yard or court located on 
the same lot as the building. 


EXCEPTIONS: 1. Required glazed openings that face into a roofed porch where the porch abuts a street, yard or court are permitted where the longer 
side of the porch is not less than 65 percent unobstructed and the ceiling height is not less than 7 feet (2134 mm). 
2. Eave projections shall not be considered as obstructing the clear open space of a yard or court. 
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3. Required glazed openings that face into the area under a deck, balcony, bay or floor cantilever are permitted where an unobstructed 
pathway of not less than 36 inches (914 mm) in height, 36 inches (914 mm) in width, and no greater than 60 inches (1524 mm) in length 
is provided and opens to a yard or court. The pathway shall be measured from the exterior face of the glazed opening, or if the glazed 
opening is in a window well, at the window well wall furthest from the exterior face of the glazed opening. 


R303.10 Required heating. When the winter design temperature in Table 
R301.2(1) is below 60°F (16°C), every dwelling unit shall be provided 
with heating facilities capable of maintaining a minimum room tempera- 
ture of 68°F (20°C) at a point 3 feet (914 mm) above the floor and 2 
feet (610 mm) from exterior walls in all habitable rooms at design 
temperature. The installation of one or more portable heaters shall 
not be used to achieve compliance with this section. 


EXCEPTION: Unheated recreational tents or yurts not exceeding 500 square feet provided it is not occupied as a permanent dwelling. 


R303.10.1 Definitions. For the purposes of this section only, the fol- 
lowing definitions apply. 


DESIGNATED AREAS are those areas designated by a county to be an urban 
growth area in chapter 36.70A RCW and those areas designated by the 
U.S. Environmental Protection Agency as being in nonattainment for 
particulate matter. 


SUBSTANTIALLY REMODELED Means any alteration or restoration of a building ex- 
ceeding 60 percent of the appraised value of such building within a 12 
month period. For the purpose of this section, the appraised value is 
the estimated cost to replace the building and structure in kind, 
based on current replacement costs. 


R303.10.2 Primary heating source. Primary heating sources in all new 
and substantially remodeled buildings in designated areas shall not be 
dependent upon wood stoves. 


R303.10.3 Solid fuel burning devices. No new or used solid fuel burn- 
ing device shall be installed in new or existing buildings unless such 
device is U.S. Environmental Protection Agency certified or exempt 
from certification by the United States Environmental Protection Agen- 
cy and conforms with RCW 70.94.011, 70.94.450, 70.94.453, and 
70.94.457. 


EXCEPTIONS: 1. Wood cook stoves. 
2. Antique wood heaters manufactured prior to 1940. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, § 
51-51-0303, filed 1/6/20, effective 7/1/20; WSR 16-03-025, § 
51-51-0303, filed 1/11/16, effective 7/1/16. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-068, § 
51-51-0303, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 10-03-098, § 51-51-0303, filed 1/20/10, 
effective 7/1/10; WSR 04-01-109, § 51-51-0303, filed 12/17/03, effec- 
tive 7/1/04.] 


NEW SECTION 


WAC 51-51-0309 Section R309—Garages and carports. 
R309.6 Electric vehicle charging. 


R309.6.1 Application. The provisions of this section shall apply to 
the construction of new dwelling units per Section R101.2 with attach- 
ed private garages or attached private carports. 


EXCEPTION: Where there is no public utility or commercial power supply. 
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R309.6.2 Dedicated circuit for electric vehicle charging. A minimum of 


one 40-ampere dedicated 208/240-volt branch circuit shall 
in the electrical panel for each dwelling unit 

The branch circuit shall terminate at a junction box, 
or electric vehicle charging equipmen 


outlet, 


[] 


AMENDATORY SECTION 


11/13/20 


WAC 51-51-03100 


ings. 


R310.1 Emergency escape and rescue opening required. Basements, 
ttics and every sleeping room shall have not less than one 


abl 
abl 


le a 


) 


or more 
be reg 


viding 
(914 mm) 
EXCEPTIONS: 


mergency 


scap 
sleeping rooms, 
uired in each sleeping room. 
ings shall 


an 


(Amending WSR 20-21-041, 


be installed 


receptacle 


filed 10/13/20, effective 


and rescue opening. Where basements contain 


Section 310—Emergency escape and rescue open- 


habit- 
oper- 


one 


mergency 


scap 


and rescue opening shall 


that opens to a public way. 


Emergency 
l open directly into a public way, 
an unobstructed path with a width of not less than 36 inch 


scape and rescue open- 
or to a yard or court pro- 
es 


1. Storm shelters and basements used only to house mechanical equipment not exceeding a total floor area of 200 square feet (18.58 m). 
2. Where the dwelling unit or townhouse unit is equipped with an automatic sprinkler system installed in accordance with Section 
P2904, sleeping rooms in basements shall not be required to have emergency escape and rescue openings provided that the basement has 
one of the following: 
2.1. One means of egress complying with Section R311 and one emergency escape and rescue opening. 
2.2. Two means of egress complying with Section R311. 
3. A yard shall not be required to open directly into a public way where the yard opens to an unobstructed path from the yard to the 


public way. Such path shall have a width of not less than 36 inches (914 mm). The following shall not be considered obstructions: 


3.1. Gates with operational constraints and opening control devices without the use of keys, tools, or special knowledge. 


3.2. Window wells equipped with a removable cover complying with Section R310.4.4. 


( (R340.1.1 Operational constraints—and_opening control devices Emer- 
gency escape ane +eseue_spenings shalt eeerersationat fren ssid 
eof the room without the useof keys,—_‘teoeis,—er_specialt _tmrewedge._in- 
dow-_epening contre devices—on wi ndews_serving—as—a_reciired emergeney 
sSeape—ancd reseue—opening shat be seb ere has 70 jeehes +46 
above the finished flecrandshea comp ty with ASTM F2090—) ) 


R310.2.4 Emergency escape and rescue openings under 
porches, and cantilevers. Emergency 


led under decks 


ches 


(914 mm) 
than 60 inches 


pathway shall be 


ing, 
wall fur 


or if the g 


((and)), porches, 
able and provided with an unobs 
in height, 
(1 


524 


36 


mm) in 


measured from 


decks ((and)), 


scap 
and can 


and rescue openings instal- 
tilevers shall be fully open- 


truc 
inches 
length 


ted pa 
(914 mm) 
that opens to a yard or court. 
the exterior face of 
lazed opening is in a window well, 

thest from the exterior face of the glazed opening. 


thway of not less than 36 in- 
in width, and no greater 
The 
the glazed open- 
at the window well 


R310.5 Replacement windows for emergency escape and rescue openings. 


This sec 


tion is no 


adopted. 


[Statutory Authorit 


51-51-03) 


00, 


Hod =0:34 


00, 


y: RCW 19.27.031 and 19.27.074. WSR 20-21-041, § 
filed 10/13/20, effective 11/13/20; WSR 20-03-023, § 
filed 1/6/20, effective 7/1/20.] 
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AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-0311 Section R311—Means of egress. 


R311.4 Vertical egress. Egress from habitable levels including habita- 
ble attics and basements not provided with an egress door in accord- 
ance with Section R311.2 shall be by ramp in accordance with Section 
R311.8 or a stairway in accordance with Section R311.7. 


EXCEPTION: ((Stairs)) Stairways, alternating tread devices, ship's ladders, or ladders within « an individual ee unit or sleeping unit used for 
access to areas of 200 square feet (18.6 m2) or less, ((andnote ning bathroom ehen)) are exempt from the 
requirements of Sections R311.4 and R311.7 where such devices don not provide RNE access to a kitchen or bathroom. Such areas 
shall not be located more than 10 feet (3048 mm) above the finished floor of the space below. 


( (R344. 73 Vertical riseAfiight ef stees shoah eot haveavertieal 
£45 a‘rgerthan_l2_‘feet—}imnekhes—_{3 835mm) between floor yetse 
tendings-—) ) 


R311.7.11 Alternating tread devices. Alternating tread devices shall 
not be used as an element of a means of egress. Alternating tread de- 
vices shall be permitted provided that a required means of egress 
stairway or ramp serves the same space at each adjoining level or 
where a means of egress is not required. The clear width at and below 
the handrails shall be not less than 20 inches (508 mm). 

EXCEPTION: Not adopted. 


R311.7.12 Ship's ladders. Ship's ladders shall not be used as an ele- 
ment of a means of egress. Ship's ladders shall be permitted provided 
that a required means of egress stairway or ramp serves the same space 
at each adjoining level or where a means of egress is not required. 
The clear width at and below the handrails shall be not less than 20 
inches. 


EXCEPTION: Not adopted. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, § 
51-51-0311, filed 1/6/20, effective 7/1/20; WSR 10-03-098, § 
51-51-0311, filed 1/20/10, effective 7/1/10. Statutory Authority: RCW 
19.27.074, 19.27.020, and chapters 19.27 and 34.05 RCW. WSR 07-01-090, 
§ 51-51-0311, filed 12/19/06, effective 7/1/07. Statutory Authority: 
RCW 19.27.031 and 19.27.074. WSR 04-01-109, § 51-51-0311, filed 
12/17/03, effective 7/1/04.] 


NEW SECTION 


WAC 51-51-0312 Section R312—Guards and window fall protection. 


R312.1.1 Where required. Guards shall be provided for those portions 
of open-sided walking surfaces, including mezzanines, lofts in accord- 
ance with Section R333, stairs, ramps, and landings, that are located 
more than 30 inches (762 mm) measured vertically to the floor or grade 
below at any point within 36 inches (914 mm) horizontally to the edge 
of the open side. Insect screening shall not be considered as a guard. 


R312.1.2 Height. Required guards at open-sided walking surfaces, in- 
cluding stairs, porches, balconies or landings, shall be not less than 
36 inches (914 mm) in height as measured vertically above the adjacent 
walking surface or the line connecting the nosings. 
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EXCEPTIONS: 1. Guards on the open sides of stairs shall have a height of not less than 34 inches (864 mm) measured vertically from a line connecting 
the nosings. 
2. Where the top of the guard serves as a handrail on the open sides of stairs, the top of the guard shall be not less than 34 inches (864 
mm) and not more than 38 inches (965 mm) as measured vertically from a line connecting the nosings. 
3. In areas with ceiling heights of 7 feet (2134 mm) or less in /ofts constructed in accordance with Section R333, guards shall not be less 
than 36 inches (914 mm) in height or one-half of the clear height from the loft floor to the loft ceiling, whichever is less. 


AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-0313 Section R313—Automatic fire sprinkler systems. 


R313.1 Townhouse automatic fire sprinkler systems. An automatic resi- 
dential fire sprinkler system shall be installed in a townhouse unit. 


EXCEPTIONS: 1. An automatic residential fire sprinkler system shall not be required where additions or alterations are made to an existing townhouse 
unit that does not have an automatic residential fire sprinkler system installed. 
2. Townhouse buildings containing no more than four townhouse units. 


R313.1.1 Design and installation. Automatic residential fire sprinkler 
systems for a townhouse unit shall be designed and installed in ac- 
cordance with Section P2904 or NFPA 13D. 


R313.2 One- and two-family dwellings automatic ((£ire)) sprinkler sys- 
tems. This section is not adopted. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, $ 
51-51-0313, filed 1/6/20, effective 7/1/20; WSR 16-03-025, § 
51-51-0313, filed 1/11/16, effective 7/1/16. Statutory Authority: 
Chapter 19.27 RCW. WSR 10-18-036, § 51-51-0313, filed 8/25/10, effec- 
tive 9/25/10. Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 
10-03-098, § 51-51-0313, filed 1/20/10, effective 7/1/10. Statutory 
Authority: RCW 19.27.074, 19.27.020, and chapters 19.27 and 34.05 RCW. 
WSR 07-01-090, § 51-51-0313, filed 12/19/06, effective 7/1/07. Statu- 
tory Authority: RCW 19.27.031 and 19.27.074. WSR 04-01-109, § 
51-51-0313, filed 12/17/03, effective 7/1/04.] 


AMENDATORY SECTION (Amending WSR 20-21-041, filed 10/13/20, effective 
117/13/20) 


WAC 51-51-0314 Section R314— Smoke alarms and heat detection. 


R314.1 General. Smoke alarms, heat detectors, and heat alarms shall 
comply with NFPA 72 and this section. 


R314.1.1 Listings. Smoke alarms shall be listed in accordance with UL 
217. Heat detectors and heat alarms shall be listed for the intended 
application. Combination smoke and carbon monoxide alarms shall be 
listed in accordance with UL 217 and UL 2034. 


R314.2 Where required. Smoke alarms, heat detectors, and heat alarms 
shall be provided in accordance with this section. 


R314.2.1 New construction. Smoke alarms shall be provided in dwelling 
units. A heat detector or heat alarm shall be provided in new attached 
garages. 
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R314.2.2 Alterations, repairs and additions. Where alterations, re- 
pairs or additions requiring a permit occur, or where one or more 
sleeping rooms are added or created in existing dwellings, or where an 
accessory dwelling unit is created within an existing dwelling unit, 
each dwelling unit shall be equipped with smoke alarms as required for 
new dwellings. 


EXCEPTIONS: 1. Work involving the exterior surfaces of dwellings, such as the replacement of roofing or siding, the addition or replacement of 
windows or doors, or the addition of a porch or deck are exempt from the requirements of this section. 
2. Installation, alteration or repairs of plumbing, electrical or mechanical systems are exempt from the requirements of this section. 


R314.2.3 New attached garages. A heat detector or heat alarm rated for 
the ambient outdoor temperatures and humidity shall be installed in 
new garages that are attached to or located under new and existing 
dwellings. Heat detectors and heat alarms shall be installed in a cen- 
tral location and in accordance with the manufacturer's instructions. 


EXCEPTION: Heat detectors and heat alarms shall not be required in dwellings without commercial power. 


R314.3 Location. Smoke alarms shall be installed in the following lo- 
cations: 

1. In each sleeping room ( (e*x—steeping teFfet)). 

2. Outside each separate sleeping area in the immediate vicinity 
of the bedrooms. 

3. On each additional story of the dwelling, including basements 
and habitable attics but not including crawl spaces and uninhabitable 
attics. In dwellings or dwelling units with split levels and without 
an intervening door between the adjacent levels, a smoke alarm instal- 


led on the upper level shall suffice for the adjacent lower level pro- 
vided that the lower level is less than one full story below the upper 
level. 

4. Smoke alarms shall be installed not less than 3 feet (914 mm) 


horizontally from the door or opening of a bathroom that contains a 
bathtub or shower unless this would prevent placement of a smoke alarm 
required by Section R314.3. 

5. In napping areas in a family home child care. 

6. In the hallway and in the room open to the hallway in dwelling 
units where the ceiling height of a room open to a hallway serving 
bedrooms exceeds that of the hallway by 24 inches (610 mm) or more. 

7. Within the room to which a loft is open, in the immediate vi- 
eCinity Of the lott. 


R314.4 Interconnection. Where more than one smoke alarm is required to 
be installed within an individual dwelling unit in accordance with 
Section R314.2, the alarm devices shall be interconnected in such a 
manner that the actuation of one alarm will activate all of the alarms 
in the individual dwelling unit. Where an accessory dwelling unit is 
created within an existing dwelling unit all required smoke alarms, in 
the accessory dwelling unit and the primary dwelling unit, shall be 
interconnected in such a manner that the actuation of one alarm will 
activate all alarms in both the primary dwelling unit and the accesso- 
ry dwelling unit. Physical interconnection of smoke alarms shall not 

be required where listed wireless alarms are installed and all alarms 
sound upon activation of one alarm. 


EXCEPTION: Smoke alarms and alarms installed to satisfy Section R314.4.1 shall not be required to be interconnected to existing smoke alarms where 
such existing smoke alarms are not interconnected or where such new smoke alarm or alarm is not capable of being interconnected to 
the existing smoke alarms. 


R314.4.1 Heat detection interconnection. Heat detectors and heat 
alarms shall be connected to an alarm or a smoke alarm that is instal- 
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led in the dwelling. Alarms and smoke alarms that are installed for 
this purpose shall be located in a hallway, room, or other location 
that will provide occupant notification. 


R314.6 Power source. Smoke alarms, heat alarms, and heat detectors 
shall receive their primary power from the building wiring where such 
wiring is served from a commercial source and, where primary power is 
interrupted, shall receive power from a battery. Wiring shall be per- 
manent and without a disconnecting switch other than those required 
for overcurrent protection. 


EXCEPTIONS: 1. Smoke alarms shall be permitted to be battery operated where installed in buildings without commercial power. 
2. Smoke alarms installed in accordance with Section R314.2.2 shall be permitted to be battery powered. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-21-041, S$ 
51-51-0314, filed 10/13/20, effective 11/13/20; WSR 20-03-023, § 
51-51-0314, filed 1/6/20, effective 7/1/20; WSR 16-03-025, § 
51-51-0314, filed 1/11/16, effective 7/1/16. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-068, § 
51-51-0314, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 10-03-098, § 51-51-0314, filed 1/20/10, 
effective 7/1/10.] 


AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-0326 Section R326—Habitable attic. 


R326.1 General. Habitable attics shall comply with Sections R326 
through R326.4. 


EXCEPTION: Lofts in dwelling units and sleeping units shall be permitted to comply with Section R333, subject to the limitations in Section R333.1. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, § 

51-51-0326, filed 1/6/20, effective 7/1/20. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-068, § 
51-51-0326, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 

19.27.074, 19.27.020, and chapters 19.27 and 34.05 RCW. WSR 07-01-090, 
S 51-51-0326, filed 12/19/06, effective 7/1/07.] 
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R327.1 General. The design and construction of swimming pools, spas, 


and other aquatic recreation facilities shall comply with the 2018 In- 
ternational Swimming Pool and Spa Code, if the facility is one of the 
following: 
1. For the sole use of residents and invited quests at a single- 
family dwelling; 
2. For the sole use of residents and invited guests of a duplex 
owned by the residents; or 
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3. Operated exclusively for physical therapy or rehabilitation 
and under the supervision of a licensed medical practitioner. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, § 
51-51-0327, filed 1/6/20, effective 7/1/20. Statutory Authority: RCW 
19.27.074, 19.27.020, and chapters 19.27 and 34.05 RCW. WSR 07-01-090, 
§ 51-51-0327, filed 12/19/06, effective 7/1/07.] 


AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-0328 ( (Seetion—-R328—Swimming—peceis,—spas,—and het 
tubs—)) Section R328—Energy storage systems. 


( (R328.1#General.Fhe_design—and construction of Swimming poois,—_spas; 
and_ecther aquatie recreation facitities—shaltt_eeome ¥ withthe ?048—FA= 
ternaticonat Swimming Peeotard spa Loder +_+he faciiityis—ene—eofth 
fettoewing 

{os =he sete ssf sesidernts enc seavitedetests 44a singte- 
famit,;dweliing 

2.—Fer these use—_of_residents—and invited guests—_of—a duplex 
owned bythe +esid RES7—OE 

3._ Opened erehe hyo ehya heres es ebsites 
and tunder_ the supervision ofa bHeensed medical Saele on $=) ) 


R328.2 Equipment listings. ESS shall be listed and labeled for resi- 
dential use in accordance with UL 9540. 


EXCEPTIONS: 1. Where approved, repurposed unlisted battery systems from electric vehicles are allowed to be installed outdoors or in detached sheds 
located not less than 5 feet (1524 mm) from exterior walls, property lines, and public ways. 
2. Battery systems that are an integral part of an electric vehicle are allowed provided that the installation complies with Section 625.48 
of NFPA 70. 
3. Battery systems less than 1 kWh (3.6 megajoules). 


R328.12 Commissioning. ESS shall be commissioned as follows: 

1. Verify that the system is installed in accordance with the ap- 
proved plans and manufacturer's instructions and is operating proper- 
ly. 


2. Provide a copy of the manufacturer's installation, operation, 
maintenance, and decommissioning instructions provided with the listed 
system. 

3. Provide a label on the installed system containing the contact 
information for the qualified maintenance and service providers. 


R328.12.1 Installation prior to closing. Where the system is installed 
in a one- or two-family dwelling or townhouse unit that is owned by 
the builder and has yet to be sold, commissioning shall be conducted 
as outlined in Section R329.6, and the builder shall then transfer the 
required information in Section R329.6 to the homeowner when the prop- 
erty is transferred to the owner at the closing. 


Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, S$ 
1-51-0328, filed 1/6/20, effective 7/1/20; WSR 16-03-025, § 
-51-0328, filed 1/11/16, effective 7/1/16. Statutory Authority: RCW 
2. 27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-068, § 
1-51-0328, filed 2/1/13, effective 7/1/13.] 


OVE O Uir 
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AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-0329 ( (Seetion—-R329—Energy—sterage—systems.)) Re- 


served. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, S$ 
51-51-0329, filed 1/6/20, effective 7/1/20; WSR 16-03-025, $ 
51-51-0329, filed 1/11/16, effective 7/1/16.] 


NEW SECTION 


WAC 51-51-0333 Section R333—Lofts. 
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R333.1 General. Where provided in dwelling units or sleeping units, 
lofts shall comply with this code as modified by Sections R326.1 
through R326.5. Lofts constructed in compliance with this section 
shall be considered a portion of the story below. Such lofts shall not 
contribute to the number of stories as regulated by this code. 


EXCEPTION: Lofts need not comply with Section R326 where they meet any of the following conditions: 
1. The loft has a maximum depth of less than 3 feet (914 mm). 
2. The loft has a floor area of less than 35 square feet (3.3 m2). 
3. The loft is not provided with a permanent means of egress. 


R333.2 Loft limitations. Lofts shall comply with the following condi- 
tions: 
1. The loft floor area shall be less than 70 square feet (6.5 


m2). 


2. The loft ceiling height shall not exceed 7 feet (2134 mm) for 
more than one half of the loft floor area. 

The provisions of Sections R326.3 through R326.5 shall not apply 
to lofts that do not comply with Items 1 and 2 of this section. 


R333.3 Loft ceiling height. The ceiling height below a loft shall not 
be less than 7 feet (2134 mm). The ceiling height above the finished 
floor of the loft shall not be less than 3 feet (914 mm). Portions of 
the loft with a sloped ceiling measuring less than 3 feet (914 mm) 
from the finished floor to the finished ceiling shall not contribute 
to the loft floor area. 


R333.4 Loft area. The aggregate area of all lofts and mezzanines with- 
in a room shall comply with Section R325.3. 


EXCEPTION: The area of a single loft located within a dwelling unit or sleeping unit equipped with an automatic sprinkler system in accordance with 
Sections P2094 through P2904 shall not be greater than two-thirds of the area of the room in which it is located, provided that no other 
lofts or mezzanines are open to the room in which the loft is located. 


R333.5 Permanent egress for lofts. Where a permanent means of egress 
is provided for lofts, the means of egress shall comply with Section 
R311 as modified by Section R326.5.1. 


R333.5.1 Ceiling height at loft means of egress. A minimum ceiling 
height of 3 feet shall be provided for the entire width of the means 
of egress from the loft. 


[] 


NEW SECTION 


WAC 51-51-0334 Section R334—Stationary fuel cell power systems. 


R330.1 General. Stationary fuel cell power systems in new and existing 
buildings and structures shall comply with Section 1206 of the Inter- 
national Fire Code. 


[] 


AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-0403 Section R403—Footings. 
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R403.1.1 Minimum size. The minimum width, W, and thickness, T, for 
concrete footings shall be in accordance with Tables R403.1(1) through 


R403.1(3) and Figure R403.1(1) 


or R403.1.3, 


as applicabl 


less than 12 inches (305 mm) in width and 6 inches (152 


e, but not 
mm) in depth. 


not less than 2 inches (51 mm) 


The footing width shall be based on the load-bearing va 


in accordance with Table R401.4.1. Footing projections, 


and shall not exceed the 


the footing. Footing thickness and projec 
in accordance with Section R1001. 
piers and columns shall be based on the 


soil pressure in accordance with Table R401.4.1. 


foundations shall be in accordance with 
tion R403.2, and Figures R403.1(2) 
foundation shall be in accordance with the details set 


tion for firepl 
The size of foo 
tributary 


lue of the soil 


P, shall be 
thickness of 
aces shall be 


tings supporting 
load and allowable 
Footings for wood 
the details set forth in Sec- 
and R403.1(3). 


Footings for precast 


forth in Sec- 


tion R403.4, Table R403.4, and Figures R403.4(1) 


and R403.4(2). 


EXCEPTION: Light-frame construction shall be permitted to have minimum footing size in accordance with Figures R403.1.1(1) through R403.1.1(4) 


in lieu of that determined by Table R403.1(1). 
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Figure R403.1.1(1) 


Alternative Minimum Footing Size for Light-Frame Construction 
a,b,c,d,e,f£,g,h,i 


20 PSF Snow Load 


6x36 STEM WALL (20 psf Snow) 


= & & 


Total Tributary Floor Span (ft) 


A | Exterior = solid 

| Interior = dashed 
o a 8 12 16 20 24 28 32 3 40 
Tributary Roof Span (ft) 


8x120 BASEMENT WALL (20 psf Snow) 


z 8 & & 


Total Tributary Floor Span (ft) 


o4 . $ O Sa J}. — 4 n + 1 
o 4 8 12 16 20 24 28 a 34 40 


Tributary Roof Span (ft) 
Notes: a The minimum footing size is based on the following assumptions: Material weights per Section R301.2.2.2.1 and soil density = 120 pef. Wood 


framed walls = 10 foot; crawlspace stem wall = 6 inches x 36 inches; basement wall = 8 inches x 120 inches. Total load (TL) equal to the 
maximum of three load combinations: LC1=D+L, LC2=D+S and LC3=D=0.75(L+S), where D=dead load, L=live load, S=snow load. TL=max 
(LC1, LC2, LC3). 

Use tributary span of floor and roof. Figure may be used to size exterior and interior footings. 

Add 4 feet to tributary floor span for each wood framed wall above first level (i.e., 4' for 2-story, 8' for 3-story). 

Multiply floor span by 1.25 for interior footings supporting continuous joists. 

Multiply footing width by (1500 psf/capacity) for soil capacity other than 1500 psf. See Section R403.1.1 for thickness. 

Dashed line may be used for interior footing size only. 

Use footing size indicated on line above the span combination used. 

For span combinations above the upper line, a design professional is required. 

Interpolation between footing sizes is allowed. Extrapolation is not allowed. 


“rg th oaoa 
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Figure R403.1.1(2) 


Alternative Minimum Footing Size for Light-Frame Construction 
a,b,c,d,e,f£,g,h,i 


30 PSF Snow Load 


6x36 STEM WALL (30 psf Snow) 


* & & & 


Total Tributary Floor Span (ft) 


a 


r Exterior = solid 
Interior = dashed 


o 4 & 12 16 20 n 28 32 3 40 
Tributary Roof Span (ft) 


8x120 BASEMENT WALL (30 psf Snow) 


Total Tributary Floor Span (ft) 


3 


0 4 8 12 16 20 2 28 32 35 40 
Tributary Roof Span (ft) 


Notes: a The minimum footing size is based on the following assumptions: Material weights per Section R301.2.2.2.1 and soil density = 120 pef. Wood 
framed walls = 10 foot; crawlspace stem wall = 6 inches x 36 inches; basement wall = 8 inches x 120 inches. Total load (TL) equal to the 
maximum of three load combinations: LC1=D+L, LC2=D+S and LC3=D=0.75(L+S), where D=dead load, L=live load, S=snow load. TL=max 
(LC1, LC2, LC3). 

Use tributary span of floor and roof. Figure may be used to size exterior and interior footings. 

Add 4 feet to tributary floor span for each wood framed wall above first level (i.e., 4' for 2-story, 8' for 3-story). 

Multiply floor span by 1.25 for interior footings supporting continuous joists. 

Multiply footing width by (1500 psf/capacity) for soil capacity other than 1500 psf. See Section R403.1.1 for thickness. 

Dashed line may be used for interior footing size only. 

Use footing size indicated on line above the span combination used. 

For span combinations above the upper line, a design professional is required. 

Interpolation between footing sizes is allowed. Extrapolation is not allowed. 
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Alternative Minimum Footing Size for Light-Frame Construction 
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The minimum footing size is based on the following assumptions: Material weights per Section R301.2.2.2.1 and soil density = 120 pcf. Wood 
framed walls = 10 foot; crawlspace stem wall = 6 inches x 36 inches; basement wall = 8 inches x 120 inches. Total load (TL) equal to the 
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maximum of three load combinations: LC1=D+L, LC2=D+S and LC3=D=0.75(L+S), where D=dead load, L=live load, S=snow load. TL=max 
(LC1, LC2, LC3). 
Use tributary span of floor and roof. Figure may be used to size exterior and interior footings. 

Add 4 feet to tributary floor span for each wood framed wall above first level (i.e., 4' for 2-story, 8' for 3-story). 
Multiply floor span by 1.25 for interior footings supporting continuous joists. 
Multiply footing width by (1500 psf/capacity) for soil capacity other than 1500 psf. See Section R403.1.1 for thickness. 
Dashed line may be used for interior footing size only. 

Use footing size indicated on line above the span combination used. 

For span combinations above the upper line, a design professional is required. 
Interpolation between footing sizes is allowed. Extrapolation is not allowed. 
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Figure R403.1.1(4) 
Alternative Minimum Footing Size for Light-Frame Construction 
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Notes: a The minimum footing size is based on the following assumptions: Material weights per Section R301.2.2.2.1 and soil density = 120 pef. Wood 


framed walls = 10 foot; crawlspace stem wall = 6 inches x 36 inches; basement wall = 8 inches x 120 inches. Total load (TL) equal to the 
maximum of three load combinations: LC1=D+L, LC2=D+S and LC3=D=0.75(L+S), where D=dead load, L=live load, S=snow load. TL=max 
(LC1, LC2, LC3). 

Use tributary span of floor and roof. Figure may be used to size exterior and interior footings. 

Add 4 feet to tributary floor span for each wood framed wall above first level (i.e., 4' for 2-story, 8' for 3-story). 

Multiply floor span by 1.25 for interior footings supporting continuous joists. 

Multiply footing width by (1500 psf/capacity) for soil capacity other than 1500 psf. See Section R403.1.1 for thickness. 

Dashed line may be used for interior footing size only. 

Use footing size indicated on line above the span combination used. 

For span combinations above the upper line, a design professional is required. 

Interpolation between footing sizes is allowed. Extrapolation is not allowed. 
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[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, § 


51-51-0403, filed 1/6/20, effective 7/1/20. Statutory Authority: RCW 
19.27.031, 19.27.074 and chapter 19.27 RCW. WSR 19-03-036, § 
51-51-0403, filed 1/7/19, effective 7/1/19. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 16-03-025, § 51-51-0403, filed 1/11/16, 
effective 7/1/16. Statutory Authority: RCW 19.27.031 and chapters 
19.27 and 34.05 RCW. WSR 13-04-068, § 51-51-0403, filed 2/1/13, effec- 
tive 7/1/13. Statutory Authority: Chapter 19.27 RCW. WSR 10-24-061, § 
51-51-0403, filed 11/29/10, effective 7/1/11. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 10-03-098, § 51-51-0403, filed 1/20/10, 
effective 7/1/10. Statutory Authority: RCW 19.27.190, 19.27.020, and 
chapters 19.27 and 34.05 RCW. WSR 08-01-103, § 51-51-0403, filed 
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12/18/07, effective 4/1/08. Statutory Authority: RCW 19.27.074, 
19.27.020, and chapters 19.27 and 34.05 RCW. WSR 07-01-090, S 
51-51-0403, filed 12/19/06, effective 7/1707. ] 


AMENDATORY SECTION (Amending WSR 20-21-041, filed 10/13/20, effective 
11/13/20) 


WAC 51-51-0404 ((Seetion—-R404—Foundation—and _retaining—walis-) ) 
Reserved. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-21-041, § 
51-51-0404, filed 10/13/20, effective 11/13/20; WSR 16-03-025, $§ 
51-51-0404, filed 1/11/16, effective 7/1/16. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-068, S 
51-51-0404, filed 2/1/13, effective 7/1/13. Statutory Authority: Chap- 
ter 19.27 RCW. WSR 10-24-061, § 51-51-0404, filed 11/29/10, effective 
7/1/11. Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 
10-03-098, § 51-51-0404, filed 1/20/10, effective 7/1/10. Statutory 
Authority: RCW 19.27.190, 19.27.020, and chapters 19.27 and 34.05 RCW. 
WSR 08-01-102, § 51-51-0404, filed 12/18/07, effective 4/1/08. Statu- 
tory Authority: RCW 19.27.074, 19.27.020, and chapters 19.27 and 34.05 
RCW. WSR 07-01-090, § 51-51-0404, filed 12/19/06, effective 7/1/07.] 


AMENDATORY SECTION (Amending WSR 14-24-055, filed 11/25/14, effective 
5/1/15) 


WAC 51-51-0408 Section R408—Under-floor space. 


R408.1 Ventilation. The under-floor space between the bottom of the 
floor joists and the earth under any building (except space occupied 
by a basement) shall have ventilation openings through foundation 
walls or exterior walls. A ground cover of six mil (0.006 inch thick) 
black polyethylene or approved equal shall be laid over the ground 
within crawl spaces. The ground cover shall be overlapped six inches 
minimum at the joints and shall extend to the foundation wall. 


EXCEPTION: The ground cover may be omitted in crawl spaces if the crawl space has a concrete slab floor with a minimum thickness of two inches. 


R408.2 Openings for under-floor ventilation. The minimum net area of 
ventilation openings shall not be less than 1 square foot (0.0929 mĉ) 


for each 300 square feet (28 m?) of under-floor area. R quired open- 
ings shall be evenly placed to provide cross ventilation of the space 
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except one side of the building shall be permitted to have no ventila- 
tion openings. Ventilation openings shall be covered for their height 
and width with any of the following materials provided that the least 
dimension of the covering shall not exceed 1/4 inch (6.4 mm), and op- 
erational louvers are permitted: 


1. Perforated sheet metal plates not less than 0.070 inch (1.8 
mm) thick. 

2. Expanded sheet metal plates not less than 0.047 inch (1.2 mm) 
thick. 

3. Cast-iron grill or grating. 

4. Extruded load-bearing brick vents. 

5. Hardware cloth of 0.035 inch (0.89 mm) wire or heavier. 

6. Corrosion-resistant wire mesh, with the least dimension being 


1/8 inch (3.2 mm). 


EXCEPTION: The total area of ventilation openings shall be permitted to be reduced to 1/1,500 of the under-floor area where the ground surface is 
covered with an approved Class I vapor retarder material and the required openings are placed to provide cross ventilation of the space. 
The installation of operable louvers shall not be prohibited. If the installed ventilation is less than 1/300, or if operable louvers are 
installed, a radon vent shall be installed to originate from a point between the ground cover and soil. The radon vent shall be installed in 
accordance with the requirements of Appendix F (Radon) of this code. 


R408.3 Unvented crawl space. Ventilation openings in under-floor 
spaces specified in Sections R408.1 and R408.2 shall not be required 
where: 
1. Exposed earth is covered with a continuous Class I vapor re- 
tarder. Joints of the vapor retarder shall overlap by 6 inches (152 
mm) and shall be sealed or taped. The edges of the vapor retarder 
shall extend at least 6 inches (152 mm) up the stem wall and shall be 
attached and sealed to the stem wall; and a radon system shall be in- 
stalled that meets the requirements of Appendix F (Radon) of this 
code. 


2. Continuously operated mechanical exhaust ventilation is provi- 
ded at a rate equal to 1 cubic foot per minute (0.47 L/s) for each 50 
square feet (4.7 m*) of crawlspace floor area. Exhaust ventilation 
shall terminate to the exterior. 


EXCEPTION: Plenum in existing structures complying with Section M1601.5, if under-floor space is used as a plenum. 
R408.8 Under-floor vapor retarder. This section is not adopted. 


[Statutory Authority: RCW 19.27.074, 19.27.020, and 19.27.031. WSR 
14-24-055, § 51-51-0408, filed 11/25/14, effective 5/1/15. Statutory 
Authority: RCW 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 
13-04-068, § 51-51-0408, filed 2/1/13, effective 7/1/13. Statutory Au- 
thority: Chapter 19.27 RCW. WSR 10-18-036, § 51-51-0408, filed 
8/25/10, effective 9/25/10. Statutory Authority: RCW 19.27.031 and 
19.27.074. WSR 10-03-098, § 51-51-0408, filed 1/20/10, effective 
7/1/10. Statutory Authority: RCW 19.27.074, 19.27.020, and chapters 
19.27 and 34.05 RCW. WSR 07-01-090, § 51-51-0408, filed 12/19/06, ef- 
fective 7/1/07.] 


AMENDATORY SECTION (Amending WSR 21-16-006, filed 7/22/21, effective 
8/22/21) 


WAC 51-51-0507 Section R507—Decks. 
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this—seeticn,_‘efer te Section B36) ) 
TABLE R507.3.1 
MINIMUM FOOTING SIZE FOR DECKS 


((SOH:-BEARING-CAPACEFY)) LOAD-BEARING VALUE OF SOILS?4 
GROUND Side of | Diameter Side of | Diameter Side of | Diameter 
SNOW a ofa a ofa a ofa 
LOAD TRIBUTARY | square round square round square round 
()) AREAS footing footing Thickness‘ | footing footing Thickness‘ | footing footing Thickness’ 
(psf) (sq. ft.) (inches) (inches) (inches) (inches) (inches) (inches) (inches) (inches) (inches) 
60 Live or 5 7 8 6 7 8 6 7 8 6 
70 Ground 
Siow 20 12 14 6 11 13 6 9 10 6 
Load 40 18 20 6 15 17 6 12 14 6 
60 21 24 8 19 21 6 15 17 6 
80 25 28 9 21 24 8 18 20 6 
100 28 31 11 24 27 9 20 22 7 
120 30 34 12 26 30 10 21 24 8 
140 33 37 13 28 32 11 23 26 9 
160 35 40 15 30 34 12 25 28 9 


For SI: 1 inch = 25.4 mm, 1 square foot = 0.0929 m2, 1 pound per square foot = 0.0479 kPa. 

Interpolation permitted, extrapolation not permitted. 

Reserved. 

Footing dimensions shall allow complete bearing of the post. 

If the support is a brick or CMU pier, the footing shall have a minimum 2-inch projection on all sides. 
Area, in square feet, of deck surface supported by post and footings. 

Minimum thickness shall only apply to plain concrete footings, 


mono op 


R507.4 Deck posts. For single-level decks, wood post size shall be in 
accordance with Table R507.4. 


TABLE R507.4 
DECK POST HEIGHT 


MAXIMUM DECK POST HEIGHT? 
(feet-inches) 
Tributary Area&} 
LOADS? (sa. ft) 
(psf) POST SPECIES? POST SIZE4 20 40 60 80 100 120 140 160 
60 Live Load, | Douglas Fir’, Hem-fir®, 4x4 4-0 10-10 8-7 7-0 5-8 4-1 NP NP 
<60 Ground SPF? 4x6 4-0 | 13-10 | tl 9-5 8-2 73 6-4 5-4 
Snow Load as . 7 z = E - - = 
6x6 4-0 4-0 14-0 14-0 14-0 13-3 10-9 6-11 
8x8 4-0 4-0 14-0 14-0 14-0 14-0 14-0 14-0 
Redwood‘, Western 4x4 4-0 0-3 7-0 NP NP NP NP NP 
Cedars’, Ponderosa 4x6 4-0 3-6 10-6 8-4 5-10 NP NP NP 
Pines Red Pine 6x6 4-0 4-0 14-0 14-0 11-11 NP NP NP 
8x8 4-0 4-0 14-0 14-0 14-0 14-0 14-0 14-0 
70 Ground Douglas Fir®, Hem-fir°, 4x4 4-0 0-1 7-11 6-6 5-3 3-7 NP NP 
Snow Load SPFe 
4x6 4-0 12-10 10-3 8-9 7-7 6-8 5-10 4-11 
6x6 4-0 4-0 14-0 14-0 14-0 12-2 9-9 5-9 
8x8 4-0 4-0 14-0 14-0 14-0 14-0 14-0 14-0 
Redwood‘, Western 4x4 4-0 9-5 6-5 NP NP NP NP NP 
Cedars!, Ponderosa 4x6 4-0 2-6 9-8 7-7 5-3 NP NP NP 
Pines Red Pine 6x6 4-0 4-0 14-0 14-0 10-8 NP NP NP 
8x8 4-0 4-0 14-0 14-0 14-0 14-0 14-0 14-0 
For SI: 1 inch = 25.4 mm, 1 square foot = 0.0929 m2, 1 pound per square foot = 0.0479 kPa, NP = Not permitted. 
Measured from the underside of the beam to top of footing or pier. 
10 psf dead load. Snow load not assumed to be concurrent with live load. 


No. 2 grade, wet service factor included. 

Notched deck posts shall be sized to accommodate beam size per in accordance with Section R507.5.2. 
Includes incising factor. 

Incising factor not included. 

Area, in square feet, of deck surface supported by post and footing. 


Who Aacg#p 
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h. Interpolation permitted. Extrapolation not permitted. 


R507.5 Deck beams. Maximum allowable spans for wood deck beams, as 
shown in Figure R507.5, shall be in accordance with Table R507.5. Beam 
plies shall be fastened with two rows of 10d (3-inch x 0.128-inch) 
nails minimum at 16 inches (406 mm) on center along each edge. Beams 
shall be permitted to cantilever at each end up to one-fourth of the 
allowable beam span. Deck beams of other materials shall be permitted 
where designed in accordance with accepted engineering practices. 
Tables R507.5(1) through R507.5(4) are not adopted. 


TABLE R507.5 
MAXIMUM DECK BEAM SPAN - 60 PSF LIVE LOAD or 


70 PSF GROUND SNOW LOADS 


EFFECTIVE DECK JOIST SPAN LENGTH?** 
(feet) 
BEAM SIZE* 6 8 10 12 14 16 18 
MAXIMUM DECK BEAM SPAN LENGTH®»£ 
BEAM SPECIES (feet-inches) 

Douglas fir-larch8, 1-2x6 3-5 2-10 2-5 2-2 2-0 1-10 1-9 

Hem-fir®, 1-2x8 4-7 3-8 3-2 2-10 2-7 2-5 2-4 

A i 1-2x10 5-8 4-9 4-1 3-8 3-4 3-1 2-11 
1-2x12 6-7 5-8 5-0 4-6 4-1 3-10 3-7 
2-2x6 5-2 4-6 4-0 3-5 3-1 2-10 2-7 
2-2x8 6-11 6-0 5-3 4-7 4-1 3-8 3-5 
2-2x10 8-5 7-4 6-6 5-10 5-2 4-9 4-5 
2-2x12 9-10 8-6 7-7 6-11 6-4 5-9 5-4 
3-2x6 6-6 5-7 5-0 4-7 4-2 3-9 3-5 
3-2x8 8-8 7-6 6-8 6-1 5-6 5-0 4-7 
3-2x10 10-7 9-2 8-2 7-6 6-11 6-4 5-10 
3-2x12 12-4 10-8 9-7 8-9 8-1 7-7 7-1 

Redwood", Western 1-26 3-6 2-11 2-6 2-3 2-0 1-11 1-9 

Cedars, Ponderosa Pine", 1-2x8 4-6 3-10 3-3 2-11 2-8 2-6 2-4 

Red Pine" 1-2x10 5-6 4-9 4-2 3-9 3-5 3-2 3-0 
1-2x12 6-4 5-6 4-11 4-6 4-2 3-11 3-8 
2-2x6 5-3 4-7 4-1 3-6 3-2 2-11 2-8 
2-2x8 6-8 5-9 5-2 4-8 4-2 3-10 3-6 
2-2x10 8-2 7-1 6-4 5-9 5-4 4-10 4-6 
2-2x12 9-5 8-2 7-4 6-8 6-2 5-9 5-5 
3-2x6 6-4 5-8 5-1 4-8 4-3 3-10 3-6 
3-2x8 8-4 7-3 6-5 5-11 5-5 5-1 4-8 
3-2x10 10-2 8-10 7-11 7-2 6-8 6-3 5-11 
3-2x12 11-10 10-3 9-2 8-4 7-9 7-3 6-10 

For SI: 1 inch = 25.4 mm, 1 foot = 304.8 mm, 1 pound per square foot = 0.0479 kPa, 1 pound = 0.454 kg. 
Interpolation allowed. Extrapolation is not allowed. 


Beams supporting a single span of joists with or without cantilever. 

Dead load = 10 psf, L/A = 360 at mainspan, L/A = 180 at cantilever. Snow load not assumed to be concurrent with live load. 

No. 2 grade, wet service factor included. 

Beam depth shall be equal to or greater than the depth of intersecting joist for a flush beam connection. 

Beam cantilevers are limited to the adjacent beam's span divided by 4. 

Includes incising factor. 

Incising factor not included. 

Deck joist span as shown in Figure R507.5. 

For calculation of effective joist span, the actual joist span length shall be multiplied by the joist span factor in accordance with Table R507.5(5). 
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R507.6 Deck joists. Maximum allowable spans for wood deck joists, as 
shown in Figure R507.6, shall be in accordance with Table R507.6. The 
maximum joist spacing shall be limited by the decking materials in ac- 
cordance with Table R507.7. 
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ALLOWABLE JOIST 
SPAND: MAXIMUM CANTILEVER! 
(feet-inches) (feet-inches) 
Joist Spacing Adjacent Joist Back Span® 
LOAD? JOIST JOIST (inches) (feet) 

(psf) SPECIES? SIZE 12 16 24 4 6 8 10 12 14 16 18 
60 Live Douglas fir- 2x6 7-11 7-1 5-9 -0 -6 NP NP NP NP NP NP 
reag or | lareh®, Hem-fir®, 2x8 10-5 9-5 7-8 -0 -6 | 2-0 2-1 NP NP NP NP 

Spruce-pine-fir® 
Ground 2x10 13-3 11-6 9-5 -0 -6 2-0 2-6 2-8 NP NP NP 
PE 2x12 | 15-5 | 13-4 | 10-11 -0 6 | 20 | 26 | 30 | 33 | NP | NP 
Redwood, 2x6 7-4 6-8 5-10 -0 -4 NP NP NP NP NP NP 
Western Cedars’ 2x8 9-8 8-10 7-4 -0 -6 | 1-1 NP NP NP NP NP 
oe 2x10 12-4 11-0 9-0 -0 -6 | 2-0 2-6 2-6 NP NP NP 
2x12 14-9 12-9 10-5 -0 -6 2-0 2-6 3-0 3-0 NP NP 


For SI: 1 inch = 25.4 mm, 1 foot = 304.8 mm, 1 pound per square foot = 0.0479 kPa, 1 pound = 0.454 kg, NP = Not permitted. 
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R507.9.1.2 Band joist details. 
be a minimum 2-inch-nominal 


better lumber or minimum 
boards in accordance with 
fully on the primary stru 


(51 mm), 
1l-inch 
Section R502.1 
cture capable of supporting all required 


Dead load = 10 psf dead load. Snow load not assumed to be concurrent with live load. 
No. 2 grade, wet service factor included. 

L/A = 360 at main span. 
L/A = 180 at cantilever with 220-pound point load applied to end. 
Includes incising factor. 
Incising factor not included. 
Interpolation permitted. Extrapolation not permitted. 


Band joists supporting a ledger shall 


(25 mm) 


solid-sawn, 


spruce-pine-fir or 
nominal engineered wood rim 
Heaths 


Band joists shall bear 


loads. 
TABLE R507.9.1.3(1) 
DECK LEDGER CONNECTION TO BAND JOIST 
On-CENTER SPACING OF FASTENERS? 
(inches) 
JOIST 1/2-inch diameter lag screw 1/2-inch diameter bolt 1/2-inch diameter bolt 
LOADS SPAN? with with with 
(psf) (feet) 1/2-inch maximum sheathing" * 1/2-inch maximum sheathing® 1-inch maximum sheathing’ 

60 Live Load 6 22 36 35 
or 
70 Ground 8 16 31 26 
Snow Load 10 13 25 21 

12 11 20 17 

14 9 17 15 

16 8 15 13 

18 7 13 11 


For SI: 1 inch = 25.4 mm, 1 foot = 304.8 mm, 1 pound per square foot = 0.0479 kPa. 


mono SP 


Interpolation permitted. Extrapolation is not permitted. 

Ledgers shall be flashed in accordance with Section R703.4 to prevent water from contacting the house band joist. 
Dead load = 10 psf. Snow load shall not be assumed to act concurrently with live load. 

The tip of the lag screw shall fully extend beyond the inside face of the band joist. 
Sheathing shall be wood structural panel or solid sawn lumber. 

Sheathing shall be permitted to be wood structural panel, gypsum board, fiberboard, lumber or foam sheathing. Up to 1/2-inch thickness of stacked 


washers shall be permitted to substitute for up to 1/2 inch of allowable sheathing thickness where combined with wood structural panel or lumber 
sheathing. 


R507.9.2 Deck lateral load connections. 


ferred 


ance wit 


to the ground or 
the ground. Wher 


th 


th Figure R507.9.2 (1), 
stalled in not less than two locations per deck, 


Lateral loads shall be 


trans— 


to a structure capable of transmitting 
lat 


them to 


ral load connection is provided in accord- 
hold-down tension devices shall be in- 
within 24 inches of 


each end of the deck. Each device shall have an allowable s 


sign capacit 
load connect 
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the hold-down tension devices shall be installed in not less 


locations per deck, and each device shall have an allowabl 


than four 
stress de- 


sign capacity of not less than 750 pounds (3336 N). 
EXCEPTION: Decks not more than 30 inches above grade at any point may be unattached. 


TABLE R507.9.1 


PLACEMENT OF LAG SCREWS AND BOLTS IN DECK LEDGERS AND 


BAND JOISTS 


MINIMUM END AND EDGE DISTANCES AND SPACING 
BETWEEN ROWS 
TOP BOTTOM ROW 
EDGE EDGE ENDS SPACING 
Ledger? 2 inches! 3/4 inch 2 inches? 1 5/8 inches? 
Band joist® | 3/4 inch 2 inches® 2 inches? 1 5/8 inches? 
For SI: 1 inch = 25.4 mm. 
a Lag screws or bolts shall be staggered from the top to the 
bottom along the horizontal run of the deck ledger in 


accordance with Figure R507.2.1(1). 

Maximum 5 inches. 

For engineered rim joists, the manufacturer's recommendations 
shall govern. 

The minimum distance from bottom row of lag screws to the top 
edge of the ledger shall be in accordance with Figure 
R507.2.1(1). 

The 2 inches may be reduced to 3/4 inch when the band joist is 
directly supported by a mudsill, a header or by double top wall 
plates. 


TABLE R507.9.3(1) 
DECK LEGER CONNECTION TO BAND JOIST 


1/2-inch 1/2-inch 1/2-inch 
diameter leg diameter diameter 
screw with bolt with bolt with 
1/2-inch 1/2-inch 1-inch 
maximum maximum maximum 
sheathing*-¢ sheathing sheathing’ 
JOIST ON-CENTER SPACING OF 
LOADS SPAN? | FASTENERS? 
(psf) (feet) (inches) 
60 6 25 36 36 
Ground 
Siow 8 18 35 30 
Load 10 15 28 24 
12 12 23 20 
14 10 20 17 
16 9 17 15 
18 8 15 13 
70 6 22 36 35 
Ground 
Snow 8 16 31 26 
Load 10 13 25 21 
12 11 20 17 
14 9 17 15 
16 8 15 13 
18 7 13 11 


For SI: 1 inch = 25.4 mm, 1 foot = 304.8 mm, 1 pound per square foot = 
0.0479 kPa. 


a. 
b. 


c. 


d. 
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Interpolation permitted. Extrapolation not permitted. 

Legers shall be flashed in accordance with Section R703.4 to 
prevent water from contacting the house band joist. 

Dead Load = 10 psf. Snow load shall not be assumed to act 
concurrently with live load. 

The tip of the lag screw shall fully extend beyond the inside 
face of the band joist. 

Sheathing shall be wood structural panel or solid sawn lumber. 
Sheathing shall be permitted to be wood structural panel, 
gypsum board, fiberboard, lumber or foam sheathing. Up to 1/2 
inch thickness of stacked washers shall be permitted to 
substitute for up to 1/2 inch of allowable sheathing thickness 
where combined with wood structural panel or lumber 
sheathing. 
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[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 21-16-006, $ 
51-51-0507, filed 7/22/21, effective 8/22/21; WSR 20-21-041, $ 
51-51-0507, filed 10/13/20, effective 11/13/20; WSR 20-03-023, S 
51-51-0507, filed 1/6/20, effective 7/1/20; WSR 16-03-025, $ 
5 a A 
1 
5 


1-51-0507, filed 1/11/16, effective 7/1/16. Statutory Authority: RCW 
9.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-068, § 
1-51-0507, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-0608 ( (Seetion—608—Exterior concrete wall eenstrue— 
tien—)) Reserved. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-03-023, S$ 
51-51-0608, filed 1/6/20, effective 7/1/20.] 


AMENDATORY SECTION (Amending WSR 20-21-041, filed 10/13/20, effective 
11/13/20) 


WAC 51-51-0703 Section R703—Exterior covering. 


R703.1.1 Water resistance. The exterior wall envelope shall be de- 
signed and constructed in a manner that prevents the accumulation of 
water within the wall assembly by providing a water-resistant barrier 
behind the exterior veneer as required by Section R703.2 and a means 
of draining water that enters the assembly to the exterior. Protection 
against condensation in the exterior wall assembly shall be provided 
in accordance with Section R702.7 of this code. 


EXCEPTIONS: 1. A weather-resistant exterior wall envelope shall not be required over concrete or masonry walls designed in accordance with Chapter 
6 and flashed according to Section R703.4 or R703.8. 
2. Compliance with the requirements for a means of drainage, and the requirements of Sections R703.2 and R703.4, shall not be 
required for an exterior wall envelope that has been demonstrated to resist wind-driven rain through testing of the exterior wall 
envelope, including joints, penetrations and intersections with dissimilar materials, in accordance with ASTM E 331 under the 
following conditions: 
2.1. Exterior wall envelope test assemblies shall include at least one opening, one control joint, one wall/eave interface and one wall 
sill. All tested openings and penetrations shall be representative of the intended end-use configuration. 
2.2. Exterior wall envelope test assemblies shall be at least 4 feet (1219 mm) by 8 feet (2438 mm) in size. 
2.3. Exterior wall assemblies shall be tested at a minimum differential pressure of 6.24 pounds per square foot (299Pa). 
2.4. Exterior wall envelope assemblies shall be subjected to a minimum test exposure duration of 2 hours. 
The exterior wall envelope design shall be considered to resist wind-driven rain where the results of testing indicate that water did not 
penetrate control joints in the exterior wall envelope; joints at the perimeter of opening penetration; or intersections of terminations 
with dissimilar materials. 
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wall clad with panel or lapped siding made of plywood, engineered wood, hardboard, or fiber cement. A water-resistive barrier as 
required by Section R703.2 will be required on exterior walls. 


of 12 inches 


(305 mm) shal 
Type A, minimum Grade II or ISO 8336, Ca 
Lap siding shall be lapped a minimum of 1 1/4 inches 
lap siding shall 


be instal 


R703.10.2 Lap siding. Fiber- cement lap siding having a maximum width 


comply with the requirements of ASTM C 


ed in accordance wi 


tion instr 


Lap siding 
exposed or concealed, 
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ity: RCW 19.27. 
13/20, 


, filed ] 
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effective 7/1/10. 
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chapters 19.27 and 34.05 RCW. WSR 08-01-102, § 51-51-0703, filed 
12/18/07, effective 4/1/08.] 


AMENDATORY SECTION (Amending WSR 20-21-041, filed 10/13/20, effective 
11/13/20) 


WAC 51-51-1503 Section M1503—Domestic cooking exhaust equip- 
ment. 


M1503.2.1 Open-top broiler exhaust. Domestic open-top broiler units 
shall be provided with a metal exhaust hood, having a minimum thick- 
ness of 0.0157 inch (0.3950 mm) (No. 28 gage). Such hoods shall be in- 
stalled with a clearance of not less than 1/4 inch (6.4 mm) between 
the hood and the underside of combustible material or cabinets. A 
clearance of not less than 24 inches (610 mm) shall be maintained be- 
tween the cooking surface and the combustible material or cabinets. 
The hood width shall not be less than the width of the broiler unit 
and shall extend over the entire unit. 


EXCEPTIONS: 1. Broiler units that incorporate an integral exhaust system, and that are listed and labeled for use without an exhaust hood, shall not be 
required to have an exhaust hood. 
2. Broiler units permanently installed outside the building envelope and having the cooking surface at least 5 feet below a 1-hour fire 
resistance rated ceiling shall not be required to have an exhaust hood. 


M1503.3 Exhaust discharge. Domestic cooking exhaust equipment shall 
discharge to the outdoors through a duct. The duct shall have a smooth 
interior surface, shall be airtight, shall be equipped with a back- 
draft damper and shall be independent of all other exhaust systems. 


Ducts serving domestic cooking exhaust equipment shall not terminate 
in an attic or crawl space or areas inside the building. 
EXCEPTION: Where installed in accordance with the manufacturer's instructions, and where continuous local exhaust is provided in an enclosed 


kitchen in accordance with Table M1505.4.4(1), listed and labeled ductless range hoods shall not be required to discharge to the 
outdoors. 


M1503.5 Kitchen exhaust rates. Where domestic kitchen cooking applian- 


ces are provided with exhaust equipment, the fans shall be sized in 
accordance with Section M1505.4.4. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-21-041, § 
51-51-1503, filed 10/13/20, effective 11/13/20.] 


AMENDATORY SECTION (Amending WSR 20-12-027, filed 5/27/20, effective 
7/1/20) 


WAC 51-51-1505 Section M1505—Mechanical ventilation. 


M1505.1 General. Where local exhaust or whole-house mechanical venti- 
lation is provided, the ventilation system shall be designed in ac- 
cordance with this section. 


EXCEPTION: Alternate balanced whole-house ventilation systems and local exhaust systems designed and commissioned in accordance with 
ASHRAE 62.2 are permitted. 


M1505.4 Whole-house mechanical ventilation system. Each dwelling unit 
shall be equipped with a ventilation system. The whole-house mechani- 
cal ventilation systems shall be designed in accordance with Sections 
M1505.4.1 through M1505.4.4. 
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M1505.4.1 System design. The whole house ventilation system shall con- 
sist of one or more supply fans, one or more exhaust fans, or an 
ERV/HRV with integral fans, associated ducts and controls. Whole-house 
mechanical ventilation system with supply and exhaust fans per Sec- 
tions M1505.4.1.2, M1505.4.1.3, M1505.4.1.4, and M1505.4.1.5. Local 
exhaust fans are permitted to serve as part of the whole house venti- 
lation system when provided with the proper controls per Section 
M1505.4.2. The systems shall be designed and installed to exhaust 
and/or supply the minimum outdoor airflow rates per Section M1505.4.3 
as modified by whole house ventilation system coefficients in Section 
M1505.4.3.1 where applicable. The whole house ventilation system shall 
operate continuously at the minimum ventilation rate determined per 
Section M1505.4.2 unless configured with intermittent off controls per 
Section M1505.4.3.2. 


M1505.4.1.1 Whole house system component requirements. Whole house 
ventilation supply and exhaust fans specified in this section shall 
have a minimum efficacy as prescribed in the Washington State Energy 
Code. Design and installation of the system or equipment shall be car- 
ried out in accordance with manufacturers' installation instructions. 
Whole house ventilation fans shall be rated for sound at no less than 
the minimum airflow rate required by Section M1505.4.3.1. Ventilation 


fans shall be rated for sound at a maximum of 1.0 sone. This sound 
rating shall be at a minimum of 0.1 in. w.c. (25 Pa) static pressure 
in accordance with HVI procedures specified in Sections M1505.4.1.2 


and M1505.4.1.3. 


EXCEPTION: HVAC air handlers, ERV/HRV units, and remote mounted fans need not meet the sound requirements. To be considered for this 
exception, a remote mounted fan must be mounted outside the habitable spaces, bathrooms, toilets, and hallways, and there must be at 
least 4 ft (1 m) of ductwork between the fan and the intake grille. 


The whole house supply fan shall provide ducted outdoor ventila- 
tion air to each habitable space within the residential unit. 


EXCEPTION: Interior joining spaces provided with a 30 cfm whole house transfer fan or a permanent opening with an area of not less than 8 percent 
of the floor area of the interior adjoining space but not less than 25 square feet do not require ducted outdoor ventilation air to be 
supplied directly to the space. Whole house transfer fans shall meet the sone rating of Section M1505.4.1.1 and shall have whole house 
ventilation controls that comply with Section M1505.4.2. 


M1505.4.1.2 Exhaust fans. Exhaust fans required shall be ducted di- 
rectly to the outside. Exhaust air outlets shall be designed to limit 
the pressure difference to the outside and equipped with backdraft 
dampers or motorized dampers in accordance with the Washington State 
Energy Code. Exhaust fans shall be tested and rated in accordance with 
the airflow and sound rating procedures of the Home Ventilating Insti- 
tute (HVI 915, HVI Loudness Testing and Rating Procedure, HVI 916, HVI 
Airflow Test Procedure, and HVI 920, HVI Product Performance Certifi- 
cation Procedure, as applicable). Exhaust fans required in this sec- 
tion may be used to provide local ventilation. Bathroom exhaust fans 
that are designed for intermittent exhaust airflow rates higher than 
the continuous exhaust airflow rates in Table M1505.4.3(3) shall be 
provided with occupancy sensors or humidity sensors to automatically 
override the fan to the high speed airflow rate. The exhaust fans 
shall be tested and the testing results shall be submitted and posted 
in accordance with Section M1505.4.1.6. 


M1505.4.1.3 Supply fans. Supply fans used in meeting the requirements 
of this section shall supply outdoor air from intake openings in ac- 
cordance with IMC Sections 401.4 and 401.5. When designed for inter- 
mittent off operation, supply systems shall be equipped with motorized 
dampers in accordance with the Washington State Energy Code. Supply 
fans shall be tested and rated in accordance with the airflow and 
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whole house ventilation system used to comply with Section 
M1505.4.3.1. 


M1505.4.2 System controls. The whole-house mechanical ventilation sys- 
tem shall be provided with controls that comply with the following: 
1. The whole house ventilation system shall be controlled with 
manual switches, timers or other means that provide for automatic op- 
eration of the ventilation system that are readily accessible by the 
occupant; 

2. Whole-house mechanical ventilation system shall be provided 
with controls that enable manual override off of the system by the oc- 
cupant during periods of poor outdoor air quality. Controls shall in- 
clude permanent text or a symbol indicating their function. Recommen- 
ded control permanent labeling to include text similar to the follow- 
ing: "Leave on unless outdoor air quality is very poor." Manual con- 
trols shall be readily accessible by the occupant; 

3. Whole house ventilation systems shall be configured to operate 
continuously except where intermittent off controls and sizing are 
provided per Section M1505.4.3.2. 


M1505.4.3 Mechanical ventilation rate. The whole-house mechanical ven- 
tilation system shall provide outdoor air at a continuous rate as de- 
termined in accordance with Table M1505.4.3(1) or Equation 15-1. 


Equation 15-1 


Ventilation rate in cubic feet per minute = (0.01 x total square foot 
area of house) + [7.5 x (number of bedrooms + 1)] but not less than 30 
cfm for each dwelling unit 


Table M1505.4.3(1) 
Whole-House Mechanical Ventilation Airflow Rate 


Number of Bedrooms 
Tiger ares (aide feet) -1 2 3 4 AOL MOrG 
Airflow in cfm 
< 500 30 30 35 45 50 
501 - 1,000 30 35 40 50 55 
1,001 - 1,500 30 40 45 55 60 
1,501 - 2,000 35 45 50 60 65 
2,001 - 2,500 40 50 55 65 70 
2,501 - 3,000 45 55 60 70 75 
3,001 - 3,500 50 60 65 75 80 
3,501 - 4,000 55 65 70 80 85 
4,001 - 4,500 60 70 75 85 90 
4,501 - 5,000 65 75 80 90 95 


M1505.4.3.1 Ventilation quality adjustment. The minimum whole house 
ventilation rate from Section 1505.4.3 shall be adjusted by the system 
coefficient in Table M1505.4.3(2) based on the system type not meeting 
the definition of a balanced whole house ventilation system and/or not 
meeting the definition of a distributed whole house ventilation sys- 
tem. 


Qy = Qr * Csystem 
(Equation 15-2) 
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Where: 


Qy = Quality-adjusted ventilation airflow rate 
in cubic feet per minute (cfm). 


Q; = Ventilation airflow rate, cubic feet per 
minute (cfm) from 15-1 or Table 
M1505.4.3(1). 


Csystem = System coefficient from Table 
1505.4.3(2). 


Table M1505.4.3(2) 
System Coefficient (Csystem) 


System Type Distributed Not Distributed 
Balanced 1.0 1.25 
Not balanced 1.25 1.5 


M1505.4.3.2 Intermittent off operation. Whole-house mechanical venti- 
lation systems shall be provided with advanced controls that are con- 
figured to operate the system with intermittent off operation shall 
operate for a least two hours in each four-hour segment. The whole 
house ventilation airflow rate determined in accordance with Section 
M1505.4.3 as corrected by Section M1505.4.3.1 is multiplied by the 
factor determined in accordance with Table ( (M+505.4.34}) ) 
M1505.4.3.2. 


Table M1505.4.3(3) 
Intermittent Off Whole House-Mechan- 


ical Ventilation Rate Factors?’> 


Run-time % in Each 
4-hour Segment 50% | 66% | 75% | 100% 


Factor? 2 1.5 1.3 1.0 


a. For ventilation system run-time values between those given, 
the factors are permitted to be determined by interpolation. 
b. Extrapolation beyond the table is prohibited. 


M1505.4.4 Local exhaust rates. Local exhaust systems shall be designed 
to have the capacity to exhaust the minimum airflow rate determined in 
accordance with Table ( (M+505.4.444))) M1505.4.4.1. If the local ex- 
haust fan is included in the whole house ventilation system, in ac- 
cordance with Section 1505.4.1, then the exhaust fan shall be control- 
led to operate as specified in Section M1505.4.2. 


M1505.4.4.1 Local exhaust. Bathrooms, toilet rooms, and kitchens shall 
include a local exhaust system. Such local exhaust systems shall have 
the capacity to exhaust the minimum airflow rate in accordance with 
Table ( (M5854 )) M1505.4.4.1. Fans required by this section 
shall be provided with controls that enable manual override or auto- 
matic occupancy sensor, humidity sensor, timer controls, or pollutant 
sensor controls. An "on/off" switch shall meet this requirement for 
manual controls. Manual fan controls shall be readily accessible in 
the room served by the fan. 


Table ((Mi505.4.444))) M1505.4.4.1 


Minimum Local Exhaust Rates 
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Exhaust Rates 
Area to Be Exhausted Intermittent | Continuous 
((Kitehens 4+00-efm 30-efm)) 
Open Kitchens In Not 
accordance | Permitted 
with 
Section 
M1505.4.4. 
3 
Enclosed Kitchens In 5 ACH 
accordance | based on 
with kitchen 
Section volume 
M1505.4.4. 
3 
Bathrooms - Toilet rooms 50 cfm 20 cfm 


M1505.4.4.2 Local exhaust fans. Exhaust fans shall meet the following 
criteria: 

1. Exhaust fans shall be tested and rated in accordance with the 
airflow and sound rating procedures of the Home Ventilating Institute 
(HVI 915, HVI Loudness Testing and Rating Procedure, HVI 916, HVI Air- 
flow Test Procedure, and HVI 920, HVI Product Performance Certifica- 
tion Procedure). 


(EXCEPTION: 


ane D HOOG- GOWHGta 
2. Fan airflow rating and duct system shall be designed and in- 


stalled to deliver at least the exhaust airflow required by Table 
( (M4505—4-4+4-)) M1505.4.4.1. The airflows required refer to the de- 


livered airflow of the system as installed and tested using a flow 
hood, flow grid, or other airflow measurement device. Local exhaust 
systems shall be tested, balanced, and verified to provide a flow rate 
not less than the minimum required by this section. 

3. Design and installation of the system or equipment shall be 
carried out in accordance with manufacturers' installation instruc- 
tions. 


4. ( (Fan—aieftow rating and duct system shalt be designed and in- 


stettedo—debiver—a+teas+the_ocharstatsttewreqiiredey;fabte 
M1505-444(4)~-)) Intermittent local exhaust systems serving kitchens 
shall be rated for sound at a maximum of 3 sones at one or more air- 
flow settings not less than 100 cfm at a static pressure not less than 
that determined at working speed as specified in HVI 916 Section 7.2. 
5. Continuous local exhaust systems serving kitchens shall be 
rated for sound at a maximum of 1 sones at one or more airflow set- 
tings not less than 100 cfm at a static pressure not less than that 
determined at working speed as specified in HVI 916 Section 7.2. 


EXCEPTIONS: 1. The installed airflow is not required to be field-verified where an exhaust airflow rating at a pressure of 0.25 in. w.g. ((mayæe)) is 
used, provided the duct sizing meets the prescriptive requirements of Table ((M4505-4-4@))) M1505.4.4.2. 
2. (C kitehens, the range heod-or 
down draft-exhaust shall net be tessthan 100 cfm at 010in—Ww2-)) Remote mounted fans need not meet sound requirements. To be 
considered for this exception, a remote mounted fan shall be mounted outside the kitchen, and there shall be at least 4 feet (1 m) of 
ductwork between the fan and the intake grille. 


Table ((M1505.4.442))) M1505.4.4.2 


Prescriptive Exhaust Duct Sizing 
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Minimum 
Fan Tested cfm at Minimum Maximum Smooth Maximum Maximum 
0.25 inches w.g. Flex Diameter Length in Feet Diameter Length in Feet Elbows? 
50 4 inches 25 4 inches 70 3 
50 5 inches 90 5 inches 100 3 
50 6 inches No Limit 6 inches No Limit 3 
80 4 inches? NA 4 inches 20 3 
80 5 inches 15 5 inches 100 3 
80 6 inches 90 6 inches No Limit 3 
100 5 inches? NA 5 inches 50 3 
100 6 inches 45 6 inches No Limit 3 
125 6 inches 15 6 inches No Limit 3 
125 7 inches 70 7 inches No Limit 3 
a. For each additional elbow, subtract 10 feet from length. 
b. Flex ducts of this diameter are not permitted with fans of 


this size. 


M1505.4.4.3 Local intermittent kitchen exhaust system. Kitchen range 
hoods for domestic cooking appliances shall meet or exceed either th 
minimum airflow or the minimum capture efficiency in accordance with 
Table M1505.4.4.3. Capture efficiency ratings shall be determined in 
accordance with ASTM E3087. 


EXCEPTION: 


Other intermittent kitchen exhaust fans, including downdraft, shall meet or exceed 300 cfm airflow. 


Table M1505.4.4.3 


Kitchen Range Hood Airflow Rates 


(cfm) and ASTM E3087 Capture Effi- 


ciency (CE) Ratings According to 


Kitchen Range Fuel Type 


Hood Over Electric Hood Over Combustion 
Range Range 
60% CE or 160 cfm 80% CE or 250 cfm 


M1505.4.4.3.1 Field verification and diagnostic testing for local in- 
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the maximum sound rating as specified in Sec 


tion M1505.4.4 
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ing for 


the intermittent ki 


tchen exhaust 


systems sh 


ll occur with 


the 


whole house ventila 
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or 


sleeping uni 


t entry doors closed. Test 


ting for exhau 
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st systems that re- 


quire makeup 


air in accordance with Sec 


tion M1503.6 


shall 


include ver- 


ifying that 


the mechanical makeup air 


system is controlled 


to automat- 


ically start 


. Testing for exhaust systems 


that do n 


ot require mechani- 


cal makeup air in accordance with Section 


M1503.6 and 


that 


are exempt 


from pressurize equalization shall be test 


ted with operable openings 


manua 


y_ opened unless design exhaust airflow can be achieved with all 


operable openings closed. Test 


ting shall be performed according to the 


ventilation equipment manufac 


turer's instructions, 


or by using a flow 
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hood, flow grid, or other airflow measuring device. Where required by 
the building official, testing shall be conducted by an approved third 
party. A written report of the results of the test shall be signed by 
the party conducting the test and provided to the building official. 


EXCEPTION: The installed airflow is not required to be field-verified where an exhaust airflow rating at a pressure of 0.25 in. w.g. is used, provided 
the duct sizing meets the prescriptive requirements of Table M1505.4.4.2. 


pe any 


2. The verification shall utilize certified rating data from the 
HVI Publication 911: Certified Home Ventilating Products Directory or 
another directory of certified product performance ratings approved by 
code official for determining compliance. The verification procedure 
shall consist of visual inspection of the local intermittent kitchen 
exhaust system to verify and record the following information: 
The manufacturer name and model number. 
The model is listed in the HVI Directory. 
The rated airflow value listed in the HVI Directory. 
The sound rating value listed in the HVI Directory. 
If the value for the rated airflow given in the directory is 
greater than or equal to the airflow requirements specified in Section 
M1505.4.4.3 and if the value for the sone rating given in the directo- 
ry is less than or equal to the sone rating requirements specified in 
Section M1505.4.4.3.2, then the local intermittent kitchen exhaust 
system complies, otherwise the local intermittent kitchen exhaust sys- 
tem does not comply. 


NO NO [NO |N [No 
OTP Jw N |= 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-12-027, § 
51-51-1505, filed 5/27/20, effective 7/1/20. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 16-03-025, § 51-51-1505, filed 1/11/16, 
effective 7/1/16.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 16-03-025, filed 1/11/16, effective 
7/1/16) 


WAC 51-51-2101 Section M2101—Hydronic piping systems installa- 
tion. 


M2101.3 Protection of potable water. The potable water system shall be 
protected from backflow in accordance with the provisions listed in 
Section 603 of the state plumbing code. 


( (M2101.} Proehibited tee applications.__This section is not adepted-) ) 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-025, § 
51-51-2101, filed 1/11/16, effective 7/1/16.) 


AMENDATORY SECTION (Amending WSR 16-03-025, filed 1/11/16, effective 
7/1/16) 


WAC 51-51-2103 Section M2103—Floor heating systems. 


M2103.3 Piping joints. Copper and copper alloy systems shall be sol- 
dered in accordance with ASTM B 828. Fluxes for soldering shall be in 
accordance with ASTM B 813. Brazing fluxes shall be in accordance with 
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AWS A5.31. Piping joints that are embedded shall be installed in ac- 
cordance with the following requirements: 

1. Steel pipe joints shall be welded. 

2. Copper tubing shall be joined by brazing complying with Sec- 
tion ( (605-3-4+)) 605 of the state plumbing code. 

3. Polybutylene pipe and tubing joints shall be installed with 
socket-type heat-fused polybutylene fittings. 
4. CPVC tubing shall be joined using solvent cement joints. 

5. Polypropylene pipe and tubing joints shall be installed with 
socket-type heat-fused polypropylene fittings. 

6. Cross-linked polyethylene (PEX) tubing shall be joined using 
cold expansion, insert or compression fittings. 

7. Raised temperature polyethylene (PE-RT) tubing shall be joined 
using insert or compression fittings. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-025, $ 
51-51-2103, filed 1/11/16, effective 7/1/16.] 


AMENDATORY SECTION (Amending WSR 16-03-025, filed 1/11/16, effective 
7/1/16) 


WAC 51-51-2105 Section M2105—Ground-source heat-pump system 
loop piping. 
M2105.9 CPVC plastic pipe. Joints between CPVC plastic pipe or fit- 
tings shall be solvent-cemented in accordance with Section ( (605.2-2)) 
605 of the state plumbing code. Threaded joints between fittings and 
CPVC plastic pipe shall be in accordance with Section M2105.9.1. 


M2105.14 PVC plastic pipe. Joints between PVC plastic pipe or fittings 
shall be solvent-cemented in accordance with Section ((605-)) 605 
of the state plumbing code. Threaded joints between fittings and PVC 
plastic pipe shall be in accordance with Section M2105.9.1. 


M2105.18 Protection of potable water. Where ground-source heat-pump 
ground-loop systems have a connection to a potable water supply, the 
potable water system shall be protected from backflow in accordance 
with Section 603 of the state plumbing code. 


M2105.19 Pipe penetrations. Openings for pipe penetrations in walls, 
floors and ceilings shall be larger than the penetrating pipe. Open- 
ings through concrete or masonry building elements shall be sleeved. 
The annular space surrounding pipe penetrations shall be protected in 
accordance with Section 312 of the state plumbing code. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-025, $ 
51-51-2105, filed 1/11/16, effective 7/1/16.] 


AMENDATORY SECTION (Amending WSR 20-21-041, filed 10/13/20, effective 
11713720) 


WAC 51-51-4400 Referenced standards. 
AHAM 
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Association of Home Appliance Manufacturers 
1111 19th St N.W., #402 
Washington D.C. 20036 


HRH-2-2019: Household Range Hoods. 
M1505.4.4.3.4 


ANCE 


NMX-J-521/2-40-ANCE—2019/CAN/CSA-22.2 No. 60335-2-40—19/UL 
60335-2-40-2019 Household and Similar Electrical Appliances - Safety- 
Part 2-40: Particular Requirements for Electric Heat Pumps, Air-Condi- 
tioners and Dehumidifiers. 

M1403.1, M1412.1, M1413.1 


ANSI 


LC 1/CSA 6.26—18: Fuel Gas Piping Systems Using Corrugated Stainless 
Steel Tubing (CSST). 

G2414.5.4, G2411.3, G2415.5 

403.5.5 


ASHRAE 


34—2019: Designation and Safety Classification of Refrigerants. 
M1411.1 


62.2-2019: Ventilation and Acceptable Indoor Air Quality in Residen- 
tial Buildings. 


M1505.]1, M1505.4.4.3.3 
ASTM 


E2556/E2556M-10: Standard Specification for Vapor Permeable Flexible 
Sheet Water-Resistive Barriers Intended for Mechanical Attachment. 
M1411.1 


E2558-2013: Standard Test Method for Determining Particulate Matter 
Emissions from Fires in Wood-burning Fireplaces. 
R1004.1.1 


E3087—18: Standard Test Method for Measuring Capture Efficiency of 
Domestic Range Hoods. 


N1505.4.4.3.2, Table M1505.4.4.3.2 
CSA 
CAN/CSA/C22.2 No. 60335-2-40—2012 60335-2-40—2019 


NMX-J-521/2-40-ANCE—2019/CAN/CSA-C22.2 No. 60335-2-40—19/UL 
60335-2-40-2019 Household and Similar Electric Appliances, Part 2-40- 
Safety: Particular Requirements for Electric Heat Pumps, Air-Condi- 
tioners and Dehumidifiers. 

M2006.1 


HVI 


HVI Publication 911: Certified Home Ventilation Products Directory. 
M1505.4.4.3.4 


UL 


UL/CSA/ANCE 60335-2-40—2019 Household and Similar Electrical Applian- 
ces Safety-Part 2-40: Particular Requirements for Electrical Heat 
Pumps, Air Conditioners and Dehumidifiers. 
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[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-21-041, § 
51-51-4400, filed 10/13/20, effective 11/13/20; WSR 20-03-023, § 
51-51-4400, filed 1/6/20, effective 7/1/20; WSR 16-03-025, § 
51-51-4400, filed 1/11/16, effective 7/1/16. Statutory Authority: RCW 
9.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-068, § 
51-51-4400, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
9.227.031 and 19.27.074. WSR 10-03-098, amended and recodified as § 
51-51-4400, filed 1/20/10, effective 7/1/10. Statutory Authority: RCW 


1 .074, 19.27.020, and chapters 19.27 and 34.05 RCW. WSR 07-01-090, 
§ 51-51-4300, filed 12/19/06, effective 7/1/07. Statutory Authority: 
RCW 19.27.031 and 19.27.074. WSR 04-01-109, § 51-51-4300, filed 
12/17/03, effective 7/1/04.] 


NEW SECTION 


WAC 51-51-4501 Chapter 45—Existing buildings and structures. 
R4501 Scope and purpose. 


R4501.1 General. The specific provisions in this code shall apply to 
the repair, alteration, addition, and relocation of existing buildings 
and structures. These standards shall apply where construction does 
not fully comply with construction standards in this code for new con- 
struction. 


[] 


NEW SECTION 


WAC 51-51-4502 Section R4402—Compliance. 


R4502.1 General. The work shall not cause the building to become un- 
safe or adversely affect the performance of the building; shall not 
cause an existing mechanical or plumbing system to become unsafe, haz- 
ardous, insanitary, or overloaded; and unless expressly permitted by 
these provisions, shall not make the building any less compliant with 
this code or to any previously approved alternative arrangements than 
it was before the work was undertaken. 


R4502.2 Structural. Structural elements and systems that are altered, 
repaired, or replaced shall comply with the structural provisions of 
this chapter and of Chapter 3 through Chapter 10 of the International 
Residential Code unless noted otherwise. 


R4502.2.1 Minimum design loads. The minimum design loads for the 
structure shall be the loads applicable at the time the building was 
constructed. The minimum design loads for the structural components 
shall comply with the International Residential Code. Structural ele- 
ments that are uncovered during the course of the alteration and that 
are found to be unsafe shall be repaired in accordance with Section 
R102.7.1. 
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R4502.2.2 Unreinforced masonry parapet bracing. Unreinforced masonry 
buildings located in Seismic Design Category D or E shall have parapet 
bracing and wall anchors installed at the roofline whenever a reroof- 
ing permit is issued. Such parapet bracing and wall anchors shall be 
of an approved design. 


R4502.3 Smoke alarms. Smoke alarms detectors shall be provided where 
required by Section R314.2.2. 


R4502.4 Carbon monoxide alarms. Carbon monoxide alarms shall be provi- 
ded where required by Section R315.2.2. 


R4502.5 Replacement windows. Where an existing window, including the 
sash and glazed portion, or safety glazing is replaced, the replace- 
ment window or safety glazing shall comply with the requirements of 
Sections 4502.5.1 through 4502.5.5 as applicable. 


R4502.5.1 Energy efficiency. Replacement windows shall comply with the 
requirements of Chapter 11. 


R4502.5.2 Safety glazing. Replacement glazing in hazardous locations 
shall comply with the safety glazing requirements of Section R308. 


R4502.5.3 Window fall protection. Window fall protection shall be in- 
stalled per Section R312.2. 


EXCEPTION: Where window replacement is of glazing only. 


R4502.5.4 Replacement windows for emergency escape and rescue open- 
ings. Replacement windows installed in buildings meeting the scope of 
this code shall be exempt from Sections R310.2 and R310.4.4, provided 
that the replacement window meets the following conditions: 

1. The replacement window is the manufacturer's largest standard 
size window that will fit within the existing frame or existing rough 
opening. The replacement window is of the same operating style as the 
existing window or a style that provides for an equal or greater win- 
dow opening area than the existing window. 

2. The replacement window is not part of a change of occupancy. 


R4502.5.5 Window opening control device and fall protection device 
height. Window opening control devices or fall protection device shall 
be located at a height per Section R310.1.1 or at as low a height as 
can be installed within the existing clear opening. 


R4502.6 Flood hazard areas. Work performed in existing buildings loca- 
ted in a flood hazard area as established by Table R301.2(1) shall be 
subject to the provisions of Section R105.3.1.1. 


[] 


NEW SECTION 


WAC 51-51-4503 Section R4503—Repairs. 


R4503.1 Materials. Except as otherwise required herein, repairs shall 
be done using like materials or materials permitted by this code for 
new construction. 


R4503.1.1 Hazardous materials. Hazardous materials no longer permit- 
ted, such as asbestos and lead-based paint, shall not be used. 
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R4503.1.2 Plumbing materials and supplies. The following plumbing ma- 
terials and supplies shall not be used: 
1. All-purpose solvent cement, unless listed for the specific ap- 
plication. 
2. Flexible traps and tailpieces, unless listed for the specific 
application. 
Solder having more than 0.2-percent lead in the repair of pot- 
able water systems. 


R4503.2 Water closets. Where any water closet is replaced with a newly 
manufactured water closet, the replacement water closet shall comply 
with the requirements of Section P2903.2. 


R4503.3 Electrical. Repair or replacement of existing electrical wir- 
ing and equipment shall comply with Chapters 34 through 43. 


R4503.4 Structural. Repaired structural elements and systems shall 
comply with Section R102.7.1 and the structural provisions of this 
chapter. 


[] 


NEW SECTION 


WAC 51-51-4504 Section R4504—Alterations. 


R4504.1 Alterations to an existing building. Where an existing build- 
ing is undergoing an alteration that is within the scope of the Inter- 
national Residential Code, alterations to the existing building shall 
comply with this section and other applicable provisions of this code. 
New elements shall meet all of the requirements of this code for new 
construction. Engineered design in accordance with Section R301.1.3 
shall be permitted to meet the requirements of this section. 


R4504.2 Newly constructed elements. Newly constructed elements, compo- 
nents, and systems shall comply with the requirements of this code. 


EXCEPTION: Added openable windows are not required to comply with the light and ventilation requirements of Section R303. 


R4504.3 Nonconformities. The work shall not increase th xtent of 
noncompliance or create nonconformity to those requirements that did 
not previously exist. 


R4504.4 Structural. Altered structural elements and systems shall com- 
ply with Section R102.7.1 and the structural provisions of this chap- 
ter. 


R4504.4.1 Alterations that decrease structural capacity. Where an al- 
teration causes a decrease in capacity in any structural component, 
that structural component shall be shown to comply or shall be altered 
to comply with the applicable provisions of Chapters 3, 4, 5, 6, and 
8:4 


R4504.4.2 Alterations that increase structural loads. Where an altera- 
tion causes an increase in loads as described in this section, the ex- 
isting structural components that support the increased load, includ- 
ing the foundation, shall be shown to comply or shall be altered to 
comply with the applicable provisions of Chapters 3, 4, 5, 6, and 8. 
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Existing structural components that do not provide support for the in- 
creased loads shall not be required to comply with this section. 


R4504.4.2.1 Dead load increase. Dead load shall be considered to be 
increased for purposes of this section when the weight of materials 
used for the alteration exceeds the weight of the materials replaced, 
or when new materials or elements are added. 


EXCEPTIONS: 1. Buildings in which the increase in dead load is due entirely to the addition of a second layer of roof covering weighing 3 pounds per 


square foot (0.1437 kN/m2) or less over an existing single layer of roof covering. 
2. Installation of rooftop-mounted photovoltaic (PV) panel systems weighing 4 pounds per square foot or less over an existing single 
layer of roof covering. 


R4504.4.2.2 Live load increase. An increase in live load shall be de- 
termined based on Table R301.5. 


R4504.4.2.3 Snow load increase. Snow load shall be considered to be 
increased for purposes of this section when alteration of the roof 
configuration creates new areas that accumulate drifted snow. 


R4504.4.2.4 Wind load increase. Wind load shall be considered to be 
increased for purposes of this section when the surface area of any 
exterior elevation subject to wind pressure is increased by more than 
5 percent. 


R4504.4.2.5 Seismic load increase. Seismic load shall be considered to 
be increased for purposes of this section in existing buildings as- 
signed to Seismic Design Category C, Do, Dı, or Dz where new materials 
replace lighter weight materials in one of the following conditions: 
1. Concrete tile or tile roof covering of similar weight is in- 
stalled on more than 50 percent of the total roof area. 

2. Brick veneer or cladding of similar weight is installed on 
walls above the second story. 


R4504.5 Electrical equipment and wiring. 


R4504.5.1 Materials and methods. Newly installed electrical equipment 
and wiring relating to work done in any work area shall comply with 
the materials and methods requirements of Chapters 34 through 43. 


EXCEPTION: Electrical equipment and wiring in newly installed partitions and ceilings shall comply with the applicable requirements of Chapters 34 
through 43. 


R4504.5.2 Electrical service. Service to the dwelling unit shall not 
be less than 100 ampere, three-wire capacity and service equipment 
shall be dead front having no live parts exposed that could allow ac- 
cidental contact. Type "S" fuses shall be installed where fused equip- 
ment is used. 


EXCEPTION: Existing service of 60 ampere, three-wire capacity, and feeders of 30 ampere or larger two- or three-wire capacity shall be accepted if 
adequate for the electrical load being served. 


R4504.5.3 Additional electrical requirements. Where the work area in- 
cludes any of the following areas within a dwelling unit, the require- 
ments of Sections R4508.5.3.1 through R4508.5.3.5 shall apply. 


R4504.5.3.1 Enclosed areas. Enclosed areas other than closets, kitch- 
ens, basements, garages, hallways, laundry areas, and bathrooms shall 
have not less than two duplex receptacle outlets, or one duplex recep- 
tacle outlet and one ceiling or wall-type lighting outlet. 


R4504.5.3.2 Kitchen and laundry areas. Kitchen areas shall have not 
less than two duplex receptacle outlets. Laundry areas shall have not 
less than one duplex receptacle outlet located near the laundry equip- 
ment and installed on an individual branch circuit. 
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R4504.5.3.3 Ground-fault circuit interruption. Ground-fault circuit 
interruption shall be provided on newly installed receptacle outlets 
if required by Chapters 34 through 43. 


R4504.5.3.4 Lighting outlets. Not less than one lighting outlet con- 
trolled by a listed wall mounted control device shall be provided in 
every bathroom, hallway, stairway, attached garage, and detached ga- 
rage with electric power to illuminate outdoor entrances and exits, 
and in utility rooms and basements where these spaces are used for 
storage or contain equipment requiring service. The wall-mounted con- 
trol device shall be located near an entrance to the room on a wall. 


R4504.5.3.5 Clearance. Clearance for electrical service equipment 
shall be provided in accordance with Chapters 34 through 43. 


R4504.6 Ventilation. Reconfigured spaces intended for occupancy and 
spaces converted to habitable or occuplable space in any work area 
shall be provided with ventilation in accordance with Section R303. 


R4504.7 Ceiling height. Where a habitable attic or habitable space in 
a basement is created in an existing building, ceiling height shall 
not be less than 6 foot 8 inches (2032 mm). Bathrooms, toilet rooms, 
and laundry rooms shall have a ceiling height of not less than 6 feet 
4 inches (1931 mm). 


EXCEPTIONS: 1. For rooms with sloped ceilings, the required floor area of the room shall have a ceiling height of not less than 5 feet (1524 mm) and 
not less than 50 percent of the required floor area shall have a ceiling height of not less than 6 feet 8 inches (2134 mm). 
2. At beams, girders, ducts, or other obstructions, the ceiling height shall be not less than 6 feet 4 inches (1931 mm) from the finished 
floor. 


R4504.8 Stairways, handrails, and guards. 
R4504.8.1 Stairways. 


R4504.8.1.1 Stairway illumination. Stairways within the work area 
shall be provided with illumination in accordance with Section R303.6. 


R4504.8.1.2 Stair width. Existing stairs not otherwise being altered 
or modified shall be permitted to maintain their current clear width 
at, above and below existing handrails. 


R4504.8.1.3 Stair headroom. Headroom height on existing stairs being 
altered or modified shall not be reduced below the existing stairway 
finished headroom. Existing stairs not otherwise being altered shall 
be permitted to maintain the current finished headroom. 


R4504.8.1.4 Stair landing. Landings serving existing stairs being al- 
tered or modified shall not be reduced below the existing stairway 
landing depth and width. Existing stairs not otherwise being altered 
shall be permitted to maintain the current landing depth and width. 


R4504.8.1.5 Stair treads and risers. An existing stairway shall not be 
required to comply with Section R311.7.5 where the existing space and 
construction does not allow a reduction in pitch or slope. Where ris- 
ers are added to an existing stair, the tread and riser dimensions of 
the added risers shall match the existing stair. 


R4504.8.2 Handrails and guards. If a stair or any portion of a stair 
is reconstructed, a handrail and guard, where required, shall be pro- 
vided in accordance with Section R311 and R312. 


[] 
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WAC 51-51-4505 Section R4505—Additions. 


R4505.1 Additions to an existing building. Where existing building 
with an addition is within the scope of the International Residential 
Code, the addition shall comply with this section and other applicable 
provisions of this code. Engineered design in accordance with Section 
R301.1.3 shall be permitted to meet the requirements of this section. 


R4505.2 Horizontal attached addition. Where an addition involves new 
construction next to and attached to an existing building and includes 
Iterations to the existing building, the new construction shall meet 
ll of the requirements of this code for new construction. Alterations 
o the existing building shall comply with the requirements governing 
alterations within this code. In wood light-frame additions, connec- 
tion of the structural components shall be permitted to be provided 
using wall top plates and addition studs that abut the existing build- 
ing. Wall top plates shall be lapped and spliced in accordance with 
Section R602.3.2. Abutting studs shall be fastened in accordance with 
Table R602.3(1). 


EXCEPTION: The additional structural components may be connected to the existing building in accordance with accepted engineering practice. 


a 
a 


R4505.3 Vertical addition. Where an addition involves new construction 
that adds a story to any part of the existing building or vertically 
increases the height of any part of the existing building, the new 
construction and the existing building together shall meet all of the 
requirements of this code for new construction. 


R4505.4 Structural. Altered structural elements and systems shall com- 
ply with Section R102.7.1 and the structural provisions of this chap- 
ter. 


R4505.5 Exterior wall coverings. Exterior wall coverings shall comply 
with the requirements of Chapter 7 of this code. Insulated Vinyl Sid- 
ing, Polypropylene Siding, and Vinyl Siding shall be attached to a 
nailable substrate or other substrate suitable for mechanical fasten- 
ers. 


[] 


NEW SECTION 


WAC 51-51-4506 Section R4506—Relocations. 


R4506.1 Relocated buildings. Residential buildings or structures moved 
into or within the jurisdiction are not required to comply with the 
requirements of this code if the original use classification of the 
building or structure is not changed. Work performed on new and exist- 
ing foundations shall comply with all of the requirements of this code 
for new construction. 


[] 
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AMENDATORY SECTION (Amending WSR 20-21-041, filed 10/13/20, effective 
11/13/20) 


WAC 51-51-60105 Appendix U—Dwelling unit fire sprinkler sys- 
tems. The design and installation of residential fire sprinkler sys- 
tems shall be in accordance with the ((2%=)) International Residen- 
tial Code Section P2904 Dwelling Unit Fire Sprinkler Systems. 


P2904.1.1 Required sprinkler locations. Sprinklers shall be installed 
to protect all areas of a dwelling unit. 


EXCEPTIONS: 1. Uninhabitable attics, crawl spaces and normally unoccupied concealed spaces that do not contain fuel-fired appliances do not require 
sprinklers. In uninhabitable attics, crawl spaces and normally unoccupied concealed spaces that contain fuel-fired equipment, a sprinkler 
shall be installed above the equipment; however, sprinklers shall not be required in the remainder of the space. 

2. Clothes closets, linen closets and pantries not exceeding 24 square feet (2.2 m2) in area, with the smallest dimension not greater than 
3 feet (915 mm) and having wall and ceiling surfaces of gypsum board. 

3. Bathrooms not more than 55 square feet (5.1 m2) in area. 

4. Garages; carports; exterior porches; unheated entry areas, such as mud rooms, that are adjacent to an exterior door; and similar areas. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-21-041, S$ 
51-51-60105, filed 10/13/20, effective 11/13/20; WSR 20-03-023, 5 
51-51-60105, filed 1/6/20, effective 7/1/20; WSR 16-03-025, § 
51-51-60105, filed 1/11/16, effective 7/1/16. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-068, S 
51-51-60105, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 10-03-098, § 51-51-60105, filed 1/20/10, 
effective 7/1/10.] 


AMENDATORY SECTION (Amending WSR 20-21-041, filed 10/13/20, effective 
Pia 2 0) 


WAC 51-51-60106 Appendix T—Solar-ready provisions-detached one- 


and two-family dwellings ( (;-multiple single-family dwellings) ) and 


townhouses((})). The provisions contained in this appendix are not 
mandatory unless specifically referenced in the adopting ordinance. 


AT101 Scope. 
( (APLO01.1General—Fhese—_proevisiorns_shatt} be—appticabic for nenecocn-— 
struction where seter-—ready provisicns are required ) ) 


AT102 General definitions. Solar-ready zone. A section or sections of 
the roof or building overhang designated and reserved for the future 
installation of a solar photovoltaic or solar water-heating system. 


AT103 Solar ready zone. 


AT103.2 Construction doeument requirements for solar ready zene.—Ccon 
struction deeuments—_sha indteate the _setar ready zene) ) 


AT103.3 Solar-ready zone area. The total solar-ready zone area shall 
be not less than 300 square feet (27.87 m*) exclusive of mandatory ac- 
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this code. New ( (mvt t+ete—sin- 


three stories or less in 


height above grade plane and with a total floor area less than or 
equal to 2,000 square feet (185.8 m?) per dwelling shall have a solar- 
ready zone area of not less than 150 square feet (13.94 m*). The so- 


lar-ready zone shall be composed of areas not less than 5 


Pag 


feet (7.44 m?) exclusive of 
areas as required in this code or the applicable 


m) in width and no 
access or set back 


t less than 80 square 


feet (1.52 


provisions of the International Fire Code. 


No portion of the solar 


zone Shall be located on a roof slope greater than 2:12 that faces 
within 45 degrees of true north. 


AT103.6 Capped roof penetration sleeve. A capped roof penetration 
sleeve shall be provided adjacent to a solar-ready zone when the so- 


lar-ready zone has 


ony 


a roof slope of 2:12 or less. The capped roof pene- 


tration sleeve shall be sized to accommodate the future photovoltaic 


system conduit, but shall 


inches. 


[Statutory Authority: RCW 19.27.031 and 


-51-60106,- filed 


have an inside diameter not less than 1 1/4 


10/13/20, effective 11 


1 


19.27.074. WSR 20-21-041, $ 


3/20; WSR 16-03-025, 3S 


U UI 


1-51-60106, filed 


1/11/16, effective 7/1 


1 


6] 
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NEW SECTION 


WAC 51-51-60108 Appendix Y—Construction and demolition material 
management. The provisions contained in this appendix are not manda- 
tory unless specifically referenced in the adopting ordinance. 


AY101 General. 


AY101.1 Purpose. The purpose of this code section is to increase the 
reuse and recycling of construction and demolition materials. 


AY101.2 Scope. This code section applies to new buildings and struc- 
tures construction, alterations to existing buildings and structures 
and the demolition of existing buildings and structures having a work 
area greater than 750 square feet or with a project value greater than 
$75,000, whichever is more restrictive. 

EXCEPTION: Projects determined to be unsafe. 


AY102 General definitions. 


Demolition. The process of razing, relocating, or removing an existing 
building or structure, or a portion thereof. 


Divert, diverted, or diversion. The reuse, recycling, or beneficial 
use of construction and demolition materials. 


Recycling. The process of transforming or remanufacturing waste mate- 
rials into useable or marketable materials for use other than landfill 
disposal or incineration. 


Reuse. The return of a material into the economic stream for use. 


Salvage. The recovery of construction and demolition building material 
and components from a building or site in order to increase the reuse 
or repurpose potential of these materials and decrease the amount of 
material being sent to the landfill. Salvaged material may be sold, 
donated, or reused on site. 


AY103 Construction and demolition material management. 


AY103.1 Collection containers. All sites where recyclable construction 
and demolition materials are generated and transported for recycling 
must provide a separate container for nonrecyclable materials pursuant 
to WAC 173-345-040. 


AY103.2 Salvage assessment. A salvage assessment shall be submitted 
prior to permit issuance. The salvage assessment shall identify the 
building components of an existing building that, if removed, have the 
potential to be reused. This assessment shall be signed by the owner 
and serve as an affidavit stating that the project shall be executed 
in compliance with the requirements of this code. 

EXCEPTION: Projects that include only new construction. 


AY103.3 Waste diversion report. A waste diversion report shall be sub- 
mitted prior to issuance of the Certificate of Occupancy or approval 
of final inspection. The waste diversion report shall identify the 
following: 
1. Weight or volume of project-generated construction and demoli- 
tion material; 
2. Whether the material was disposed in a landfill or diverted; 
3. The hauler of the material; 
4. The receiving facility or location; and 
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5. The date materials were accepted by the receiving facility or 
location. 


[] 


NEW SECTION 


WAC 51-51-60109 Appendix Z—Building deconstruction. The provi- 
sions contained in this appendix are not mandatory unless specifically 
referenced in the adopting ordinance. 


AZ101 General. 


AZ101.1 Purpose. The purpose of this section is to increase the amount 
of material salvaged for reuse through the act of deconstruction when 
a building or structure is demolished. Used sawn lumber is permitted 

to be reused in accordance with Section R602.1.1.1 


AZ101.2 Scope. This section applies to existing dwellings, townhouses, 
and accessory structures permitted to be demolished that are greater 
than 750 square feet and meet one of the following: 
1. The structure has been identified as a historic building; or 
2. The structure was built 90, or more, years ago. 


EXCEPTIONS: 1. The structure is determined to be unsafe by the engineer of record; 
2. The structure shall be relocated; 


3. The engineer of recordbuilding official determines that 50 percent, by weight, of the material in the structure that is not concrete, is 
not suitable for reuse. 


AZ102 General definitions. 


AZ102.1 General. The following words and terms shall, for the purposes 
of this appendix, have the meanings shown herein. Refer to Chapter 2 
of this code for general definitions. 


Deconstruction. The systematic disassembly of a structure, in order to 
salvage building materials or components for the primary purpose of 
reusing materials to the maximum extent possible, with a secondary 
purpose of recycling the remaining materials. 


Demolition. The process of razing, relocating, or removing an existing 
building or structure, or a portion thereof. 


Heavy machinery. Heavy machinery includes, but is not limited to, 
track hoes, excavators, skid steer loaders, or forklifts. 


Recycling. The process of transforming or remanufacturing waste mate- 
rials into useable or marketable materials for use other than landfill 
disposal or incineration. 


Reuse. The return of a material into the economic stream for use. 


Salvage. The recovery of construction and demolition building material 
and components from a building or site in order to increase the reuse 
or repurpose potential of these materials and decrease the amount of 
material being sent to the landfill. Salvaged material may be sold, 
donated, or reused. 


AZ103 Deconstruction. 


AZ103.1 Deconstruction. Buildings and structures meeting the require- 
ments of Section AZ101.2 shall be deconstructed. 
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AZ103.2 Heavy machinery. Heavy machinery may not be used in decon- 
struction to remove or dismantle components of buildings and struc- 
tures in ways that render the components unsuitable for salvage. 


[] 
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Issue 22-17 


WSR 22-17-149 
PROPOSED RULES 


BUILDING CODE COUNCIL 
2022, 4:01 p.m.] 


WSR 22-17-149 


Preproposal statement of inquiry was filed as WSR 22-03-027. 
Title of Rule and Other Identifying Information: 


WAC, Adoption and amendment of the 2021 Washington Sta 


Chapter 51-11R 


te Energy Code, 


Residential Provisions. 

Hearing Location(s): On September 29, 2022, at October 14, 2022, 
at 10:00 a.m., at 129 North 2nd Street, Yakima, WA 98901; or on Octo- 
ber 14, 2022, at 10:00 a.m., at 1500 Jefferson Street S.E., Olympia, 
WA 98504. Please access the meetings in-person or via Zoom or confer- 
ence call. The Zoom link and phone are provided in the agenda at 
sbcc.wa.gov. 


Date of Int 


tended Adoption: 


Submit Written Commen 
P.O. Box 41449, Olympia, 
tober 14, 2022. 

Assistance for Persons 


worth, phone 360-407-9255, 


2022. 


Purpose of the Proposal and Its Anticipated Eff 
Any Changes in Existing Rules: 
Washington State Energy Code 
from 
and those code changes submitt 
ter clarity. Ther 
timony on 
Below are highlight 


changes 


vide be 
provided. 


ington Sta 


Test 


November 4, 2022. 


ts to: 


with Disabilities: 
email sbcc@des.wa.gov, 


+ 


Update from the 2018 
to the 2021 edition, 


a few instances where 


tS of 
te Energy Code. 


ar 


ects, 
edition of 
incorporat 
the 2021 International Energy Conservation Code 
ted to increase energy savings 
two opt 
the preferred option is requested. 

the significant changes in the 2021 Wash- 


State Building Code Council 


WA 98504-1449, email sbcc@des.wa.gov, 


(SBCC), 
by Oc- 


Contact Annette Ha- 
by September 16, 


Including 


the 

ting 
(TECC) 

and pro- 


tions are 


A complete description of all changes can be 
found at https://sbcc.wa.gov/sites/default/files/2022-08/2021%20WSEC- 


R%20full%20change%20description.pdf. 


Significant Changes in IECC Base Model Code 


Proposed Section 


Section R403.3.6. 


and Title Type of Change Description 

1. R402.1.2 2021 IECC Section R402 was revised to establish the U-factor table as the default 
Insulation and change performance basis, with the R-value as an alternate, rather than the other 
fenestration way around. 
criteria 

2. Table R402.1.2 2021 IECC The U-factor table was moved to be the first referenced table. Two values 
Insulation and change/code within the table were changed: the ceiling U-factor went from 0.026 to 
fenestration change 0.024 in the 2021 IECC; the fenestration U-factor went from 0.30 to 0.28 
requirements by (21-GP2-079) via code change proposal. 
component 

3. Table R402.1.3 2021 IECC The R-value had four values within the table changed: the fenestration U- 
Insulation change/code factor went from 0.30 to 0.28 via code change proposal; and in the 2021 
minimum R-values | change IECC, the ceiling U-factor went from R-49 to R-60, the wood frame wall 
and fenestration (21-GP2-079) value went from 21 int. to 20+5 or 13+10, and the slab insulation depth 
requirements by changed from two feet to four feet. 
component 

4. R403.3.5/R403.3.6 | 2021 IECC The exception for ducts within the conditioned space was removed. The 
Duct testing change ducts must now be tested but are allowed double the leakage rate per 
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Proposed Section 
and Title Type of Change Description 
Table R403.6.1 2021 IECC The table was edited for clarity and the fans redefined by type rather than 
Mechanical change installed location. The efficacy requirements were updated to the Energy 
ventilation system Star Version 4.0 requirements. 
fan efficacy 
R403.6.2 Testing 2021 IECC A new requirement was added to the 2021 IECC requiring that the 
change mechanical ventilation be tested and verified to meet the minimum flow 
rate requirements. 
R404 Electrical 2021 IECC This section was expanded significantly to include lighting controls for 
power and lighting | change both interior (R404.2) and exterior lighting (R404.3). Exterior lighting 
must follow the requirements in the commercial provisions (R404.1.1). 
Finally, all permanently installed lighting fixtures are required to contain 
high efficacy lighting sources. 
R503.1.4 Lighting | 2021 IECC code | The threshold for lighting to comply with Section R404.1 was decreased 
change from 50 percent replacement to 10 percent replacement. 
R503.2 Change in | 2021 IECC This section was moved to R502, Additions, since the change in space 
space conditioning | change conditioning results in additional living space. 


Washington State Code Change Proposals 


LOG 


PROPOSED SECTION 


TYPE OF 
NUMBER AND TITLE CHANGE DESCRIPTION 
21-GP2-084 | R202 Definition Code change This definition change alters the scope of the Washington 
"Residential (21-GP2-084) State Energy Code, Residential Provisions to resemble more 
building" closely that of the International Residential Code. 
Multifamily buildings with dwellings directly accessed from 
the outdoors will remain in the residential provisions, but 
other R-2 buildings are moved under the commercial 
provisions. 
R401.1 Scope Code change The scope of the Washington State Energy Code, 
(21-GP2-084) Residential Provisions was changed to resemble more 
closely the scope of the International Residential Code. 
Multifamily buildings with dwellings directly accessed from 
the outdoors will remain in the residential provisions, but 
other R-2 buildings are moved under the commercial 
provisions. 
21-GP2-079 | Table R402.1.2/ Code change This proposal changes the fenestration U-factor from 0.30 to 
R402.1.3 Insulation (21-GP2-079) 0.28 in both tables. 
and fenestration 
requirements by 
component 
21-GP2-011 | R402.1.4 R-value Code change The code change removes a redundant sentence from the 
computation (editorial) middle of the IECC language. 
(21-GP2-011) 
21-GP2-012 | Table R402.4.1.1 Air | Code change This code change revises the new IECC footnote b for 
barrier, air sealing and | (editorial) clarity. 
insulation installation | (21-GP2-012) 
21-GP2-088 | R402.4.1.2 Testing Code change The specifics on the testing standard were moved from the 
21-GP2-082 (21-GP2-082. exception into the main body of the section and the test must 
21-GP2-088) include information on the time, date and location where 
performed. Requirements were also added that the testing 
personnel be trained by an accredited program. The second 
exception from the second set of exceptions was moved to 
Section R402.4.1.3. The volume adjustment capping the 
ceiling height at 8.5 feet was removed. 
21-GP2-082 | R402.4.1 Building Code change "Air leakage" is added to the title for clarity. An additional 


thermal envelope air 
leakage 
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space heating 


(21-GP2-065) 


LOG PROPOSED SECTION TYPE OF 
NUMBER AND TITLE CHANGE DESCRIPTION 
21-GP2-082 | R402.4.1.3 Leakage Code change A new set of subsections was added to separate out the 
21-GP2-089 | rate (21-GP2-082, requirements for single family and multifamily dwelling air 
21-GP2-089) leakage testing. The maximum leakage rate was reduced to 
3 air changes per hour for single family and 0.25 cfm (the 
same as the commercial requirement) for multifamily. 
21-GP2-081 | R402.4.2 Fireplaces Code change/ This section was moved to R402.3.6. 
editorial 
(21-GP2-081) 
R402.4.2.1 Gas Code change/ This section was moved to Section R403.7.2. 
fireplace efficiency editorial 
(21-GP2-081) 
R402.4.4 Combustion | Code change/ This section was moved to R402.3.5. 
air openings editorial 
(21-GP2-081) 
21-GP2-015 | R403.12 Residential Code change/ Removes "Where installed," at the beginning of the revised 
pools and permanent editorial IECC section. (Note: no change is shown in R403.5.4 as 
residential spas (21-GP2-015) ICC added this language for the 2021 code, but it was 
21-GP2-013 | R403.5.1.1 Demand Code change/ removed via 014, so there is no actual change.) 
recirculation water editorial 
systems serving an (21-GP2-013) 
individual dwelling 
unit 
21-GP2-014 | R403.5.4 Drain water | Code change/ 
heat recovery editorial 
(21-GP2-014) 
21-GP2-065 | R403.13 Heat pump Code change This new section requires that space heating be provided by 


a heat pump—cither gas or electric—as a method to reduce 
greenhouse gas emissions and save energy. There are 
exceptions provided for dwellings with small heating loads 
and allowances for supplementary heating following the 
requirements of Section R403.1.2. 


Table R405.4.2(1) 
Specifications for the 
standard reference and 
proposed designs 


Code change 
(21-GP2-065) 


Heating system is revised to align with the baseline of heat 
pump heating introduced in this code through 21-GP2-065. 


R503.1.2 Heating and 
cooling systems 


Code change 
(21-GP2-065) 


An exception was added to this section to state that 
replacement heating equipment is not required to comply 
with the heat pump requirement as long as it does not 
exceed the heating capacity of the equipment being 
replaced. 
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LOG 


PROPOSED SECTION 


TYPE OF 
NUMBER AND TITLE CHANGE DESCRIPTION 
21-GP2-066 | R403.5.7 Heat pump Code change This new section requires that service water heaters in single 
water heating (21-GP2-066) family dwellings, duplexes and townhouses be provided by 
heat pump water heaters. Exceptions are provided for small 
water heaters, small dwelling units, supplemental water 
heating systems, and some renewable energy systems. This 
includes allowances for both gas and electric heat pump 
water heaters. 
R403.5.7.1 Code change This is a support section for R403.5.7 and sets requirements 
Supplementary heat (21-GP2-066) for when a supplemental water heating system can be used 
for heat pump water with the heat pump water heater. 
heating systems 
Table R405.4.2(1) Code change Service water heating was revised to align with the baseline 
Specifications for the (21-GP2-066) of heat pump water heating as introduced in this code 
standard reference and through 21-GP2-066. 
proposed designs 
R503.1.3 Service hot Code change An exception was added to this section to state that 
water systems (21-GP2-066) replacement water heating equipment is not required to 
comply with the heat pump requirement as long as it does 
not exceed the heating capacity of the equipment being 
replaced. 
21-GP2-032 | R403.3.4.1 Sealed air | Code change This change requires the air handler to be located within the 
handler (21-GP2-032) conditioned space. 
21-GP2-049 | R403.4.1 Protection Code change Clarification of the intent or equipment maintenance, along 
of piping insulation (21-GP2-049) with a requirement that the insulation be removable near the 
equipment requiring maintenance. 
21-GP2-080 | R403.5.5 Water heater | Code change This section requires that water heaters be located within 
installation location (21-GP2-080) conditioned space except for highly efficient water heaters 
where the standby losses are overcome by the efficiency of 
the unit performance. 
21-GP2-046 | R403.5.2 Water Code change This section just provides the reference and procedure for 
volume determination | (21-GP2-046) determining the volume of water in piping when selecting 
(new) one of the new options for credits in Section R406. This is 
not a base code requirement. 
Table R406.3 Energy | Code change New Option 5.2 provides half a credit for compact hot water 
credits (21-GP2-046) distribution systems as is required in the commercial energy 
code provisions and as detailed in Section R403.5.2. 
21-GP2-070 | Table R405.2(2) Code change This table is moved from R405.3 to R405.2(2) and the 


Carbon emissions 
factors 


(21-GP2-070) 


metric for electricity is changes from 0.80 to 0.44 to better 
align with the commercial energy code, the Clean Buildings 
law and the OFM lifecycle cost tool. 
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LOG 
NUMBER 


PROPOSED SECTION 
AND TITLE 


TYPE OF 
CHANGE 


DESCRIPTION 


21-GP2-073 


R406.2 Carbon 
emission equalization 


Code change 
(21-GP2-073) 


The last sentence was removed. It was deemed redundant. 


Table R406.2 Fuel 
normalization credits 


Code change 
(21-GP2-073) 


There are two options being presented for this table. Both 
options revise the table to include more detailed descriptions 
of heating systems and supplemental systems. 

Option 1 is the initial technical advisory group 
recommendation based on the original proposal and the goal 
of achieving the required energy savings for the cycle. 
Option 2 is a revised proposal that takes into account the 
other code change proposals going forward to public hearing 
and the changes in equipment values based on the new 
requirements in the proposed rule. 


R406.3 Additional 
energy efficiency 
requirements 


Code change 
(21-GP2-073) 


Again, there are two options being presented for this table. 
Both tables include a new 150 square foot threshold for 
additions to trigger this requirement. 

Option 1 is the initial technical advisory group 
recommendation based on the original proposal and the goal 
of achieving the required energy savings for the cycle. 
Option 2 is a revised proposal that takes into account the 
other code change proposals going forward to public hearing 
and the reduction in energy use based on the new 
requirements in the proposed rule. 


Table R406.3 Energy 
credits 


Code change 
(21-GP2-073) 


This section also has two options. For both options, one half 
point is equivalent to a 600 kWh energy savings. Some 
options were eliminated due to the fact they are now a part 
of the base code requirements. 

Option 1 is the initial technical advisory group 
recommendation based on the original proposal. The credits 
are based on the heating system type from Table R406.2. 
Option 2 is a revised proposal that takes into account the 
other code change proposals going forward to public 
hearing. Based on the heat pump space and water heating 
changes, there is no differentiating between the systems 
types for point values. Instead, there are options that are just 
not available with some systems types, as identified by 
footnote d. Some options are no longer available based on 
the fact that the base requirements now incorporate the 
provisions contained therein; some are just adjusted to yield 
a similar energy savings over the base code, or the point 
value is changed based on the savings reflected. 


21-GP2-022 


R401.2 Compliance 


Code change 
(21-GP2-022) 


This change corrects an error in the previous code that stated 
that compliance via Section R405 also required compliance 
with Section R406. R405 carries its own additional credit 
weighting and thus is not intended to also comply with 
Section R406. 


Table R405.2(1) 
Mandatory 
compliance measures 
for total building 
performance 


Code change 
(21-GP2-022) 


An error is also corrected by removing reference to R406. 
The additional efficiency is covered by the energy reduction 
targets in items 2 through 5 of Section R405.2 


21-GP2-034 


Table R406.3 Energy 
credits 


Code change 
(21-GP2-0234) 


New Option 3.8 allows a half credit for a connected 
thermostat. 


21-GP2-023 


Table R406.3 Energy 
credits 


Code change 
(21-GP2-023) 


Option 3.2 requires a cold climate heat pump to be used in 
areas with a winter design temperature at 23° or below. 


21-GP2-024 


Table R406.3 Energy 
credits 


Code change 
(21-GP2-024) 


Option 3.5 allows an alternate cold climate 10 HSPF heat 
pump to be substituted for an 11 HSPF heat pump but will 
require a cold climate heat pump similar to Option 3.2 in 
023, above. 


21-GP2-025 | Table R406.3 Energy | Code change Option 3.6 also allows a substitution of a 9 HSPF heat pump 
credits (21-GP2-025) for the required 10 HSPF in some cases. 
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additions 


(21-GP2-035) 


LOG PROPOSED SECTION TYPE OF 
NUMBER AND TITLE CHANGE DESCRIPTION 
21-GP2-050 | Table R406.3 Energy | Code change New Option 3.7 provides credit for an air to water heat 
credits (21-GP2-050) pump with a COP rating of 3.2. 
21-GP2-047 | Table R406.3 Energy | Code change New Option 5.2 provides half a credit for compact hot water 
credits (21-GP2-047) distribution systems as is required in the commercial energy 
code provisions and as detailed in Section R403.5.2. 
R403.5.2 Water Code change This section just provides the reference and procedure for 
volume determination | (21-GP2-047) determining the volume of water in piping when selecting 
(new) one of the new options for credits in Section R406. This is 
not a base code requirement. 
21-GP2-035 | R406.3 Additional Code change Both options include a new 150 square foot threshold for 
energy efficiency (21-GP2-035) additions to trigger this requirement. 
requirements 
R502.1 General Code change/ The phrase "except as specified in this chapter" was added 
(Additions) editorial to support the new section R502.3.1.1. 
(21-GP2-035) 
R502.1.1 Small Code change A new section was added to exempt small additions (less 


than 150 ft?) from the requirement to obtain additional 
energy efficiency credits in Section R406. 


R502.3.1.1 Existing 
ceilings with attic 
spaces 


Code change 
(21-GP2-035) 


This new section requires that when additions over 150 
square feet adjoin existing attic spaces, the existing attic 
space needs to be brought into full compliance with the 
envelope provisions in R402. 


R502.3.2 Heating and 
cooling systems 


Code change 
(21-GP2-035) 


The section is reworded for clarity, and exception | is 
correlated with the change in R502.1.1. Former exception 3 
is deleted to correlate with the IECC change to require all 
ducts to be tested. 
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LOG 
NUMBER 


PROPOSED SECTION AND TITLE/DESCRIPTION 


ECONOMIC IMPACT 


21-GP2-065 


R403.13 Heat pump space heating. 

Table R405.4.2(1) Specifications for the standard reference and 
proposed designs. 

R503.1.2 Heating and cooling systems. 

This requires that space heating be provided by a heat pump—either 
gas or electric—as a method to reduce greenhouse gas emissions and 
save energy. There are exceptions provided for dwellings with small 
heating loads and allowances for supplementary heating following 
the requirements of Section R403.1.2. Replacement heating 
equipment is not required to comply with the heat pump requirement 
as long as it does not exceed the heating capacity of the equipment 
being replaced. 


Cost: Estimated at $2,725 per 
dwelling unit or $1.14 per square 
foot. 

Energy Savings: Estimated 
annual energy savings of 3.85 
kWh per dwelling or 5.5 kBTU 
per square foot. 


21-GP2-066 


R403.5.7 Heat pump water heating. 


R403.5.7.1 Supplementary heat for heat pump water heating systems. 


Table R405.4.2(1) Specifications for the standard reference and 
proposed design. 

R503.1.3 Service hot water systems. 

This requires that service water heaters in single family dwellings, 
duplexes and townhouses be provided by heat pump water heaters. 
Exceptions are provided for small water heaters, small dwelling 
units, supplemental water heating systems, and some renewable 
energy systems. This includes allowances for both gas and electric 
heat pump water heaters. Replacement water heating equipment is 
not required to comply with the heat pump requirement as long as it 
does not exceed the heating capacity of the equipment being 
replaced. 


Cost: Estimated cost of $646 per 
dwelling or $0.27 per square foot. 
Energy Savings: 2.3 kWh or 3.2 
kBTU per square foot. 
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LOG 
NUMBER PROPOSED SECTION AND TITLE/DESCRIPTION ECONOMIC IMPACT 
21-GP2-084 R202 Definition "Residential building." The proponent deemed that this 
R401.1 Scope. would most likely be cost neutral. 
This definition change alters the scope of the Washington State In some cases, there would be a 
Energy Code, Residential Provisions to resemble more closely that of | cost savings for the buildings 
the International Residential Code. Multifamily buildings with constructed under the commercial 
dwellings directly accessed from the outdoors will remain in the code, between the decreased 
residential provisions, but other R-2 buildings are moved under the envelope insulation requirements 
commercial provisions. and the additional energy 
efficiency credits required for 
that code. There would be some 
education costs. 
21-GP2-079 | Table R402.1.2/R402.1.3 Insulation and fenestration requirements Cost: Estimated cost of about 
by component. $400 per dwelling unit 
This proposal changes the fenestration U-factor from 0.30 to 0.28 in Energy Savings: Estimated at 389 
both tables. kBtu per dwelling or 0.18 kBtu 
per square foot 
21-GP2-073 Table R406.2 Fuel normalization credits. The cost models were based on 
There are two options being presented for this table. Both options the changes moving forwards as 
revise the table to include more detailed descriptions of heating Option 1. If Option 2 is the 
systems and supplemental systems. option moving forward, the cost 
Option 1 is the initial technical advisory group recommendation will decrease from that of the 
based on the original proposal and the goal of achieving the required | 2018 code for most dwellings 
energy savings for the cycle. based on the reduced number of 
Option 2 is a revised proposal that takes into account the other code additional efficiency credits 
change proposals going forward to public hearing and the changes in | required. 
equipment values based on the new requirements in the proposed Costs will vary depending on the 
tule. options selected. There was no 
R406.3 Additional energy efficiency requirements. comparison of the difference in 
Again, there are two options being presented for this table. Both cost between ie 20 v and 2021 
tables include a new 150 square foot threshold for additions to trigger ee ut oniy, a measure 
this requirement. y measure estimate of cost 
Option 1 is the initial technical advisory group recommendation l nan on y Protos as ipt 
based on the original proposal and the goal of achieving the required $5 Bie ac S deei, rOn p 
energy savings for the cycle. ae per owe e . 
Option 2 is a revised proposal that takes into account the other code nergy aldi Sr Vam a 
change proposals going forward to public hearing and the reduction prototype EENT a ET 
in energy use based on the new requirements in the proposed rule. ies | s 
Table R406.3 Energy credits. 
This section also has two options. For both options, one half point is 
equivalent to a 600 kWh energy savings. Some options were 
eliminated due to the fact they are now a part of the base code 
requirements. 
Option 1 is the initial technical advisory group recommendation 
based on the original proposal. The credits are based on the heating 
system type from Table R406.2. 
Option 2 is a revised proposal that takes into account the other code 
change proposals going forward to public hearing. Based on the heat 
pump space and water heating changes, there is no differentiating 
between the systems types for point values. Instead, there are options 
that are just not available with some systems types, as identified by 
footnote d. Some options are no longer available based on the fact 
that the base requirements now incorporate the provisions contained 
therein; some are just adjusted to yield a similar energy savings over 
the base code, or the point value is changed based on the savings 
reflected. 
21-GP2-080 | R403.5.5 Water heater installation location. Cost: Estimated cost of about 
This section requires that water heaters be located within conditioned | $746 per dwelling unit or $0.33 
space except for highly efficient water heaters where the standby per square foot. 
losses are overcome by the efficiency of the unit performance. Energy Savings: Estimated 
annual energy savings of 271 
kWh per dwelling unit. 
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LOG 
NUMBER PROPOSED SECTION AND TITLE/DESCRIPTION ECONOMIC IMPACT 
21-GP2-032 R403.3.4.1 Sealed air handler. Cost: Estimated incremental cost 
This change requires the air handler to be located within the of $100 per dwelling unit. 
conditioned space. Energy Savings: Estimated 
annual energy savings is $30 to 
$60. 
21-GP2-089 R402.4.1.3 Leakage rate. It was deemed there is no 
The maximum leakage rate was reduced to 3 air changes per hour for | increase in cost. While the 
single family and 0.25 cfm (the same as the commercial requirement) | leakage rate was reduced, the 
for multifamily. cost of testing remains the same. 
More attention must be paid to 
construction best practices to 
adequately seal the building 
thermal envelope. 
21-GP2-035 R502.3.1.1 Existing ceilings with attic spaces. This proposal was tied to the new 
This new section requires that when additions over 150 square feet exception exempting additions 
adjoin existing attic spaces, the existing attic space needs to be less than 150 square feet from 
brought into full compliance with the envelope provisions in R402. Section C406 compliance and 
was not evaluated separately for 
costs and energy savings. There 
would be an added cost based on 
the square footage of existing 
attic space needing to be 
upgraded. Estimated cost is 
between $0.80 and $2.60 per 
square foot. Estimated annual 
energy savings is approximately 
0.6 percent. 
21-GP2-088 R402.4.1.2 Testing. There was some debate at the 


The specifics on the testing standard were moved from the exception 
into the main body of the section and the test must include 
information on the time, date and location where performed. 
Requirements were also added that the testing personnel be trained 
by an accredited program. The second exception from the second set 
of exceptions was moved to Section R402.4.1.3. The volume 
adjustment capping the ceiling height at 8.5 feet was removed. 


TAG as to whether there would 
be a cost associated with this 
measure, focusing on the 
requirement for training from an 
accredited program. Ultimately, it 
was determined that there would 
be little to no increase. 

There are no energy savings 
associated with this proposal, 
other than ensuring proper testing 
to achieve the originally intended 
savings. 


The following proposals add options to the menu of additional energy efficiency credits 
be selected as part of the package for the required credits. 


items that may 


to be selected. These are optional 


21-GP2-023 Table R406.3 Energy credits. Cost: Estimated incremental cost 

Option 3.2 requires a cold climate heat pump to be used in areas with | is $1000 per dwelling unit. 

a winter design temperature at 23° or below. Energy savings: Estimated annual 
energy savings of 4,000 kWh, or 
$400 per year. 

21-GP2-024 Table R406.3 Energy credits. Cost: Estimated incremental cost 

Option 3.5 allows an alternate cold climate 10 HSPF heat pump to be | is $1500 per dwelling unit. 

substituted for an 11 HSPF heat pump but will require a cold climate | Energy savings: Estimated annual 

heat pump similar to Option 3.2 in 023, above. energy savings of 4,000 kWh, or 
$400 per year. 
21-GP2-025 Table R406.3 Energy credits. Cost: Estimated incremental cost 

Option 3.6 also allows a substitution of a 9 HSPF heat pump for the is $1500 per dwelling unit. 

required 10 HSPF in some cases. Energy savings: Negligible for 
single zone systems, but 
significant for multi-zone 
systems. 
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LOG 
NUMBER PROPOSED SECTION AND TITLE/DESCRIPTION ECONOMIC IMPACT 
21-GP2-050 Table R406.3 Energy credits. Cost: Estimated incremental cost 
New Option 3.7 provides credit for an air to water heat pump with a is $4000 per dwelling unit. 
COP rating of 3.2. Energy savings: Estimated annual 
energy savings of 6,000 to 12,000 
kWh, or $700 to $1400 per year. 
21-GP2-034 Table R406.3 Energy credits. Cost: Estimated incremental cost 
New Option 3.8 allows a half credit for a connected thermostat. is $200 per dwelling unit. 
Energy savings: Estimated annual 
energy savings of 600 kWh, or 
$60 per year. 

Loss of Sales or Revenue: The proposed rules make the state code 
for building construction consistent with national standards. Busi- 
nesses with new products or updated testing or design standards are 
recognized in the updated building code. For these businesses ther 


will be a gain in sales and revenue. 


The results of reduced energy use in buildings incl 


the need for new power generation, 
providing local employment. The 1] 


reducing environment 
egislative findings s 


ude avoiding 
tal impact, 


and 


efficiency is the cheapest, quickest, 
energy needs, confront climate change, 


Cost of Compliance for Small Businesses: 
the updates to the building codes are small busi- 
those listed in the construction and rela- 
The costs per employee are 


nesses affected by 
nesses, over 95 percent of 
ted industries have under 50 employees. 


ta 


te that energy 
and cleanest way to meet rising 
and boost our economy. 


The majority of busi- 


comparable between the largest businesses and the majority of small 
businesses. The cost to comply with the updated codes is not a dispro- 
portionate impact on small businesses. Where the council found the 


cost of compliance for small businesses 
proposed rule sought to mitigate the cost 
proposal. ] 


to be 


The proposed rules include a definit 


disproportionate, 
through modification of the 
tion of small 


the 


business 


and provide exceptions for compliance with the updated rule. 


Small Businesses Involved in the Development of the 
public meetings of the energy code TAG, 
Zoom and telephone conference bridge, 


conducted op 


en 


and allowed 


Rule: SBCC 
available via 
comment on every 


item on every 
segments of 


agenda. 


the business and construction communit 


various TAGs. 


List of Industries: Below 


is a list of indust 


comply with 


the commercial energy code: 


SBCC appointed over 100 representatives of all 
ty to serve on 


the 


tries required 


TO 


0.3% of Avg Annual 
2017 Industry Minor Cost 1% of Avg Annual Gross Business 
NAICS Code NAICS Code Title Estimate Payroll Income 
236116 New Multifamily Housing $32,067.43 $17,160.94* $32,067.43 
Construction (except For-Sale 2020 Dataset pulled 2020 Dataset pulled 
Builders) from USBLS from DOR 
236118 Residential Remodelers $1,457.74 $1,457.74* $901.20 
2020 Dataset pulled 2020 Dataset pulled 
from USBLS from DOR 
238110 Poured Concrete Foundation and | $3,442.28 $5,027.07 $3,442.28 
Structure Contractors 2019 Dataset pulled 2020 Dataset pulled 
from CBP from DOR 
238120 Structural Steel and Precast $15,401.97 $20,212.19 $15,401.97 
Concrete Contractors 2019 Dataset pulled 2020 Dataset pulled 
from CBP from DOR 
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0.3% of Avg Annual 


2017 Industry Minor Cost 1% of Avg Annual Gross Business 
NAICS Code NAICS Code Title Estimate Payroll Income 
238130 Framing Contractors $2,234.30 $3,139.71 $2,234.30 
2019 Dataset pulled 2020 Dataset pulled 
from CBP from DOR 
238140 Masonry Contractors $1,900.60 $3,582.13 $1,900.60 
2019 Dataset pulled 2020 Dataset pulled 
from CBP from DOR 
238150 Glass and Glazing Contractors $5,255.36 $9,574.95 $5,255.36 
2019 Dataset pulled 2020 Dataset pulled 
from CBP from DOR 
238160 Roofing Contractors $3,589.99 $5,007.86 $3,589.99 
2019 Dataset pulled 2020 Dataset pulled 
from CBP from DOR 
238170 Siding Contractors $1,905.61 $2,485.86 $1,905.61 
2019 Dataset pulled 2020 Dataset pulled 
from CBP from DOR 
238190 Other Foundation; Structure; and | $4,622.07 $4,141.38 $4,622.07 
Building Exterior Contractors 2019 Dataset pulled 2020 Dataset pulled 
from CBP from DOR 
238210 Electrical Contractors and Other $5,941.60 $9,599.33 $5,941.60 
Wiring Installation Contractors 2019 Dataset pulled 2020 Dataset pulled 
from CBP from DOR 
238220 Plumbing; Heating; and Air- $5,353.76 $11,047.00 $5,353.76 
Conditioning Contractors 2019 Dataset pulled 2020 Dataset pulled 
from CBP from DOR 
238290 Other Building Equipment $4,335.21 $16,142.07 $4,335.21 
Contractors 2019 Dataset pulled 2020 Dataset pulled 
from CBP from DOR 
238310 Drywall and Insulation $3,725.66 $9,461.67 $3,725.66 
Contractors 2019 Dataset pulled 2020 Dataset pulled 
from CBP from DOR 
238990 All Other Specialty Trade $3,585.74 $3,677.28 $3,585.74 
Contractors 2019 Dataset pulled 2020 Dataset pulled 
from CBP from DOR 
321214 Truss Manufacturing $28,620.35 $23,341.04 $28,620.35 
2020 Dataset pulled 2020 Dataset pulled 
from ESD from DOR 
321911 Wood Window and Door $45,151.12 $18,811.08 $45,151.12 
Manufacturing 2020 Dataset pulled 2020 Dataset pulled 
from ESD from DOR 
327310 Cement Manufacturing $50,878.29 $44,741.20 $50,878.29 
2020 Dataset pulled 2020 Dataset pulled 
from ESD from DOR 
327320 Ready-Mix Concrete $64,317.30 $46,126.21 $64,317.30 
Manufacturing 2020 Dataset pulled 2020 Dataset pulled 
from ESD from DOR 
327331 Concrete Block and Brick $15,030.60 $15,030.60 $10,431.02 
Manufacturing 2020 Dataset pulled 2020 Dataset pulled 
from ESD from DOR 
332312 Fabricated Structural Metal $22,220.31 $16,337.10 $22,220.31 
Manufacturing 2020 Dataset pulled 2020 Dataset pulled 
from USBLS from DOR 
332321 Metal Window and Door $26,369.28 $14,505.40 $26,369.28 
Manufacturing 2020 Dataset pulled 2020 Dataset pulled 
from ESD from DOR 
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0.3% of Avg Annual 
2017 Industry Minor Cost 1% of Avg Annual Gross Business 
NAICS Code NAICS Code Title Estimate Payroll Income 
332322 Sheet Metal Work Manufacturing | $23,337.23 $23,337.23 $16,556.52 
2020 Dataset pulled 2020 Dataset pulled 
from ESD from DOR 
335121 Residential Electric Lighting $2,011.37 $2,011.37 $1,502.01 
Fixture Manufacturing 2020 Dataset pulled 2020 Dataset pulled 
from USBLS from DOR 
335129 Other Lighting Equipment $6,281.32 $6,281.32 $2,494.40 
Manufacturing 2020 Dataset pulled 2020 Dataset pulled 
from ESD from DOR 
423720 Plumbing and Heating $24,486.53 $16,589.10 $24,486.53 
Equipment and Supplies 2020 Dataset pulled 2020 Dataset pulled 
(Hydronics) Merchant from ESD from DOR 
Wholesalers 
541310 Architectural Services $9,221.65 $9,221.65 $3,738.99 
2020 Dataset pulled 2020 Dataset pulled 
from ESD from DOR 
541330 Engineering Services $14,801.92 $14,801.92 $7,177.43 
2020 Dataset pulled 2020 Dataset pulled 
from USBLS from DOR 


A copy of the statement may be obtained by contacting Stoyan Bum- 
balov, P.O. Box 41449, Olympia, WA 98504-1449, phone 360-407-9255, 
email sbcc@des.wa.gov. 


August 23, 2022 
Tony Doan 
Council Chair 


OTS-4009.2 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-10100 Section R101—Scope and general requirements. 


R101.1 Title. This code shall be known as the Washington State Energy 
Code-Residential, and shall be cited as such. It is referred to herein 
as "this code." 

The 2021 edition of the Washington State Energy Code is hereby 
adopted. The Washington State Energy Code adopted under chapter 51-11R 
WAC shall becom ffective in all counties and cities of this state on 
July 1, 2023. 


R101.2 Scope. This code applies to residential buildings and the 
buildings sites and associated systems and equipment. This code shall 
be the maximum and minimum energy code for residential construction in 
each town, city and county. Residential sleeping units, Group I-1, 
Condition 2 assisted living facilities licensed by Washington state 
under chapter 388-78A WAC and Group I-1, Condition 2 residential 
treatment facilities licensed by Washington state under chapter 
246-337 WAC shall utilize the commercial building sections of the en- 
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ergy code regardless of the number of stories of height above grade 
plane. 


R101.3 Intent. This code shall regulate the design and construction of 
buildings for th ffective use and conservation of energy over the 
useful life of each building. This code is intended to provide flexi- 
bility to permit the use of innovative approaches and techniques to 
achieve this objective. This code is not intended to abridge safety, 
health or environmental requirements contained in other applicable co- 
des or ordinances. 


R101.4 Applicability. Where, in any specific case, different sections 
of this code specify different materials, methods of construction or 

other requirements, the most restrictive shall govern. Where there is 
a conflict between a general requirement and a specific requirement, 

the specific requirement shall govern. 


R101.4.1 Mixed residential and commercial buildings. Where a building 
includes both residential building and commercial building portions, 
each portion shall be separately considered and meet the applicable 
provisions of the WSEC - Commercial or WSEC - Residential Provisions. 


R101.5 Compliance. Residential buildings shall meet the provisions of 
WSEC - Residential Provisions. Commercial buildings shall meet the 
provisions of WSEC - Commercial Provisions. 


R101.5.1 Compliance materials. The code official shall be permitted to 
approve specific computer software, worksheets, compliance manuals and 
other similar materials that meet the intent of this code. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-10100, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.045, and chapters 
19.27, 19.27A, and 34.05 RCW. WSR 17-17-160, § 51-11R-10100, filed 
8/23/17, effective 10/1/17. Statutory Authority: RCW 19.27A.020, 
19.27A.045, 19.27A.160, and 19.27.074. WSR 16-02-127, § 51-11R-10100, 
filed 1/6/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.045 and chapters 19.27 and 34.05 RCW. WSR 13-04-055, § 
51-11R-10100, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-10200 Section R102—Alternative materials, design and 
methods of construction and equipment. 


R102.1 General. The provisions of this code are not intended to pre- 
vent the installation of any material or to prohibit any design or 
method of construction not specifically prescribed by this code, pro- 
vided that any such alternative has been approved. The code official 
shall have the authority to approve an alternative material, design or 
method of construction upon the written application of the owner or 
owner's authorized agent. The code official shall first find that the 
proposed design is satisfactory and complies with the intent of the 
provisions of this code, and that the material, method or work offered 
is, for the purpose intended, not less than the equivalent of that 
prescribed in this code for strength, effectiveness, fire resistance, 
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durability, energy efficiency and safety. ( (WRe*re the alternative ma- 
; 7)) The code 
official shall respond in writing, stating the reason why the alterna- 
tive was approved or was not approved. 


[Statutory Authority: RCW 19.27A. 020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-10200, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-10200, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-10200, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 16-02-127, filed 1/6/16, effective 
7/1/16) 


WAC 51-11R-10300 Section R103—Construction documents. 


R103.1 General. Construction documents, technical report, and other 
supporting data shall be submitted in one or more sets, or in a digi- 
tal format where allowed by the code official, with each application 
for a permit. The construction documents and technical reports shall 
be prepared by a registered design professional where required by the 
statutes of the jurisdiction in which the project is to be construc- 
ted. Where special conditions exist, the code official is authorized 
to require necessary construction documents to be prepared by a regis- 
tered design professional. 


EXCEPTION: The code official is authorized to waive the requirements for construction documents or other supporting data if the code official 
determines they are not necessary to confirm compliance with this code. 


R103.2 Information on construction documents. Construction documents 

shall be drawn to scale upon suitable material. Electronic media docu- 

ments are permitted to be submitted when approved by the code offi- 

cial. Construction documents shall be of sufficient clarity to indi- 

cate the location, nature and extent of the work proposed, and show in 

sufficient detail pertinent data and features of the building, systems 

and equipment as herein governed. Details shall include, but are not 

limited to, the following as applicable: 
1. Energy compliance path per Section R401.2. 
S Insulation materials and their R-values. 

3. Fenestration U-factors and SHGCs. 

) 4. Area-weighted U-factor and SHGC calculations. 

) 5. Mechanical system design criteria. 

) 6. Mechanical and service water heating system and equip- 

, Sizes and efficiencies. 

) are 

) 8. 

) 9 


Equipment and systems controls. 
Duct sealing, duct and pipe insulation and location. 
9. Air sealing details. 


R103.2.1 aG thermal envelope depiction. The building's thermal 
envelope shall be represented on the construction documents. 


R103.3 Examination of documents. The code official shall examine or 
cause to be examined the accompanying construction documents and shall 
ascertain whether the construction indicated and described is in ac- 
cordance with the requirements of this code and other pertinent laws 
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or ordinances. The code official is authorized to utilize a registered 
design professional or other approved entity not affiliated with the 
building design or construction in conducting the review of the plans 
and specifications for compliance with the code. 


R103.3.1 Approval of construction documents. When the code official 
issues a permit where construction documents are required, the con- 
struction documents shall be endorsed in writing and stamped "Reviewed 
for Code Compliance." Such approved construction documents shall not 
be changed, modified or altered without authorization from the code 
official. Work shall be done in accordance with the approved construc- 
tion documents. 

One set of construction documents so reviewed shall be retained 
by the code official. The other set shall be returned to the appli- 
cant, kept at the site of work and shall be open to inspection by the 
code official or a duly authorized representative. 


R103.3.2 Previous approvals. This code shall not require changes in 
the construction documents, construction or designated occupancy of a 
structure for which a lawful permit has been heretofore issued or oth- 
erwise lawfully authorized, and the construction of which has been 
pursued in good faith within 180 days after th ffective date of this 
code and has not been abandoned. 


R103.3.3 Phased approval. The code official shall have the authority 
to issue a permit for the construction of part of an energy conserva- 
tion system before the construction documents for the entire system 
have been submitted or approved, provided adequate information and de- 
tailed statements have been filed complying with all pertinent re- 
quirements of this code. The holders of such permit shall proceed at 
their own risk without assurance that the permit for th ntire energy 
conservation system will be granted. 


R103.4 Amended construction documents. Work shall be installed in ac- 
cordance with the approved construction documents, and any changes 
made during construction that are not in compliance with the approved 
construction documents shall be resubmitted for approval as an amended 
set of construction documents. 


R103.5 Retention of construction documents. One set of approved con- 
struction documents shall be retained by the code official for a peri- 
od of not less than 180 days from date of completion of the permitted 
work, or as required by state or local laws. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 16-02-127, § 51-11R-10300, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-10300, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-21-081, filed 10/19/20, effective 
2/1/21) 


WAC 51-11R-10400 Section R104—((inspeetions)) Fees. 


( (R104.1General.Ceonsterction _o+ werk foe whtiech—a_permi+is—_—‘equired 
hail b= l ; , , ; cei eia] hi , , 
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R104.1 Fees. A permit shall not be issued until the fees prescribed in 


Section R107.2 have been paid, nor shall an amendment to a permit be 
released until the additional fee, if any, has been paid. 


R104.2 Schedule of permit fees. A fee for each permit shall be paid as 
required, in accordance with the schedule as established by the appli- 
cable governing authority. 


R104.3 Work commencing before permit issuance. Any person who commen- 
ces any work before obtaining the necessary permits shall be subject 
to an additional fee established by the code official, which shall be 
in addition to the required permit fees. 


R104.4 Related fees. The payment of the fee for the construction, al- 
teration, removal, or demolition of work done in connection to or con- 
currently with the work or activity authorized by a permit shall not 
relieve the applicant or holder of the permit from the payment of oth- 
er fees that are prescribed by law. 


R104.5 Refunds. The code official is authorized to establish a refund 
policy. 


Statutory Authority: RCW 19.27A.045 and chapter 19.27A RCW. WSR 
0-21-081, § 51=-11R-10400, filed 10/19/20, effective 2/1/21. Statutory 
u 

C 


thority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chapter 19.27 

W. WSR 20-01-047, § 51-11R-10400, filed 12/9/19, effective 7/1/20. 
tatutory Authority: RCW 19.27A.025, 19.27A.045, 19.27A.160, and 
9.27.074. WSR 17-10-063, § 51-11R-10400, filed 5/2/17, effective 
/2/17; WSR 16-02-127, § 51-11R-10400, filed 1/6/16, effective 7/1/16. 
tatutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 and 
34.05 RCW. WSR 13-04-055, § 51-11R-10400, filed 2/1/13, effective 
7/1/13.) 


AMENDATORY SECTION (Amending WSR 13-04-055, filed 2/1/13, effective 
7/1/13) 


WAC 51-11R-10500 Section R105—( (Vałidity)) Inspections. 
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R105.1 General. ( ($f -a—perticen of +his—-ecodeis_- ete tebe +Hegateor 
ef +his—eede—)) Construction or work for which a permit is required 
shall be subject to inspection by the code official or his or her des- 
ignated agent, and such construction or work shall remain visible and 
able to be accessed for inspection purposes until approved. It shall 
be the duty of the permit applicant to cause the work to remain visi- 
ble and able to be accessed for inspection purposes. Neither the code 
official nor the jurisdiction shall be liable for expense entailed in 
the removal or replacement of any material, product, system or build- 
ing component required to allow inspection to validate compliance with 
this code. 


R105.2 Required inspections. The code official or his or her designa- 
ted agent, upon notification, shall make the inspections set forth in 
Sections R104.2.1 through R104.2.5. 


R105.2.1 Footing and foundation inspection. Inspections associated 
with footings and foundations shall verify compliance with the code as 
to R-value, location, thickness, depth of burial and protection of in- 
Ssulation as required by the code and approved plans and specifica- 
tions. 


R105.2.2 Framing and rough-in inspection. Inspections at framing and 
rough-in shall be made before application of interior finish and shall 
verify compliance with the code as to types of insulation and corre- 
sponding R-values and their correct location and proper installation; 
fenestration properties (U-factor and SHGC) and proper installation; 
and air leakage controls as required by the code and approved plans 
and specifications. 


R105.2.2.1 Wall insulation inspection. The code official, upon notifi- 
cation, shall make a wall insulation inspection in addition to those 
inspections required in Section R109 of the International Residential 
Code. This inspection shall be made after all wall and cavity insula- 
tion is in place and prior to cover. 


R105.2.3 Plumbing rough-in inspection. Inspections at plumbing rough- 
in shall verify compliance as required by the code and approved plans 
and specifications as to types of insulation and corresponding R-val- 
ues and protection, and required controls. 


R105.2.4 Mechanical rough-in inspection. Inspections at mechanical 
rough-in shall verify compliance as reguired by the code and approved 
plans and specifications as to installed HVAC equipment type and size, 
required controls, system insulation and corresponding R-value, system 
air leakage control, programmable thermostats, dampers, whole-house 
ventilation and minimum fan efficiency. 


EXCEPTION: Systems serving multiple dwelling units shall be inspected in accordance with Section C104.2.4. 


R105.2.5 Final inspection. The building shall have a final inspection 
and not be occupied until approved. 


R105.3 Reinspection. A building shall be reinspected when determined 
necessary by the code official. 


R105.4 Approved inspection agencies. The code official is authorized 
to accept reports of third-party inspection agencies not affiliated 
with the building design or construction, provided such agencies are 
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approved as to qualifications and reliability relevant to the building 
components and systems they are inspecting. 


R105.5 Inspection requests. It shall be the duty of the holder of the 

permit or their duly authorized agent to notify the code official when 
work is ready for inspection. It shall be the duty of the permit hold- 
er to provide access to and means for inspections of such work that 
are required by this code. 


R105.6 Reinspection and testing. Where any work or installation does 
not pass an initial test or inspection, the necessary corrections 
shall be made so as to achieve compliance with this code. The work or 
installation shall then be resubmitted to the code official for in- 
spection and testing. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 
and 34.05 RCW. WSR 13-04-055, § 51-11R-10500, filed 2/1/13, effective 
7/1/13.) 


AMENDATORY SECTION (Amending WSR 16-02-127, filed 1/6/16, effective 
7/1/16) 


WAC 51-11R-10600 Section R106—( (Referenced standards) ) Notice 
of approval. 
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R106.1 Approval. After the prescribed tests and inspections indicate 
that the work complies in all respects with this code, a notice of ap- 
proval shall be issued by the code official. 


R106.2 Revocation. The code official is authorized to, in writing, 
suspend or revoke a notice of approval issued under the provisions of 
this code wherever the certificate is issued in error, or on the basis 
of incorrect information supplied, or where it is determined that the 
building or structure, premise, or portion thereof is in violation of 
any ordinance or regulation or any of the provisions of this code. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 16-02-127, § 51-11R-10600, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-10600, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 13-04-055, filed 2/1/13, effective 
7/1/13) 


WAC 51-11R-10700 Section R107—((Fees)) Validity. 


R107.1 General. If a portion of this code is held to be illegal or 


void, such a decision shall not affect the validity of the remainder 
of this code. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 
and 34.05 RCW. WSR 13-04-055, § 51-11R-10700, filed 2/1/13, effective 
7/1/13.) 
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AMENDATORY SECTION (Amending WSR 16-02-127, filed 1/6/16, effective 
7/1/16) 


WAC 51-11R-10800 Section R108—( (Step-work—eorder)) Referenced 
standards. 


R108.1 Referenced codes and standards. The codes and standards refer- 
enced in this code shall be those listed in Chapter 5, and such codes 
and standards shall be considered as part of the requirements of this 
code to the prescribed extent of each such reference and as further 
regulated in Sections R106.1.1 and R106.1.2. 


R108.1.1 Conflicts. Where differences occur between provisions of this 
code and referenced codes and standards, the provisions of this code 
shall apply. 


R108.1.2 Provisions in referenced codes and standards. Where the ex- 
tent of the reference to a referenced code or standard includes sub- 
ject matter that is within the scope of this code, the provisions of 


this code, as applicable, shall take precedence over the provisions in 
the referenced code or standard. 


R108.2 Application of references. References to chapter or section 
numbers, or to provisions not specifically identified by number, shall 


be construed to refer to such chapter, section, or provision of this 
code. 


R108.3 Other laws. The provisions of this code shall not be deemed to 
nullify any provisions of local, state, or federal law. In addition to 
the requirements of this code, all occupancies shall conform to the 
rovisions included in the state building code (chapter 19.27 RCW). In 


(4) and this code, an earlier named code shall govern over those fol- 
lowing. In the case of conflict between the duct sealing and insula- 
tion requirements of this code and the duct insulation requirements of 
Sections 603 and 604 of the International Mechanical Code, the duct 


insulation reguirements of this code shall govern. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 16-02-127, § 51-11R-10800, filed 1/6/16, effective 
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7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-10800, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 13-04-055, filed 2/1/13, effective 
7/1/13) 


WAC 51-11R-10900 Section R109—((Beoard—ef—appeais)) Stop work 
order. 


R109.1 Authority. Whenever the code official finds any work regulated 
by this code being performed in a manner either contrary to the provi- 
Sions of this code or dangerous or unsafe, the code official is au- 
thorized to issue a stop work order. 


R109.2 Issuance. The stop work order shall be in writing and shall be 
given to the owner of the property involved, or to the owner's author- 
ized agent, or to the person doing the work. Upon issuance of a sto 
work order, the cited work shall immediately cease. The stop work or- 
der shall state the reason for the order, and the conditions under 
which the cited work will be permitted to resume. 


R109.3 Emergencies. Where an emergency exists, the code official shall 
not be required to give a written notice prior to stopping the work. 


R109.4 Failure to comply. Any person who shall continue any work after 
having been served with a stop work order, except such work as that 
person is directed to perform to remove a violation or unsafe condi- 
tion, shall be subject to a fine as set by the applicable governing 
authority. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 
and 34.05 RCW. WSR 13-04-055, § 51-11R-10900, filed 2/1/13, effective 
IALL] 
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AMENDATORY SECTION (Amending WSR 13-04-055, filed 2/1/13, effective 
7/1/13) 


WAC 51-11R-11000 Section R110— ((Viełations)) Means of appeal. 


R110.1 General. In order to hear and decide appeals of orders, deci- 
sions or determinations made by the code official relative to the ap- 
plication and interpretation of this code, there shall be and is here- 
by created a board of appeals. The code official shall be an ex offi- 
cio member of said board but shall have no vote on any matter before 
the board. The board of appeals shall be appointed by the governing 
body and shall hold office at its pleasure. The board shall adopt 
rules of procedure for conducting its business, and shall render all 
decisions and findings in writing to the appellant with a duplicate 
copy to the code official. 


R110.2 Limitations on authority. An application for appeal shall be 
based on a claim that the true intent of this code or the rules legal- 
ly adopted thereunder have been incorrectly interpreted, the provi- 
sions of this code do not fully apply or an equally good or better 
form of construction is proposed. The board shall have no authority to 
waive requirements of this code. 
R110.3 Qualifications. The board of appeals shall consist of members 
who are qualified by experience and training and are not employees of 
the jurisdiction. 


R110.4 Administration. The code official shall take immediate action 
in accordance with the decision of the board. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 
and 34.05 RCW. WSR 13-04-055, § 51-11R-11000, filed 2/1/13, effective 
7/1/13.) 


AMENDATORY SECTION (Amending WSR 13-04-055, filed 2/1/13, effective 
7/1/13) 


WAC 51-11R- 11100 Section RELL (Etab trey) Violations. 

( (Nething—-contained _in_this—_eode—_is—_imtend tobe nex sha Be—eon— 
styeued _te—ereate_or_ form the basis _—_ferany event en the—partof 
any city or county or its _officers,empleoyees—_or—agents _— fer any sassy 
or—damage_ resulting from _the _faitireofabuitcdingteo—econfermte)) I 
shall be unlawful for any person, firm, or corporation to erect or 
construct any building, or remodel or rehabilitate any existing build- 
ing or structure in the state, or allow the same to be done, contrary 
to or in violation of any of the provisions of this code. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 
and 34.05 RCW. WSR 13-04-055, § 51-11R-11100, filed 2/1/13, effective 
7/1/13.) 
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WAC 51-11R-11200 Section R112—Liability. Nothing contained in 
this code is intended to be nor shall be construed to create or form 
the basis for any liability on the part of any city or county or its 
officers, employees, or agents for any injury or damage resulting from 
the failure of a building to conform to the provisions of this code. 


[] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-20201 Section R202.1—A. 
ABOVE-GRADE WALL. A wall enclosing conditioned space that is not a below- 
grade wall. This includes between-floor spandrels, peripheral edges of 
floors, roof and basement knee walls, dormer walls, gable end walls, 
walls enclosing a mansard roof and skylight shafts. 
( (acesse —AdmiHtting—celosce—approach—eas—a rest ef not being—_quarded by 
tecked deoers,—_etevaticon_or ohe ei eetere ee l aeea yeee 
sibte"}—)) access (ro). That which enables a device, appliance, or equip- 
ment to be reached by ready access or by a means that first requires 
the removal or movement of a panel or similar obstruction. 
ADDITION. An extension or increase in the conditioned space floor area, 
number of stories or height of a building or structure. 
ADVANCED FRAMED WALLS. Studs framed on 24-inch centers with double top plate 
and single bottom plate. Corners use two studs or other means of fully 
insulating corners, and one stud is used to support each header. Head- 
ers consist of double 2x material with R-10 insulation between the 
header and exterior sheathing. Interior partition wall/exterior wall 
intersections are fully insulated in the exterior wall. (See Standard 
Framing and Appendix A, of this code.) 
AIR BARRIER. One or more materials joined together in a continuous manner 
to restrict or prevent the passage of air through the building thermal 
envelope and its assemblies. 
( (ATR-IMPERMEABLE INSULATION An insulation that functions _es-an- ete barrier 
material) ) 
ALTERATION. Any construction, retrofit or renovation to an existing struc- 
ture other than repair or addition. Also, a change in a building, 
electrical, gas, mechanical or plumbing system that involves an exten- 
sion, addition or change to the arrangement, type or purpose of the 
original installation. 
APPROVED. Acceptable to the code official. 
APPROVED aGENcy. An established and recognized agency that is regularly en- 
gaged in conducting tests or furnishing inspection services, or fur- 
nishing product certification, where such agency has been approved by 
the code official. 
automatic. Self-acting, operating by its own mechanism when actuated by 
some impersonal influence, as, for example, a change in current 
strength, pressure, temperature or mechanical configuration (see "Man- 
ual"). 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-20201, filed 12/9/19, effective 
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7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-20201, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-20201, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-20203 Section R202.3—C. 
C-FACTOR (THERMAL CONDUCTANCE). The coefficient of heat transmission (surface to 
surface) through a building component or assembly, equal to the time 
rate of heat flow per unit area and the unit temperature difference 
between the warm side and cold side surfaces (Btu/h ft? x °F) [W/ 
(mê x K)]. 
CAVITY INSULATION. Insulating material located between framing members. 
CIRCULATING HOT WATER SYSTEM. A specifically designed water distribution system 
where one or more pumps are operated in the service hot water piping 
to circulate heated water from the water-heating equipment to the fix- 
ture supply and back to the water-heating equipment. 
CLIMATE ZONE. A geographical region based on climatic criteria as speci- 
fied in this code. 
CODE OFFICIAL. The officer or other designated authority charged with the 
administration and enforcement of this code, or a duly authorized rep- 
resentative. 
COMMERCIAL BUILDING. For this code, all buildings that are not included in 
the definition of "Residential buildings." 
CONDITIONED FLOOR AREA. The horizontal projection of the floors associated 
with the conditioned space. 
CONDITIONED SPACE. An area, room or space that is enclosed within the build- 
ing thermal envelope and that is directly or indirectly heated or 
cooled. Spaces are indirectly heated or cooled where they communicate 
through openings with conditioned spaces, where they are separated 
from conditioned spaces by uninsulated walls, floors or ceilings, or 
where they contain uninsulated ducts, piping or other sources of heat- 
ing or cooling. 
CONNECTED THERMOSTAT. An internet enabled device that automatically adjusts 
heating and cooling temperature settings. 
CONTINUOUS AIR BARRIER. A combination of materials and assemblies that re- 
strict or prevent the passage of air through the building thermal en- 
velope. 
CONTINUOUS INSULATION (c.i.). Insulating material that is continuous across all 
structural members without thermal bridges other than fasteners and 
service openings. It is installed on the interior or exterior or is 
integral to any opaque surface of the building envelope. 
CURTAIN WALL. Fenestration products used to create an external nonload- 
bearing wall that is designed to separate the exterior and interior 
environments. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-20203, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-20203, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
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19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-20203, filed 2/1/13, ef- 
fective 7/1/13.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-20204 Section R202.4—D. 
DEMAND RECIRCULATION WATER sysTEM. A water distribution system ( (Havirneg)) where 


one or more ( (¥ee+rerttetion pumps—_that—pump wetter _— from aheated water 


ph eive)) pumps prime the service hot water piping with heated water 
upon demand for hot water. 

DIMMER. A control device that is capable of continuously varying the 
light output and energy use of light sources. 

puct. A tube or conduit utilized for conveying air. The air passages of 
self-contained systems are not to be construed as air ducts. 

puct system. A continuous passageway for the transmission of air that, in 
addition to ducts, includes duct fittings, dampers, plenums, fans and 
accessory air-handling equipment and appliances. 

DUCTLESS MINI-SPLIT HEAT PUMP systeM. A heating and cooling system that is com- 
prised of one or multiple indoor evaporator/air-handling units and an 
outdoor condensing unit that is connected by refrigerant piping and 
electrical wiring. A ductless mini-split system is capable of cooling 
or heating one or more rooms without the use of a central ductwork 
system. 
DWELLING UNIT. A Single unit providing complete independent living facili- 
ties for one or more persons, including permanent provisions for liv- 
ing, sleeping, eating, cooking and sanitation. 
DWELLING UNIT ENCLOSURE AREA. The sum of the area of ceiling, floors, and walls 
separating a dwelling unit's conditioned space from the exterior or 
from adjacent conditioned or unconditioned spaces. Wall height shall 
be measured from the finished floor of the dwelling unit to the under- 
side of the floor above. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-20204, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-20204, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-20206 Section R202.6—F. 
FENESTRATION. Products classified as either vertical fenestration or sky- 
lights. 
VERTICAL FENESTRATION. Windows (fixed or operable), glazed doors, glazed 
block and combination opaque/glazed doors composed of glass or other 
transparent or translucent glazing materials and installed at a slope 


of not less than 60 degrees from horizontal. Opaque areas such as 
spandrel panels are not considered vertical fenestration. 
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[Statutory Authority: RCW 19.27A. 020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-20208, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.270 .045;,. 19.274. 160; 
and 19.27.074. WSR 16-02-127, § S1-11R-20208, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-20208, filed 2/1/13, ef- 
fective 7/1/13.] 
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AMENDATORY SECTION (Amending WSR 20-21-081, filed 10/19/20, effective 
2/1/21) 


WAC 51-11R-20215 Section R202.15—O. 


OCCUPANT SENSOR CONTROL. An automatic control device that detects the presence 
or absence of people within an area and causes lighting, equipment, or 
appliances to be regulated accordingly. 

ON-SITE RENEWABLE ENERGY. Energy from renewabl nergy resources harvested at 
the building site. 

OPAQUE poor. A door that is not less than 50 percent opaque in surface 
area. 


[Statutory Authority: RCW 19.27A.045 and chapter 19.27A RCW. WSR 
20-21-081, § 51-11R-20215, filed 10/19/20, effective 2/1/21. Statutory 
Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chapter 19.27 
RCW. WSR 20-01-047, § 51-11R-20215, filed 12/9/19, effective 7/1/20. 
Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 and 
34.05 RCW. WSR 13-04-055, § 51-11R-20215, filed 2/1/13, effective 

i Alle alee 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-20218 Section R202.18—R. 
( (READEEY -ACCESSEBEE- Capabt o= being ~eached etek fer operation Rew 
aterin etien—witheutreqiiring these to whem read; aceess ts 
¥equisite—te—elimb—over—_o+_remeove_eopstactes—or to resertto—pertabt 
tadde+rs—e+—_aceess—equipmentts NAeeessibte"}—)) ray access (To). That 
which enables a device, appliance, or equipment to be directly reached 
without requiring the removal or movement of any panel or similar ob- 
struction. 
RENEWABLE ENERGY CERTIFICATE (REC). An instrument that represents the environmen- 
tal attributes of one megawatt hour of renewabl nergy; also known as 
an energy attribute certificate (EAC). 
RENEWABLE ENERGY RESOURCES. Energy derived from solar radiation, wind, waves, 
tides, landfill gas, biogas, biomass, or extracted from hot fluid or 
steam heated within the earth. 
REPAIR. The reconstruction or renewal of any part of an existing build- 
ing for the purpose of its maintenance or to correct damage. 
REROOFING. The process of recovering or replacing an existing roof cover- 
ing. See "Roof recover" and "Roof replacement." 
RESIDENTIAL BUILDING. For this code, ((+®elvedes)) the following building 
types are residential buildings: 

1. Detached one- and two-family dwellings ((+)). 

2. Multiple single-family dwellings (townhouses) ((amd)). 


3. Group ((R=2,)) R-3 ((aRd R-4)) occupancy areas in buildings 
three stories or less in height above grade plane ( (;—as—welt as) ) 
whose dwelling units are accessed directly from the exterior. 
4. Accessory structures ((therete)) to residential buildings. 
Group R-2 buildings with dwelling units accessed from interior 
corridors or other interior spaces are not residential buildings. 
ROOF ASSEMBLY. A System designed to provide weather protection and resist- 
ance to design loads. The system consists of a roof covering and roof 
deck or a single component serving as both the roof covering and the 
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roof deck. A roof assembly includes the roof covering, underlayment 
and roof deck, and can also include a thermal barrier, an ignition 
barrier, insulation or a vapor retarder. 
ROOF RECOVER. The process of installing an additional roof covering over a 
prepared existing roof covering without removing the existing roof 
covering. 
ROOF REPAIR. Reconstruction or renewal of any part of an existing roof for 
the purposes of its maintenance. 

ROOF REPLACEMENT. The process of removing the existing roof covering, re- 
pairing any damaged substrate and installing a new roof covering. 
R-VALUE (THERMAL RESISTANCE). The inverse of the time rate of heat flow through 
a body from one of its bounding surfaces to the other surface for a 
unit temperature difference between the two surfaces, under steady 


state conditions, per unit area (h œ ft? e °F/Btu) [(m? °» K)/W]. 
[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-20218, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-20218, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 


19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-20218, filed 2/1/13, ef- 
fective 7/1/13.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 13-04-055, filed 2/1/13, effective 
7/1/13) 


WAC 51-11R-20220 Section R202.20—T. 


THERMAL DISTRIBUTION EFFICIENCY (TDE). The resistance to changes in air heat as air 
is conveyed through a distance of air duct. TDE is a heat loss calcu- 
lation evaluating the difference in the heat of the air between the 
air duct inlet and outlet caused by differences in temperatures be- 
tween the air in the duct and the duct material. TDE is expressed as a 


percent difference between the inlet and outlet heat in the duct. 
THERMAL ISOLATION. Physical and space conditioning separation from condi- 


tioned space(s). The conditioned space(s) shall be controlled as sepa- 
rate zones for heating and cooling or conditioned by separate equip- 
ment. 

THERMOSTAT. An automatic control device used to maintain temperature at a 
fixed or adjustable set point. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 
and 34.05 RCW. WSR 13-04-055, § 51-11R-20220, filed 2/1/13, effective 
7/1/13.) 


AMENDATORY SECTION (Amending WSR 20-21-081, filed 10/19/20, effective 
2/1/21) 


WAC 51-11R-30310 Section R303.1—Identification. 
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R303.1 Identification. Materials, systems and equipment shall be iden- 
tified in a manner that will allow a determination of compliance with 
the applicable provisions of this code. 


R303.1.1 Building thermal envelope insulation. An R-value identifica- 
tion mark shall be applied by the manufacturer to each piece of build- 
ing thermal envelope insulation 12 inches (305 mm) or greater in 
width. Alternately, the insulation installers shall provide a certifi- 
cation listing the type, manufacturer and R-value of insulation in- 
stalled in each element of the building thermal envelope. For blown or 
sprayed insulation (fiberglass and cellulose), the initial installed 
thickness, settled thickness, settled R-value, installed density, cov- 
erage area and number of bags installed shall be listed on the certif- 
ication. For sprayed polyurethane foam (SPF) insulation, the installed 
thickness of the areas covered and R-value of installed thickness 
shall be listed on the certification. For insulated siding, the R-val- 
ue shall be labeled on the product's package and shall be listed on 
the certification. The insulation installer shall sign, date and post 
the certification in a conspicuous location on the job site. 


EXCEPTION: For roof insulation installed above the deck, the R-value shall be labeled as required by the material standards specified in Table 1508.5 
of the International Building Code or Table R906.2 of the International Residential Code. 


R303.1.1.1 Blown or sprayed roof/ceiling insulation. The thickness of 
blown-in or sprayed roof/ceiling insulation (fiberglass or cellulose) 
shall be written in inches (mm) on markers that are installed at least 


one for every 300 square feet (28 m?) throughout the attic space. The 
markers shall be affixed to the trusses or joists and marked with the 
minimum initial installed thickness with numbers a minimum of 1 inch 
(25 mm) in height. Each marker shall face the attic access opening. 
Spray polyurethane foam thickness and installed R-value shall be lis- 
ted on certification provided by the insulation installer. 


R303.1.2 Insulation mark installation. Insulating materials shall be 
installed such that the manufacturer's R-value mark is readily observ- 
able upon inspection. For insulation materials that are installed 
without an observable manufacturer's R-value mark, such as blown or 
draped products, an insulation certificate complying with Section 
R303.1.1 shall be left immediately after installation by the instal- 


ler, in a conspicuous location within the building, to certify the in- 
stalled R-value of the insulation material. 


R303.1.3 Fenestration product rating. U-factors of fenestration prod- 
ucts (windows, doors and skylights) shall be determined in accordance 
with NFRC 100. 

EXCEPTION: Where required, garage door U-factors shall be determined in accordance with either NFRC 100 or ANSI/DASMA 105. 


U-factors shall be determined by an accredited, independent labo- 
ratory, and labeled and certified by the manufacturer. 

Products lacking such a labeled U-factor shall be assigned a de- 
fault U-factor from Table R303.1.3(1), R303.1.3(2) or R303.1.3(4). The 
solar heat gain coefficient (SHGC) and visible transmittance (VT) of 
glazed fenestration products (windows, glazed doors and skylights) 
shall be determined in accordance with NFRC 200 by an accredited, in- 
dependent laboratory, and labeled and certified by the manufacturer. 
Products lacking such a labeled SHGC or VT shall be assigned a default 
SHGC or VT from Table R303.1.3(3). 


EXCEPTIONS: 1. Units without NFRC ratings produced by a small business may be assigned default U-factors from Table R303.1.3(5) for vertical 
fenestration. 
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2. Owner-built, nonoperable wood frame window consisting of a double pane unit with low-e (E = 0.04 or less), 1/2-inch air space with 
argon fill. 


R303.1.4 Insulation product rating. The thermal resistance (R-value) 
of insulation shall be determined in accordance with the U.S. Federal 
Trade Commission R-value rule (C.F.R. Title 16, Part 460) in units of 
h x ft? x °F/Btu at a mean temperature of 75°F (24°C). 


R303.1.4.1 Insulated siding. The thermal resistance (R-value) of insu- 
lated siding shall be determined in accordance with ASTM C1363. In- 
stallation for testing shall be in accordance with the manufacturer's 
installation instructions. 


R303.1.5 Air-impermeable insulation. Insulation having an air permea- 
bility not greater than 0.004 cubic feet per minute per square foot 
(0.002 L/(s x m2) ) under pressure differential of 0.3-inch water gauge 
(75 Pa) when tested in accordance with ASTM E2178 shall be determined 
air-impermeable insulation. 


[Statutory Authority: RCW 19.27A.045 and chapter 19.27A RCW. WSR 
20-21-081, § 51-11R-30310, filed 10/19/20, effective 2/1/21. Statutory 
Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chapter 19.27 
RCW. WSR 20-01-047, § 51-11R-30310, filed 12/9/19, effective 7/1/20. 
Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 16-02-127, § 51-11R-30310, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-30310, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 13-04-055, filed 2/1/13, effective 
7/1/13) 


WAC 51-11R-30330 Section R303.3—Maintenance information. 


R303.3 Maintenance information. Maintenance instructions shall be fur- 
nished for equipment and systems that require preventive maintenance. 
Required regular maintenance actions shall be clearly stated and in- 
corporated on a readily ( (aeecessibte)) visible label. The label shall 
include the title or publication number for the operation and mainte- 
nance manual for that particular model and type of product. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 
and 34.05 RCW. WSR 13-04-055, § 51-11R-30330, filed 2/1/13, effective 
7/1/13.) 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40100 Section R401—General. 


R401.1 Scope. This chapter applies to residential buildings. Group R-2 
occupancy areas with dwelling units accessed from enclosed interior 
corridors or other enclosed interior spaces must comply with the Wash- 
ington State Energy Code (WSEC), Commercial Provisions. Other Group 
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19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40100, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40210 Section R402.1—General. 


R402.1 General. The building thermal envelope shall meet the require- 
ments of Sections R402.1.1 through R402.1.6. 


EXCEPTION: The following buildings, or portions thereof, separated from the remainder of the building by building thermal envelope assemblies 
complying with this code shall be exempt from the building thermal envelope provisions of this code. 
1. Those with a peak design rate of energy usage less than 3.4 Btu/h ft? (10.7 W/m2) or 1.0 watt/ft? of floor area for space conditioning 
purposes. 
2. Those that do not contain conditioned space. 
3. Greenhouses isolated from any conditioned space and not intended for occupancy. 


R402.1.1 Vapor retarder. Wall assemblies in the building thermal enve- 
lope shall comply with the vapor retarder requirements of Section 
R702.7 of the International Residential Code or Section 1405.3 of the 


International Building Code, as applicable. 

R402.1.2 Insulation and fenestration criteria. The building thermal 
envelope shall meet the requirements of Table ((R462-4+-4+)) R402.1.2 
based on the climate zone specified in Chapter 3. Assemblies shall 
have a U-factor equal to or less than that specified in Table 
R402.1.2. Fenestration shall have a U-factor equal to or less than 
specified in Table R402.1.2. 


R402.1.3 R-value alternative. Assemblies with R-value of insulation 


materials equal to or greater than that specified in Table R402.1.3 
shall be an alternative to the U-factor in Table R402.1.2. 


( (R402.4.2)) R402.1.4 R-value computation. ( (isseuteticn #-vatoe—shait 


1 

tetie\en;)) Cavity insulation alone shall be used to determine compli- 
ance with the cavity insulation R-value requirement in Table R402.1.3. 
Where cavity insulation is installed in multiple layers, the R-values 
of the cavity insulation layers shall be summed to ( (e€empute—the—cor- 
respordihhg—omponrcenrt—R-vetee)) determine compliance with the cavity 
insulation R-value requirements. The manufacturer's settled R-value 
shall be used for blown insulation. Continuous insulation (ci) alone 
shall be used to determine compliance with the continuous insulation 
R-value requirements in Table R402.1.3. Where continuous insulation is 
installed in multiple layers, the R-values of the continuous insula- 
tion layers shall be summed to determine compliance with the continu- 


ous insulation R-value requirements. Computed R-values shall not in- 
clude an R-value for other building materials or air films. Where in- 


sulated siding is used for the purpose of complying with the continu- 
ous insulation requirements of Table ((R402.4-4+)) R402.1.3, the manu- 
facturer's labeled R-value for insulated siding shall be reduced by 
R-0.6. 


( (R402.1.3-0-facteralternativeAn—assembiyiwit+h_a_t—fectereqiat te 
1 ; ; “fied in Table R402 1-3 shall j 
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R402.1-4)) R402.1.5 Total UA alternative. If the proposed building 
thermal envelope UA is less than or equal to the target UA, the build- 
ing shall be considered in compliance with Table ((R402.4-4+)) 
R402.1.2. The proposed UA shall be calculated in accordance with Equa- 
tion 2. The target UA shall be calculated in accordance with Equation 
1. U-factors shall be determined as specified in Section ( (R402.4+55) ) 
R402.1.6. In addition to UA compliance, the maximum fenestration U- 
factors of Section R402.5 shall be met. 


( (R402.4-5)) R402.1.6 U-factor reference and calculations. The U-fac- 
tors for typical construction assemblies are included in Appendix A in 
chapter 51-11C WAC. These values shall be used for all calculations. 
Where proposed construction assemblies are not represented in Appendix 
A, values shall be calculated in accordance with the ASHRAE Handbook 
of Fundamentals using the framing factors listed in Appendix A where 
applicable and shall include the thermal bridging effects of framing 
materials. The SHGC requirements shall be met in addition to UA com- 
pliance. 


Fenestration U-factors shall comply with Section R303.1.3, Fenestra- 
tion product rating. 


[Statutory Authority: RCW 19.27A. 020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40210, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 17-10-063, § 51-11R-40210, filed 5/2/17, effective 
6/2/17. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19. a WSR 16-02-127, § 51-11R-40210, filed 176/1 6, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34. 05 RCW. WSR 13-04-055, § 51-11R-40210, filed 2/1/13, ef- 
fective 7/1/13.] 


CORIR 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40211 Table ((R402.1.14)) R402.1.2—Insulation and 
fenestration requirements by component. 


TABLE ((R402-1-1)) R402.1.2 
INSULATION AND FENESTRATION REQUIREMENTS BY COMPONENT? 
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Climate Zone 5-and Marine4 
Fenestration U-Faetor 030 
Skylight Factor 0-50 


Above-Grade Wall C-Factor 0-056 
Floor U-Faetor 0-029 
Slłab-on-GradeF-Facetor 0-54 


an-approved seurce-oras-specified in Section R402+5)) í 
INSULATION MINIMUM R-VALUES AND FENESTRATION REQUIREMENTS BY COMPONENTS? 


Climate Zone 5 and Marine 4 
Fenestration?j U-Factor 0.28 
Skylight? U-Factor 0.50 
Ceiling® R-Value 60 
Wood Frame Wall®! R-Value 20+5 or 13+10 
Floor R-Value 30 
Below-Grade Wall" R-Value 10/15/21 int + 5TB 
Slab%f R-Value and Depth 10, 4 ft. 


1 foot = 304.8 mm, ci = continuous insulation, int = intermediate framing. 


a R-values are minimums. U-factors and SHGC are maximums. When insulation is installed in a cavity which is less than the label or design 
thickness of the insulation, the compressed R-value of the insulation from Appendix Table A101.4 shall not be less than the R-value specified in 
the table. 

b The fenestration U-factor column excludes skylights. 

© "10/15/21+5TB" means R-10 continuous insulation on the exterior of the wall, or R-15 on the continuous insulation on the interior of the wall 
or R-21 cavity insulation plus a thermal break between the slab and the basement wall at the interior of the basement wall. "10/15/21+5TB" 
shall be permitted to be met with R-13 cavity insulation on the interior of the basement wall plus R-5 continuous insulation on the interior or 
exterior of the wall. "TB" means R-5 thermal break between floor slab and basement wall. 

4 R-10 continuous insulation is required under heated slab on grade floors. See Section R402.2.9.1. 

© For single rafter- or joist-vaulted ceilings, the insulation may be reduced to R-38 if the full insulation depth extends over the top plate of the 
exterior wall. 

f R-7.5 continuous insulation installed over an existing slab is deemed to be equivalent to the required perimeter slab insulation when applied to 
existing slabs complying with Section R503.1.1. If foam plastic is used, it shall meet the requirements for thermal barriers protecting foam 
plastics. 

8 For log structures developed in compliance with Standard ICC 400, log walls shall meet the requirements for climate zone 5 of ICC 400. 

h Int. (intermediate framing) denotes framing and insulation as described in Section A103.2.2 including standard framing 16 inches on center 
78 percent of the wall cavity insulated and headers insulated with a minimum of R-10 insulation. 

' The first value is cavity insulation, the second value is continuous insulation. Therefore, as an example "13+10" means R-13 cavity insulation 
plus R-10 continuous insulation. 

JA maximum U-factor of 0.32 shall apply to vertical fenestration products installed in buildings located above 4000 feet in elevation above sea 
level, or in windborne debris regions where protection of openings is required under Section R301.2.1.2 of the International Residential Code. 


[Statutory Authority: RCW 19.27A. 020, 19.27A.045, 19.27A.160 and chap- 


ter 1 


9.27 RCW. WSR 20-01-047, § 51-11R-40213, filed 12/9/19, effective 


7/1/20. Statutory Authority: RCW 19.27A. 020, 19.27A.045, 19.27A.160, 


and 1 


7/1/7 


9.27.074. WSR 16-02-127, § 51-11R-40213, filed 1/6/16, effective 
6. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 


Certified on 8/31/2022 [ 404 ] WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-149 


19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40213, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 


7/1/20) 


WAC 51-11R-40215 Target/Proposed UA equations. 


EQUATION 1 - GROUP R OCCUPANCY 
TARGET UA 


UAT = UwAw + UpcwAsew + UvcAva + UogAoc + UrAr + UncArc + UpAp + FsPs + FggsPgas 


The target combined thermal transmittance of the gross exterior wall, floor and roof/ceiling area. 

The thermal transmittance value of the opaque above grade wall found in Table ((R4024;3)) R402.1.2. 
Opaque above grade wall area. 

The thermal transmittance value of the below grade opaque wall found in Table ((R49243)) R402.1.2. 
Opaque below grade wall area. 

The thermal transmittance value of the fenestration found in Table ((R40243)) R402.1.2. 


(a) The proposed glazing area; where proposed fenestration glazing area is less than 15 percent of the 
conditioned floor area, minus Agg. 


(b) 15 percent of the conditioned floor area; where the proposed fenestration glazing area is 15 percent or 
more of the conditioned floor area, minus Agg. 


The thermal transmittance value of the skylight glazing found in Table ((R492-4+3)) R402.1.2. 


Skylight glazing area (if the proposed Agg exceeds 15 percent, the target Agg shall be 15 percent of the 
total floor area of the conditioned space). 


The thermal transmittance value of the floor found in Table ((R492-43)) R402.1.2. 

Floor area over unconditioned space. 

The thermal transmittance value of the ceiling found in Table ((R402+3)) R402.1.2. 
Roof/ceiling area. 

The thermal transmittance value of the fenestration found in Table ((R4024;3)) R402.1.2. 
Opaque door area. 

Concrete slab on grade component F-factor found in Table ((R40243)) R402.1.2. 

Lineal ft. of concrete slab on grade perimeter. 

Concrete below grade slab component F-factor found in Table ((R4924+3)) R402.1.2. 
Lineal ft. of concrete below grade slab perimeter. 


EQUATION 2 - GROUP R OCCUPANCY 
PROPOSED UA 


UA = UwAw + UggwAsew + UvcAve + UocAog + UrAr + UrcArc + UpAp + FsPs + FagsPses 


The combined thermal transmittance of the gross exterior wall, floor and roof/ceiling assembly area. 
The thermal transmittance of the opaque above grade wall area. 


Opaque above grade wall area. 
The thermal transmittance value of the below grade opaque wall. 
Opaque below grade wall area. 


The thermal transmittance value of the fenestration glazing. 
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Avg = Fenestration glazing area, including windows in exterior doors. 
Uog = The thermal transmittance value of the skylight glazing. 
AoG = Skylight glazing area. 
Ur = The thermal transmittance of the floor. 
AF = Floor area over unconditioned space. 
Ure = The thermal transmittance of the ceiling. 
ARC = Ceiling area. 
Up = The thermal transmittance value of the opaque door area. 
Ap = Opaque door area. 
Fg = Concrete slab on grade component F-factor. 
Ps = Lineal ft. of concrete slab on grade perimeter. 
FBGs = Concrete below grade slab component F-factor. 
PBGs = Lineal ft. of concrete below grade slab perimeter. 
NOTE: Where more than one type of wall, window, roof/ceiling, door and skylight is used, the U and A terms for those items shall be expanded into 


subelements as: 
UwiAwi + Uw2Aw2 + Uw3Aw3 + ...etc. 


NOTE: Below grade walls: The wall is assumed to extend from the slab upward to the top of the mud sill for the distance specified in Table A104.1, 
with 6 inches of concrete wall extending above grade. This will be calculated separately from above grade walls using the wall height that best 
describes the system. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40215, filed 12/9/19, effective 
7/1/20.] 


AMENDATORY SECTION (Amending WSR 20-21-081, filed 10/19/20, effective 
2/1/21) 


WAC 51-11R-40220 Section R402.2—Specific insulation require- 
ments. 


R402.2 Specific insulation requirements. In addition to the require- 
ments of Section R402.1, insulation shall meet the specific require- 
ments of Sections R402.2.1 through R402.2.11. 


R402.2.1 Ceilings with attic spaces. Where Section ((R402.4-4) ) 
R402.1.3 would require ((R=49)) R-60 in the ceiling or attic, instal- 
ling ((R=38)) R-49 over 100 percent of the ceiling area requiring in- 
sulation shall ((be-deemed te)) satisfy the requirement for ((R=-49)) 
R-60 wherever the full height of uncompressed ((R=38)) R-49 insulation 
extends over the wall top plate at the eaves. This reduction shall not 
apply to the ( (G-facter-atiternativeappreach)) insulation and fenes- 
tration criteria in Section ( (R402.4.3)) R402.1.2 and the total UA al- 
ternative in Section ((R402.4.4)) R402.1.5. 


R402.2.1.1 Loose insulation in attic spaces. Open-blown or poured 
loose fill insulation may be used in attic spaces where the slope of 
the ceiling is not more than 3 feet in 12 and there is at least 30 in- 
ches of clear distance from the top of the bottom chord of the truss 
or ceiling joist to the underside of the sheathing at the roof ridge. 


R402.2.2 Reserved. 


R402.2.3 Eave baffle. For air-permeable insulation((s)) in vented at- 
tics, a baffle shall be installed adjacent to soffit and eave vents. 
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Baffles shall maintain ((a#®)) a net fr area opening equal to or 
greater than the size of the vent. The baffle shall extend over the 
top of the attic insulation. The baffle shall be permitted to be any 
solid material. The baffle shall be installed to the outer edge of the 
exterior wall top plate so as to provide maximum space for attic insu- 
lation coverage over the top plate. Where soffit venting is not con- 
tinuous, baffles shall be installed continuously to prevent ventila- 
tion air in the eave soffit from bypassing the baffle. 


R402.2.4 Access hatches and doors. Access hatches and doors from con- 


ditioned spaces to unconditioned spaces ((+@-6&;)) such as attics and 


crawl spaces((}+)) shall be ( (weatherstripped and) ) insulated to ((a 


#444 +nstteti\er)) the same R- Vale Paci BY Table R402. 13 fon the 


wall or ceiling in which they are installed. 
EXCEPTION: Vertical doors ((that-previde)) providing access from conditioned s spaces to unconditioned spaces ((shall be-permitted+e-meet)) that 
comply with the fenestration requirements of Table ((R4024-4+)) R402.1.3. 


R402.2.4.1 Access hatches and door insulation installation and reten- 
tion. Vertical or horizontal access hatches and doors from conditioned 
Spaces to unconditioned spaces such as attics and crawl spaces shall 
be weatherstripped. Access that prevents damaging or compressing the 
insulation shall be provided to all equipment. Where loose fill insu- 
lation is installed, a wood framed or equivalent baffle or retainer, 
or dam shall be installed to prevent the loose-fill insulation from 
spilling into the living spaces, from higher to lower sections of the 
attic and from attics covering conditioned spaces to unconditioned 
spaces. The baffle or retainer shall provide a permanent means of 
maintaining the installed R-value of the loose fill insulation. 


R402.2.5 Mass walls. Mass walls, where used as a component of the 

building thermal envelope ((ef-a—beitidisg)), shall be one of the fol- 

lowing: 
1. ( (Censteuctedef)) Above-grade walls of concrete block, con- 

crete, insulated concrete form, masonry cavity, brick (but not brick 

veneer), adobe, compressed earth block, rammed earth, mass timber, 

( (setid timber)) or solid logs. 
2. Any other wall having a heat capacity greater than or equal to 


6 Btu/ft? x °F (123 kJ/m2 x K). 


R402.2.6 Steel-frame ceilings, walls, and floors. Steel-frame ceil- 
ings, walls, and floors shall comply with the U-factor requirements of 
Table ((R462.4.3)) R402.1.2. 


R402.2.7 Floors. Floor framing cavity insulation shall comply with one 
of the following: 

1. Insulation shall be installed to maintain permanent contact 
with the underside of the subfloor decking in accordance with manufac- 
turer instructions to maintain required R-value or readily fill the 
available cavity space. Insulation supports shall be installed so 
spacing is no more than 24 inches on center. Foundation vents shall be 
placed so that the top of the vent is below the lower surface of the 
floor insulation. 
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RCW. WSR 20-01-047, § 51-11R-40220, filed 12/9/19, effective 7/1/20. 
Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 16-02-127, § 51-11R-40220, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05. RCW. WSR 13-04-055, § 51-11R-40220, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40230 Section R402.3—Fenestration. 


R402.3 Fenestration. In addition to the requirements of Section R402, 
fenestration shall comply with Sections R402.3.1 through R402.3.5. 


R402.3.1 U-factor. An area-weighted average of fenestration products 
shall be permitted to satisfy the U-factor requirements. 


R402.3.2 Glazed fenestration SHGC. An area-weighted average of fenes- 
tration products more than 50 percent glazed shall be permitted to 
satisfy the SHGC requirements. 


R402.3.3 Glazed fenestration exemption. Up to 15 square feet (1.4 mĉ) 


of glazed fenestration per dwelling unit shall be permitted to be ex- 
empt from U-factor and SHGC requirements in Section ((R402.4-4)) 
R402.1.2. This exemption shall not apply to the ( (G@facteratternativ 
approach- Section B402.4.3—-and +the)) total UA alternative in Section 
( (R402.4.4)) R402.1.5. 


R402.3.4 Opaque door exemption. One side-hinged opaque door assembly 
up to 24 square feet (2.22 m*) in area is exempted from the U-factor 
requirement in Section ( (R402.44.4+)) R402.1.2. This exemption shall not 


apply to ( (4he—+—fecteratternative—appreach_in _Seetion BR462-4+43—end) ) 
the total UA alternative in Section ((R462.+-4)) R402.1.5. 


R402.3.5 ((Resexrved—)) Combustion air openings. In Climate Zones 3 
through 8, where open combustion air ducts provide combustion air to 
open combustion, space conditioning fuel burning appliances, the ap- 
pliances and combustion air openings shall be located outside of the 
building thermal envelope, or enclosed in a room isolated from inside 
the thermal envelope. Such rooms shall be sealed and insulated in ac- 
cordance with th nvelope requirements of Table R402.1.3, where the 
walls, floors, and ceilings shall meet the minimum of the below-grade 
wall R-value reguirements. The door into the room shall be fully gas- 
keted and any water lines and ducts in the room insulated in accord- 
ance with Section R403. The combustion air duct shall be insulated 
where it passes through conditioned space to a minimum of R-8. 


EXCEPTIONS: 1. Direct vent appliances with both intake and exhaust pipes installed continuous to the outside. 
2. Fireplaces and stoves complying with Sections R402.3.6 and R1006 of the International Residential Code. 


R402.3.6 Fireplaces. New wood-burning fireplaces shall have tight-fit- 
ting flue dampers or doors, and outdoor combustion air. When using 
tight-fitting doors on factory-built fireplaces listed and labeled in 
accordance with UL 127, the doors shall be tested and listed for the 
fireplace. Where using tight-fitting doors on masonry fireplaces, the 
doors shall be listed and labeled in accordance with UL 907. Gas fire- 


places shall comply with the efficiency requirements in Section 
R403.7.2. 
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[Statutory Authority: RCW 19.27A. 020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40230, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27 2074. WSR 16-02-127, S 51-11R-40230, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40230, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-21-081, filed 10/19/20, effective 
2/1/21) 


WAC 51-11R-40240 Section R402.4—Air leakage. 


R402.4 Air leakage. The building thermal envelope shall be constructed 
to limit air leakage in accordance with the requirements of Sections 
R402.4.1 through ((R402.4-4)) R402.4.5. 


R402.4.1 Building thermal envelope air leakage. The building thermal 
envelope shall comply with Sections R402.4.1.1 ( (and R402-4-4+-2) ) 
through R402.4.1.3. The sealing methods between dissimilar materials 
shall allow for differential expansion and contraction. 


R402.4.1.1 Installation. The components of the building thermal enve- 
lope as listed in Table R402.4.1.1 shall be installed in accordance 
with the manufacturer's instructions and the criteria listed in Table 
R402.4.1.1, as applicable to the method of construction. Where re- 
quired by the code official, an approved third party shall inspect all 
components and verify compliance. 


R402.4.1.2 Testing. The building or dwelling unit shall be tested 


© e= A 
plied by L-5 fect 6mh Where required bythe code offieciatl,—_test- 
ing—shait _—beeenducted _by—an approved third party.)) for air leakage. 


Testing shall be conducted in accordance with RESNET/ICC 380, ASTM 
E779 or ASTM E1827. Test pressure and leakage rate shall comply with 
Section R402.1.3. A written report of the test results, including 
verified location and time stamp of the date of the test, shall be 
Signed by the ( (party-econducting the test)) testing agency and provi- 
ded to the building owner and code official. Testing shall be per- 
formed at any time after creation of all penetrations of the building 
thermal envelope. Once visual inspection has confirmed air sealing 
((tsee)) has been conducted in accordance with Table R402.4.1.1((4)), 
operable windows and doors manufactured by small business ( (shat +e) ) 
are por mieee 4 to be sealed off at the frame prior to the test. 
((BXCEPTION: Ferd i eorsether than-de mily-dwelli 


Testing of single-family dwellings and townhouses shall be con- 
ducted in accordance with RESNET/ICC 380. Test pressure and leakage 
rate shall comply with Section R402.1.3.1. 
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For Group R-2 occupancies, testing shall be conducted in accord- 
ance with ASTM E779, ASTM E1827, or ASTM E3158. Test pressure and 
leakage rate shall comply with Section R402.1.3.2. The individual per- 
forming the air leakage test shall be trained and certified by a cer- 
tification body that is, at the time of permit application, and ISO 
17024 accredited certification body including, but not limited to, the 
Air Barrier Association of America. 


During testing: 
1. Exterior windows and doors, fireplace and stove doors shall be 
closed, but not sealed, beyond the intended weatherstripping or other 
infiltration control measures; 
2. Dampers including exhaust, intake, makeup air, backdraft and 
flue dampers shall be closed, but not sealed beyond intended infiltra- 
tion control measures; 
3. Interior doors, if installed at the time of the test, shall be 
open, access hatches to conditioned crawl spaces and conditioned at- 
tics shall be open; 
4. Exterior or interior terminations for continuous ventilation 
systems and heat recovery ventilators shall be sealed; 
5. Heating and cooling systems, if installed at the time of the 
test, shall be turned off; and 
6. Supply and return registers, if installed at the time of the 
test, shall be fully open. 
EXCEPTION((S)): Vy Additions less than 500 square feet of conditioned floor area. _ i 


( (R402 4-2 Fireplaces New wood-burning- Herepiaces shalt heve tight- 
fitting fluce—dampers_or_doces,—and orutidecrecombusticonai+.when using 
kgh doses—_o4 =aectesy-budi tt fice teees Histecd asd tebetedis 
accordance with Gh +,+he deoes shalt tbe testedand _iisted _fex—h 
fireplace Where reog igh -$i+ ing deess—en asesey fiecptiaeces,;—_=h 
deoces_shaitb isted and lab dn aececedance with GE 907, 
R402.4.2.1 Gas fireplace _efficieney._Ait vented gas _ fireplace heatess 
Fated to ANSt 424.88 shalt be Hstecd and tab a Eh a ephe f- 
fieieney {FE} +atingof 50 percent or greater inr aceordance with CSA 
P41. Vented gas_fireplaces_tdecorative appliances) eertified te Anst 
421+.50—sheatt_e tsted and _tabeted,imetiding—thei+ FE ratings, ihrac- 
cordance with CsA P44-) ) 


R402.4.1.3 Leakage rate. Detached one- and two-family dwellings and 
multiple single-family dwellings (townhouses) shall comply with Sec- 
tion R402.4.1.3.1. Group R-2 multifamily buildings shall comply with 
Section R402.4.1.3.2. 


R402.4.1.3.1 Dwelling unit leakage rate. The maximum air leakage rate 
for any dwelling unit under any compliance path shall not exceed 3.0 
air changes per hour. Testing shall be conducted with a blower door 
test at a test pressure of 0.2 inches w.g. (50 Pa). 


EXCEPTION: Additions tested with the existing home having a combined maximum air leakage rate of 7 air changes per hour. To qualify for this 
exception, the date of construction of the existing dwelling must be prior to the 2009 Washington State Energy Code. 


R402.4.1.3.2 Group R-2 multifamily building leakage rate. For Group 
R-2 multifamily buildings, the maximum leakage rate for any dwelling 
unit shall not exceed 0.25 cfm per square foot of the dwelling unit 
enclosure area. Testing shall be conducted with a blower door at a 
test pressure of 0.2 inches w.q. (50 Pa). Doors and windows of adja- 
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cent dwelling units (including top and bottom units) shall be open to 
the outside during the test. 


R402.4.3 Air leakage of fenestration. Windows, skylights and sliding 
glass doors shall have an air infiltration rate of no more than 0.3 
cfm per square foot (1.5 L/s/m*), and swinging doors no more than 0.5 
cfm per square foot (2.6 L/s/m2), when tested according to NFRC 400 or 
AAMA/WDMA/CSA 101/1.S.2/A440 by an accredited, independent laboratory 
and listed and labeled by the manufacturer. 


EXCEPTIONS: 1. Field-fabricated fenestration products (windows, skylights and doors). 
2. Custom exterior fenestration products manufactured by a small business provided they meet the applicable provisions of Chapter 24 
of the International Building Code. Once visual inspection has confirmed the presence of a gasket, operable windows and doors 
manufactured by small business shall be permitted to be sealed off at the frame prior to the test. 


6-of the International Residential Code. on ; Si : -)) 


R402.4.5 Recessed lighting. Recessed luminaires installed in the 
building thermal envelope shall be Type IC-rated and certified under 
ASTM E283 as having an air leakage rate not more than 2.0 cfm (0.944 
L/s) when tested at a 1.57 psf (75 Pa) pressure differential and shall 
have a label attached showing compliance with this test method. All 
recessed luminaires shall be sealed with a gasket or caulk between the 
housing and the interior wall or ceiling covering. 


R402.4.6 Electrical and communication outlet boxes (air-sealed boxes). 
Electrical and communication outlet boxes installed in the building 
thermal envelope shall be sealed to limit air leakage between condi- 
tioned and unconditioned spaces. Electrical and communication outlet 
boxes shall be tested in accordance with NEMA OS 4, Requirements for 
Air-Sealed Boxes for Electrical and Communication Applications, and 
shall have an air leakage rate of not greater than 2.0 cubic feet per 
minute (0.944 L/s) at a pressure differential of 1.57 psf (75 Pa) 


Electrical and communication outlet boxes shall be marked "NEMA OS 4" 
or "OS 4" in accordance with NEMA OS 4. Electrical and communication 
outlet boxes shall be installed per the manufacturer's instructions 


and with any supplied components required to achieve compliance with 
NEMA OS 4. 


[Statutory Authority: RCW 19.27A.045 and chapter 19.27A RCW. WSR 
20-21-081, § 51-11R-40240, filed 10/19/20, effective 2/1/21. Statutory 
Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chapter 19.27 
RCW. WSR 20-01-047, § 51-11R-40240, filed 12/9/19, effective 7/1/20. 
Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 16-02-127, § 51-11R-40240, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.025, 19.27A.045, 19.27.020, 
and 19.27.074. WSR 14-24-123, § 51-11R-40240, filed 12/3/14, effective 
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19.27A.045 and chapters 


19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40240, filed 2/1/13, ef- 
fective 7/1/13.] 
AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 
WAC 51-11R-40241 Table R402.4.1.1—Air barrier and insulation 
installation. 
TABLE R402.4.1.1 
AIR BARRIER, AIR SEALING AND INSULATION INSTALLATION 
COMPONENT AIR BARRIER CRITERIA((8)) INSULATION CRITERIA(()) 

General requirements A continuous air barrier shall be installed in Air-permeable insulation shall not be used as a 
the building envelope. sealing material. 
((Extertor- thermal envelope contains-a 
centinseus-att barrier )) 

Breaks or joints in the air barrier shall be 
sealed. 

Cavity insulation All cavities in the thermal envelope shall be 

installation filled with insulation. The density of the 

insulation shall be at the manufacturers’ 
product recommendation and said density 
shall be maintained for all volume of each 
cavity. Batt type insulation will show no voids 
or gaps and maintain an even density for the 
entire cavity. Batt insulation shall be installed 
in the recommended cavity depth. Where an 
obstruction in the cavity due to services, 
blocking, bracing or other obstruction exists, 
the batt product will be cut to fit the remaining 
depth of the cavity. Where the batt is cut 
around obstructions, loose fill insulation shall 
be placed to fill any surface or concealed 
voids, and at the manufacturers' specified 
density. Where faced batt is used, the 
installation tabs must be stapled to the face of 
the stud. There shall be no compression to the 
batt at the edges of the cavity due to inset 
stapling installation tabs. 

Insulation that upon installation readily 
conforms to available space shall be installed 
filling the entire cavity and within the 
manufacturers! density recommendation. 

Ceiling/attic The air barrier in any dropped ceiling/soffit The insulation in any dropped ceiling/soffit 
shall be aligned with the insulation and any shall be aligned with the air barrier. 
gaps in the air barrier sealed. 

Access openings, drop down stair or knee wall | Batt insulation installed in attic roof 

doors to unconditioned attic spaces shall be assemblies may be compressed at exterior 

sealed. wall lines to allow for required attic 
ventilation. 

Walls The junction of the foundation and sill plate Cavities within corners and headers of frame 
shall be sealed. The junction of the top plate walls shall be insulated by completely filling 
and top of exterior walls shall be sealed. Knee | the cavity with a material having a thermal 
walls shall be sealed. resistance of R-3 per inch minimum. 

Exterior thermal envelope insulation for 
framed walls shall be installed in substantial 
contact and continuous alignment with the air 
barrier. 
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COMPONENT 


AIR BARRIER CRITERIA(()) 


INSULATION CRITERIA((8)) 


Windows, skylights 
and doors 


The space between window/door jambs and 
framing and skylights and framing shall be 
sealed. 


Rim joists 


Floors (including 
above garage and 
cantilevered floors) 


Rim joists shall include ((#he)) an exterior air 
barrier. 


The junctions of the rim board to the sill plate 
and the rim board and the subfloor shall be air 
sealed. 


The air barrier shall be installed at any 
exposed edge of insulation. 


Rim joists shall be insulated so that the 
insulation maintains permanent contact with 


the exterior rim board?, 


Floor framing cavity insulation shall be 
installed to maintain permanent contact with 
the underside of subfloor decking or floor 
framing cavity insulation shall be permitted to 
be in contact with the topside of sheathing or 
continuous insulation installed on the 
underside of floor framing and extend from 
the bottom to the top of all perimeter floor 
framing members. 


Basement, crawl space 
(@waHs)), and slab 
foundations 


Exposed earth in unvented crawl spaces shall 
be covered with a Class I, black vapor retarder 
with overlapping joints taped. 


Penetrations through concrete foundation 
walls and slabs shall be air sealed. 


Class I vapor retarders shall not be used as an 


(Wher ‘dedi TEN T PEPEE EA 


erawispace-wals-)) Crawl space insulation, 


where provided instead of floor insulation, 
shall be installed in accordance with Section 


R402.2.10. 


Conditioned basement foundation wall 
insulation shall be installed in accordance with 
Section R402.2.8.1. 


Slab on grade floor insulation shall be 


air barrier on below-grade walls and shall be 
installed in accordance with Section R702.7 of 


installed in accordance with Section 
R402.2.10. 


the International Residential Code. 


Shafts, penetrations 


Duct ((shaftsitiity-penetrations,)) and flue 
shafts ((epening)) to exterior or unconditioned 
space shall be air sealed. 


Utility penetrations of the air barrier shall be 
caulked, gasketed, or otherwise sealed and 
shall allow for expansion and contraction of 
materials and mechanical vibration. 


Insulation shall be fitted tightly around 
utilities passing through shafts and 
penetrations in the building thermal envelope 
to maintain required R-value. 


Narrow cavities 


Garage separation 


Narrow cavities, of an inch or less, not able to 
be insulated, shall be air sealed. 


Air sealing shall be provided between the 
garage and conditioned spaces. 


Batts in narrow cavities shall be cut to fit and 
installed to the correct density without any 
voids or gaps or compression, or narrow 
cavities shall be filled by insulation that on 
installation readily conforms to the available 
cavity space. 


Insulated portions of the garage separation 
assembly shall be installed in accordance with 
Sections R303 and R402.2.8. 


Recessed lighting Recessed light fixtures installed in the Recessed light fixtures installed in the 
building thermal envelope shall be air sealed building thermal envelope shall be air tight 
(( )) in accordance with and IC rated and shall be buried or surrounded 
Section R402.4.5. with insulation. 
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COMPONENT AIR BARRIER CRITERIA((8)) INSULATION CRITERIA(()) 
Plumbing ((a#d)), All holes created by wiring, plumbing, or Batt insulation shall be cut neatly to fit around 
wiring, or other other obstructions in the air barrier assembly wiring and plumbing in exterior walls. There 
obstructions shall be air sealed. shall be no voids or gaps or compression 


where cut to fit. Insulation that on installation 
readily conforms to available space shall 
extend behind piping and wiring. Insulation 
shall be installed to fill the available space and 
surround wiring, plumbing, or other 
obstructions, unless the required R-value can 
be met by installing insulation and air barrier 
systems completely to the exterior side of the 
obstructions. 


Shower/tub on exterior 
wall 


Electrical/phone box 
on exterior wall 


The air barrier installed at exterior walls 
adjacent to showers and tubs shall separate the 
wall from the showers and tubs. 


The air barrier shall be installed behind 
electrical or communication boxes or air 
sealed boxes shall be installed. 


Exterior walls adjacent to showers and tubs 
shall be insulated. 


HVAC register boots HVAC supply and return register boots shall 
be sealed to the subfloor, wall covering or 
ceiling penetrated by the boot. 

Concealed sprinklers When required to be sealed, concealed fire 


sprinklers shall only be sealed in a manner 
that is recommended by the manufacturer. 
Caulking or other adhesive sealants shall not 
be used to fill voids between fire sprinkler 


cover plates and walls or ceilings. 


IC = insulation contact. 


a Tn addition, inspection of log walls shall be in accordance with the provisions of ICC-400. 
? Insulation installed in unconditioned/ventilated attic spaces is not required to be enclosed within an air barrier assembly. 


[Statutory Authority: RCW 19.27A. 020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40241, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-40241, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40241, filed 2/1/13, ef- 
fective 7/1/13.] 

AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 


7/1/20) 


WAC 51-11R-40250 


and SHGC. 


R402.5 Maximum fenestration U-factor. 


Th 


Section R402.5—Maximum fenestration U-factor 


maxi- 


area-weighted averag 


mum fenestration U-factor permitted using tradeoffs from Section 


( (R402.+-4) ) 


and 0.75 for skylights. 


R402.1.5 or R405 shall be 0.48 for vertical fenestration, 


EXCEPTION: Tee maximum U-factor and solar heat gain coefficient (SHGC) for fenestration shall not be required in storm shelters complying with 

ICC 500. 
[Statutory Authority: RCW 19.27A. 020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40250, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-40250, filed 1/6/16, effective 
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7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40250, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 22-13-100, filed 6/14/22, effective 
7/15/22) 


WAC 51-11R-40310 Section R403.1—Controls. 


R403.1 Controls. ( (At—+east)) Not less than one thermostat shall be 
provided for each separate heating and cooling system. 


R403.1.1 Programmable or connected thermostat. Where the primary heat- 
ing system is a forced-air furnace, at least one thermostat per dwell- 
ing unit shall be Energy Star certified and capable of controlling the 
heating and cooling system on a daily schedule to maintain different 
temperature set points at different times of the day and different 
days of the week. The thermostat shall allow for, at a minimum, a 5-2 
programmable schedule (weekdays/weekends) and be capable of providing 
at least two programmable setback/setup periods per day. This thermo- 
stat shall include the capability to set back, set up or temporarily 
operate the system to maintain zone temperatures down to 55°F (13°C) 
or up to 85°F (29°C). The thermostat shall ((4m+tiabty)) be programmed 
initially by the manufacturer with a heating temperature set point 
( (ne-Righer)) of not greater than 70°F (21°C) and a cooling tempera- 
ture set point ((aAe—tewer)) of not less than 78°F (26°C). The thermo- 
stat and/or control system shall have an adjustable deadband of not 
less than 10°F. 


EXCEPTIONS: 1. Systems controlled by an occupant sensor that is capable of shutting the system off when no occupant is sensed for a period of up to 
30 minutes. 
2. Systems controlled solely by a manually operated timer capable of operating the system for no more than two hours. 
3. Ductless mini-split heat pump systems that have an integral proprietary thermostat. 


R403.1.2 Heat pump supplementary heat. Unitary air cooled heat pumps 
shall include controls that minimize supplemental heat usage during 
start-up, set-up, and defrost conditions. These controls shall antici- 
pate need for heat and use compression heating as the first stage of 
heat. Controls shall indicate when supplemental heating is being used 
through visual means (e.g., LED indicators). Heat pumps equipped with 
supplementary heaters shall be installed with controls that prevent 
supplemental heater operation above 40°F. At final inspection the aux- 
iliary heat lock out control shall be set to 35°F or less. 


R403.1.3 Continuously burning pilot lights. The natural gas systems 
and equipment listed below are not permitted to be equipped with con- 
tinuously burning pilot lights. 

1. Fan-type central furnaces. 

2. Household cooking appliances. 


EXCEPTION: Household cooking appliances without electrical supply voltage connections and in which each pilot light consumes less than 150 
Btu/hr. 


3. Pool heaters. 
4. Spa heaters. 
5. ( (Beginning September 1,_2022,)) Fireplaces. 
EXCEPTION: Any fireplace with on-demand, intermittent or interrupted ignition (as defined in ANSI Z21.20) is not considered continuous. 


[Statutory Authority: RCW 19.27A.045 and 19.27A.020. WSR 22-13-100, § 
51-11R-40310, filed 6/14/22, effective 7/15/22. Statutory Authority: 
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RCW 19.27A.020, 19.27A.045, 19.27A.160 and chapter 19.27 RCW. WSR 
20-01-047, § 51-11R-40310, filed 12/9/19, effective 7/1/20. Statutory 
Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 19.27.074. WSR 
16-02-127, § 51-11R-40310, filed 1/6/16, effective 7/1/16. Statutory 
Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 and 34.05 
RCW. WSR 13-04-055, § 51-11R-40310, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 16-02-127, filed 1/6/16, effective 
7/1/16) 


WAC 51-11R-40315 Section R403.2—Hot water boiler. 
RAV: 2 a water bailar P E compe ature 1e tPack)] reset. 


temperotere-)) The manufacturer Shalt pont quire each gas, oil, and 


electric boiler (other than a boiler equipped with a tankless domestic 
water heating coil) with an automatic means of adjusting the water 
temperature supplied by the boiler to ensure incremental change of the 


inferred heat load will cause an incremental change in the temperature 
of the water supplied by the boiler. This can be accomplished with 
outdoor reset, indoor reset, or water temperature sensing. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 16-02-127, § 51-11R-40315, filed 1/6/16, effective 
7/1/16.] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40320 Section R403.3—Ducts. 


R403.3 Ducts. Ducts and air handlers shall be installed in accordance 
with Sections R403.3.1 through R403.3.7. 


R403.3.1 (Gnoulakion Buets—ovutside the bu tding thermat envetep 
shad tasuteat Rea eee 6S R98 Bets a ed et ore rete stas 
o*x—in_the—ground eee Seas atecd Heo Re sa tees designed 
£obe—used below gerade) ) Ducts located outside conditioned space. Sup- 
ply and return ducts located outside conditioned space shall be insu- 
lated to and R-value of not less than R-8 for ducts 3 inches (76 mm) 
in diameter and larger and not less than R-6 for ducts smaller than 3 
inches (76 mm) in diameter. Ducts buried beneath a building shall be 
insulated as required per this section or have an equivalent thermal 
distribution efficiency. Ducts within a concrete slab or in the ground 
shall be insulated to R-10 with insulation designed to be used below 
grade. Underground ducts utilizing the thermal distribution efficiency 
method shall be listed and labeled to indicate the R-value equivalen- 
cy. 
((EXCEPTION: 


UE Bei 
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to be consid- 


ered as being located inside a conditioned space, 


such ducts shall 


comply with the following: 


1. Al 


duct sys 


tems shall be located completely wi 


thin the con- 


tinuous air barrier and within the building thermal envelope. 


Lie 


Al] 


heating, 


cooling, and ventilation system componen 


ts shall 


be instal 


led inside 


the conditioned space including, bu 


not limited 


tO; 


forced air ducts, 


hydronic piping, hydronic 


floor heating loops, 


convectors 


and radia 


tors. 


Combustion equipment shall be direc 


vent or 


sealed combustion. 


ote 


For forced air ducts, 


a maximum of 10 linear feet of re 


turn 


ducts and 5 linear fee 


t of supply ducts is permitted to be loca 


ted 


outside the conditioned space, 


provided they ar 


insulated to a mini- 


mum of R-8. 


Boles 


Metal 


lic duc 


ts 


located outside the conditioned space must 


have both transverse and 


longitudinal join 


ts sealed with mastic. 


I2 


If flex du 


cts are used, 


they cannot contain splices. 


Flex 


duct conne 


ctions mus 


t be made with nylon straps 


and installed using a 


plastic strapping tensioning tool. 


4. Ductwork in floor cavities located over unconditioned space 
shall comply with all of the following: 

4.1. A continuous air barrier installed between unconditioned 
space and the duct. 

4.2. Insulation installed in accordance with Section R402.2.7. 

4.3. A minimum R-19 insulation installed in the cavity width sep- 
arating the duct from unconditioned space. 

5. Ductwork located within exterior walls of the building thermal 


envelope shall comply with 


the following: 


5.1. A continuous air barrier installed between unconditioned 
space and the duct. 

5.2. A minimum R-10 insulation installed in the cavity width sep- 
arating the duct from unconditioned space. 

5.3. The remainder of the cavity insulation shall be fully insu- 
lated to the drywall side. 


R403.3.3 Ducts buried within ceiling insulation. Where supply and re- 


turn air du 


cts are p 


artially or complete] 


y buried in 


ceiling insula- 


tion, such 


ducts sha 


ll comply with al 


l of the following: 


T 


The supply and return ducts shall 


have an in 


sulation R-value 


not less 


th 


an R-8. 


2. A 


all point 


s along each duct, 


the sum of th 


e ceiling insula- 


tion R-val 


ue agains 


t and above the top of the duct, 


and against and 


below the 


bottom of 


the duct, shall be not less 


than R-19, excluding 


the R-val 


ue of the duct insulation. 


EXCEPTION: 


Sections of the supply duct that are less than 3 feet (914 mm) from the supply outlet shall not be required to comply with these 


requirements. 


R403.3.3.1 Effective R-value of deeply buried ducts. 


Where using a si- 


mulated en 


ergy perfo 


rmance analysis, 


sections of ducts tha 


t are: In- 


stalled in 


accordanc 


e with Section R403.3.3; 


located direct 


within 5.5 


inches (1 


40 mm) of the ceiling; 


ly on, or 


surrounded with blown-in 


attic insu 


lation having an R-value of R-30 or greater and located such 


that the top of the duct is no 


less than 3.5 inches 


(89 mm) below the 


top of the 


insulatio 


n, Shall be 


considered as having an effective duct 


insulation 


R-value o 


Ee R2 D~ 
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R403.3.4 Sealing. Ducts, air handlers, and filter boxes shall be 
sealed. Joints and seams shall comply with either the International 
Mechanical Code or International Residential Code, as applicable. 


EXCEPTIONS: 1. Air-impermeable spray foam products shall be permitted to be applied without additional joint seals. 
2. For ducts having a static pressure classification of less than 2 inches of water column (500 Pa), additional closure systems shall not be 
required for continuously welded joints and seams, and locking-type joints and seams of other than the snap-lock and button-lock types. 


( (R403.3.2.4)) R403.3.4.1 Sealed air handler and location. Air han- 

dlers shall have a manufacturer's designation for an air leakage of no 
more than 2 percent of the design air flow rate when tested in accord- 
ance with ASHRAE 193. Air handlers shall be located in the conditioned 


space. 
( (R403.3-—3)) R403.3.5 Duct testing. Ducts shall be leak tested in ac- 


cordance with WSU RS-33, using the maximum duct leakage rates speci- 
fied. 


EXCEPTION((S)) 


2)) duct air leakage test shall Tot be required for ducts serving ((heat-or enersy-recovery_ventilators)) ventilation systems that are not 
integrated with the ducts serving heating or cooling systems. 
A written report of the results shall be signed by the party con- 
ducting the test and provided to the code official. 


( (R403.3—4)) R403.3.6 Duct leakage. The total leakage of the ducts, 
where measured in accordance with Section R403.3.3, shall be as fol- 
lows: 


1. Rough-in test: Total leakage shall be less than or equal to 
((4)) 4.0 cfm (113.3 L/min) per 100 square feet (9.29 m?) of condi- 
tioned floor area when tested at a pressure differential of 0.1 inches 
w.g. (25 Pa) across the system, including the manufacturer's air han- 


dler enclosure. All registers shall be taped or otherwise sealed dur- 
ing the test. If the air handler is not installed at the time of the 
test, total leakage shall be less than or equal to ((3)) 3.0 cfm (85 
L/min) per 100 square feet (9.29 m?) of conditioned floor area. 

2. Postconstruction test: Leakage to outdoors shall be less than 


or equal to ((4)) 4.0 cfm (113.3 L/min) per 100 square feet (9.29 m2) 
of conditioned floor area or total leakage shall be less than or equal 
to ((4)) 4.0 cfm (113.3 L/min) per 100 square feet (9.29 m?) of condi- 
tioned floor area when tested at a pressure differential of 0.1 inches 
w.g. (25 Pa) across the entire system, including the manufacturer's 
air handler enclosure. All register boots shall be taped or otherwise 
sealed during the test. 
3. Test for ducts within thermal envelope: Where all ducts and 
air handlers are located entirely within the building thermal enve- 
lope, total leakage shall be less than or equal to 8.0 cubic feet per 


minute (226.6 L/min) per 100 square feet (9.29 m2) of conditioned 


floor area. For forced air ducts, a maximum of 10 linear feet of re- 


turn ducts and 5 linear feet of supply ducts may be located outside 
the conditioned space. All metallic ducts located outside the condi- 


tioned space must have both transverse and longitudinal joints sealed 


with mastic. If flex ducts are used, they cannot contain splices. Flex 


duct connections must be made with nylon straps and installed using a 
plastic strapping tensioning tool. Ducts located in crawl spaces do 
not qualify for this exception. 
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( (R4033-5)) R403.3.7 Building cavities. Building framing cavities 
shall not be used as ducts or plenums. Installation of ducts in exte- 


rior walls, floors or ceilings shall not displace required envelop 
insulation. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40320, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 17-10-063, 8 51-11R-40320, filed 5/2/17, effective 
6/2/17. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-40320, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05. RCW. WSR 13-04-055, § 51-11R-40320, filed 2/1/13, ef- 
fective 7/1/13.] 
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AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40330 Section R403.4—Mechanical system piping insu- 
lation. 


R403.4 Mechanical system piping insulation. Mechanical system piping 
capable of carrying fluids above 105°F (41°C) or below 55°F (13°C) 
shall be insulated to a minimum of R-6. 


EXCEPTION: Up to 200 feet of hydronic system piping installed within the conditioned space may be insulated with a minimum of 1/2-inch insulation 
with a k value of 0.28. 


R403.4.1 Protection of piping insulation. Piping insulation, including 
termination ends, exposed to weather shall be protected from damage, 
including that caused by sunlight, moisture, ( (eq¢+emen+ maintenance) ) 
physical damage, and wind, and shall provide shielding from solar ra- 
diation that can cause degradation of the material. Protection shall 
be removable for th xposed length or no less than six inches from 
the equipment for maintenance. Adhesive tape shall not be permitted. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40330, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-40330, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40330, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40340 Section R403.5—Service hot water systems. 


R403.5 Service hot water systems. Energy conservation measures for 


service hot water systems shall be in accordance with ( (Sectierns 
R4903-5.4+ +hroevugh R403-5-5)) this section. Service water-heating equip- 
ment shall meet the r quir ments of DOE 10 C.F.R. Part 430 Uniform En- 


ergy Factor or the equipment shall meet the requirements of Section 
C404.2. 


R403.5.1 Heated water circulation and temperature maintenance systems. 
Heated water circulation systems shall be in accordance with Section 
R403.5.1.1. Heat trace temperature maintenance systems shall be in ac- 


cordance with Section R403.5.1.2. Automatic controls, temperature sen- 
sors and pumps shall be ((aceessibte)) in a location with access. Man- 
ual controls shall be ( (¥*¥eadit;eceessibte)) in a location with ready 
access. 

R403.5.1.1 Circulation systems. Heated water circulation systems shall 


be provided with a circulation pump. The system return pipe shall be a 
dedicated return pipe ((ex*x—-a—-ceid-wet suppispipe)). Gravity and 
thermo-syphon circulation systems ((shait+be)) are prohibited. Con- 
trols ( (fe*"-Gireuleting hot wa herpes — ssa start the—pump 

hlen E eet eon 6 fa doenancd er $et ates ed e 6 ett 
paney.—_Fre_-eontrois—shatit)) automatically turn off the circulation 
pump when the water in the circulation loop is at the desired tempera- 
ture and when there is no demand for hot water. 


ne 
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R403.5.1.1.1 Demand recirculation water systems serving an individual 
dwelling unit. Demand recirculation water systems shall have controls 
that start the pump upon receiving a signal from the action of a user 
of a fixture or appliance, sensing the presence of a user of a fixture 
or sensing the flow of hot or tempered water to a fixture fitting or 
appliance. 


R403.5.1.2 Heat trace systems. Electric heat trace systems shall com- 
ply with IEEE 515.1 or UL 515. Controls for such systems shall auto- 

matically adjust the energy input to the heat tracing to maintain the 
desired water temperature in the piping in accordance with the times 

when heated water is used in the occupancy. 


2.—_Fhe_eontrots—_shatttinst_thetemperatureeof+the—weterentering 
the—eeid wetter piping te netgreater than 04°F (49°¢}—) ) Water volume 


determination. The volume shall be the sum of the internal volumes of 
pipe, fittings, valves, meters, and manifolds between the nearest 
source of heated water and the termination of the fixture supply pipe. 
Water heaters, circulating water systems, and heat trace temperature 
maintenance systems shall be considered to be sources of heated water. 
The volume in the piping shall be determined from Table C404.3.1 in 
the Washington State Energy Code, Commercial Provisions or Table 
L502.7 of the Uniform Plumbing Code. The volume contained within fix- 
ture shutoff valves, within flexible water supply connectors to a fix- 
ture fitting and within a fixture fitting shall not be included in the 
water volume determination. Where heated water is supplied by a recir- 
culating system or heat-traced piping, the volume shall include the 
portion of the fitting on the branch pipe that supplies water to the 
fixture. 


R403.5.3 Hot water pipe insulation. Insulation for service hot water 
pipe, both within and outside the conditioned space, shall have a min- 
imum thermal resistance (R-value) of R-3. 


EXCEPTION: Pipe insulation is permitted to be discontinuous where it passes through studs, joists or other structural members and where the insulated 
pipes pass other piping, conduit or vents, provided the insulation is installed tight to each obstruction. 


R403.5.4 Drain water heat recovery units. Drain water heat recovery 
units shall comply with CSA 55.2 or IAPMO PS 92. Drain water heat re- 
covery units shall be in accordance with CSA 55.1 or IAPMO IGC 
346-2017. 


R403.5.5 Water heater installation location. Service hot water systems 
shall be installed within the building thermal envelope. 
EXCEPTION: Where the hot water system efficiency is greater than or equal to 2.0 UEF. 


R403.5.6 Electric water heater insulation. All electric water heaters 
in unconditioned spaces, or on concrete floors in conditioned spaces, 
shall be placed on an insulated surface with a minimum thermal resist- 
ance of R-10, and a minimum compressive strength of 40 psi or engi- 
neered to support the appliance. 
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R403.5.7 Heat pump water heating. Service hot water in one- and two- 
family dwellings and multiple single-family dwellings (townhouses) 
shall be provided by a heat pump system. The heat pump water heating 
system shall be sized to provide 100 percent of peak hot water demand. 
Where the heat pump is located in unconditioned space, the heat pump 
water heating system shall be sized to provide 100 percent of peak hot 
water demand at an entering source dry bulb (or wet bulb if rated for 
wet bulb temperatures) air temperature of 40°F (4°C). 


EXCEPTIONS: 1. Resistance heating elements integrated into heat pump equipment. 
2. Electric water heaters with a rated water storage volume of no greater than 20 gallons. 
3. Dwelling units with no more than 1,000 square feet of conditioned floor area. 
4. Supplementary water heating systems in accordance with Section R403.5.7.1, provided the system capacity does not exceed the 
capacity of the heat pump water heating system. 
5. Solar water heating systems. 
6. Waste heat and energy recovery systems. 
7. Heat trace freeze protection systems. 
8. Snow and ice melt systems. 


R403.5.7.1 Supplementary heat for heat pump water heating systems. 
Heat pumps used for water heating and having supplementary water hea 
ing equipment shall have controls that limit supplementary water hea 
ing equipment operation to only those times when one of the following 
applies: 
1. The heat pump water heater cannot meet hot water demand. 
2. For heat pumps located in unconditioned space, the outside air 
temperature is below 40°F (4°C). 
3. The heat pump is operating in defrost mode. 
4. The vapor compression cycle malfunctions or loses power. 


ct ict 


EXCEPTION: Heat trace temperature maintenance systems, provided the system capacity does not exceed the capacity of the heat pump water heating 
system. 


[Statutory Authority: RCW 19.27A. 020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40340, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-40340, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.025, 19.27A.045, 19.27.020, 
and 19.27.074. WSR 14-24-053, § 51-11R-40340, filed 11/25/14, effec- 
tive 5/1/15. Statutory Authority: RCW 19.27A.025, 19.27A.045, and 
19.27.074. WSR 13-20-121, § 51-11R-40340, filed 10/1/13, effect ive 
11/1/13. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40340, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40350 Section R403.6—Mechanical ventilation. 


R403.6 Mechanical ventilation. The buildings complying with Section 
R402.4.1 shall be provided with mechanical ventilation that meets the 
requirements of Section M1505 in the International Residential Code or 
Section 403 in the International Mechanical Code, as applicable, or 
with other approved means of ventilation. Outdoor air intakes and ex- 
hausts shall have automatic or gravity dampers that close when the 
ventilation system is not operating. 


R403.6.1 Whole-house mechanical ventilation system fan efficacy. Me- 
chanical ventilation system fans shall meet the efficacy requirements 
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of Table R403.6.1 at one or more rating points. Fans shall be tested 


in accordance with HVI 916 and listed. The airflow shall be reported 
in the product listing or on the label. Fan efficacy shall be reported 
in the product listing or shall be derived from the input power and 
airflow values reported in the product listing on the label. Fan effi- 
cacy for fully ducted HRV, ERV, balanced, and in-line fans shall be 
determined at a static pressure of not less than 0.2 inch w.c. (49.85 
Pa). Fan efficacy for ducted range hoods, bathroom and utility room 


fans shall be determined at a static pressure of not less than 0.1 
inch w.c. (24.91 Pa). 
((EXCEPTION: ee ee eee 
shall be powered -by-an electronically_commutated moter. 
R403.6.2 Testing. Mechanical ventilation systems shall be tested and 
verified to provide the minimum ventilation flow rates reguired by 
Section R403.6. Testing shall be performed according to the ventila- 


tion equipment manufacturer's instructions, or by using a flow hood or 
box, flow grid, or other airflow measuring device at the mechanical 
ventilation fan's inlet terminals or grilles, outlet terminals or 


grilles, or in the connected ventilation ducts. Where required by the 
code official, testing shall be conducted by an approved third party. 
A written report of the results of the test shall be signed by the 
party conducting the test and provided to the code official. 


EXCEPTION: Kitchen range hoods that are ducted to the outside with 6-inch (152 mm) or larger duct and not more than one 90-degree (1.57 rad) 
elbow or equivalent in the duct run. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40350, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-40350, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40350, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-21-081, filed 10/19/20, effective 
2/1/21) 


WAC 51-11R-40351 Table R403.6.1—Mechanical ventilation system 
fan efficacy. 


TABLE R403.6.1 
WHOLE HOUSE MECHANICAL VENTILATION SYSTEM FAN EFFICA- 
cy? 


Air Flow Rate Minimum Efficacy 
System Type (cfm) (cfm/watt) 
Any 


HRV, ERV or 1.2 
balanced 
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Air Flow Rate Minimum Efficacy 
System Type (cfm) (cfm/watt) 
Range hoods Any 2.8 
In-line supply or Any 3.8 
exhaust fan 
Other exhaust fan <90 2.8 
Other exhaust fan >90 3.5 


For SI: 1 cfm = 28.3 L/min. 


a. (When testedin-accordance-with HV Standard-916.)) Design outdoor 
or exhausted airflow rates/watt of fan used. 


[Statutory Authority: RCW 19.27A.045 and chapter 19.27A RCW. WSR 
20-21-081, § 51-11R-40351, filed 10/19/20, effective 2/1/21. Statutory 
Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chapter 19.27 
RCW. WSR 20-01-047, § 51-11R-40351, filed 12/9/19, effective 7/1/20. 
Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 16-02-127, § 51-11R-40351, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40351, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-21-081, filed 10/19/20, effective 
2/1/21) 


WAC 51-11R-40360 Section R403.7—Equipment sizing. 


R403.7 Equipment sizing and efficiency rating. Heating and cooling 
equipment shall be sized in accordance with ACCA Manual S based on 
building loads calculated in accordance with ACCA Manual J or other 
approved heating and cooling calculation methodologies. The output ca- 
pacity of heating and cooling equipment shall not be greater than that 
of the smallest available equipment size that exceeds the loads calcu- 
lated, including allowable oversizing limits. Equipment shall meet the 


minimum federal efficiency standards as referenced in Tables 
C403.3.2(1), C403.3.2(2), C403.3.2(3), C403.3.2(4), C403.3.2(5), 
C403.3.2(6), C403.3.2(7), C403.3.2(8) and C403.3.2(9) and tested and 
rated in accordance with the applicable test procedure. 


EXCEPTION: Fotalinstalled heating capacity of 2 kW per dwelling unit of less.)) 


R403.7.1 Gas fireplace efficiency. All vented gas fireplace heaters 
rated to ANSI 221.88 shall be listed and labeled with a fireplace ef- 
ficienc FE) rating of 50 percent or greater in accordance with CSA 


P.4.1. Vented gas fireplaces (decorative appliances) certified to ANSI 


Z21.50 shall be listed and labeled, including their FE ratings, in ac- 
cordance with CSA P.4.1. 


[Statutory Authority: RCW 19.27A.045 and chapter 19.27A RCW. WSR 
20-21-081, § 51-11R-40360, filed 10/19/20, effective 2/1/21. Statutory 
Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chapter 19.27 
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RCW. WSR 20-01-047, § 51-11R-40360, filed 12/9/19, effective 7/1/20. 
Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 16-02-127, § 51-11R-40360, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40360, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40390 Section R403.10—Pool and spa energy consump- 
tion. 


R403.10 ((Pool—and-permanent—spa)) Energy consumption of pools and 
spas. The energy consumption of oo and permanent spas shall ( (com— 


phy owt) ) be controlled by th quirements in Sections R403.10. 
through R403.10.4.2. 


R403.10.1 Heaters. The electric power to heaters shall be controlled 
by ((a*ead+t, eeeessibte)) an on-off switch that is an integral part 
of the heater mounted on the exterior of the heater in a location with 
ready access, or external to and within 3 feet (914 mm) of the heater. 
Operation of such switch shall not change the settings of the heater 

thermostat. Such switches shall be in addition to a circuit breaker 

for the power to the heater. 


R403.10.2 Time switches. Time switches or other control method that 
can automatically turn off and on heaters and pump motors according to 
a preset schedule shall be installed for heaters and pump motors. 
Heaters and pump motors that have built in time switches shall be 
deemed in compliance with this requirement. 


EXCEPTIONS: 1. Where public health standards require 24-hour pump operation. 
2. Pumps that operate solar- and waste-heat-recovery pool heating systems. 


R403.10.3 Covers. Outdoor heated pools and outdoor permanent spas 
shall be provided with a vapor-retardant cover, or other approved va- 
por retardant means. 


EXCEPTION: Where more than 75 percent of the energy for heating, computed over an operating season of not ((less)) fewer than three calendar 
months, is from a heat pump or on-site renewable energy system, covers or other vapor-retardant means shall not be required. 


R403.10.4 Residential pool pumps. Pool pump motors may not be split- 
phase or capacitor start-induction run type. 


R403.10.4.1 Two-speed capability. 

1. Pump motors: Pool pump motors with a capacity of 1 hp or more 
shall have the capability of operating at two or more speeds with low 
speed having a rotation rate that is no more than one-half of the mo- 
tor's maximum rotation rate. 

2. Pump controls: Pool pump motor controls shall have the capa- 
bility of operating the pool pump with at least two speeds. The de- 
fault circulation speed shall be the lowest speed, with a high speed 
override capability being for a temporary period not to exceed one 
normal cycle. 


R403.10.4.2 Pump operation. Circulating water systems shall be con- 
trolled so that the circulation pump(s) can be conveniently turned 
off, automatically or manually, when the water system is not in opera- 
tion. 
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[Statutory Authority: RCW 19.27A. 020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40390, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, S 51-11R-40390, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40390, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40391 Section R403.10—Other pools and spas. 
R403.11 Portable spas. The energy consumption of electric-powered 


portable spas shall be controlled by the requirements of APSP-14. 
R403. 12 pee reenete pools ane permanent residential Spas, ( (Res+ecen— 


heuseheoted andits—_guests)) The Geroy Conc anpE oÀ F resraential swim- 
min ools and rmanent residential spas shall be controlled in ac- 


cordance with the requirements of APSP-15. 


[Statutory Authority: RCW 19.27A. 020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40391, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-40391, filed 1/6/16, effective 
TALA EG] 


NEW SECTION 


WAC 51-11R-40392 Section R403.13—Heat pump space heating. 


R403.13 Heat pump space heating. Space heating shall be provided by a 
heat pump system. 


EXEMPTIONS: 1. Detached one- and two-family dwellings and multiple-single family dwellings (townhouses up to three stories in height above grade 
having an installed HVAC heating capacity no greater than 1.5 watts of electric resistance heating per square foot of dwelling unit 
conditioned floor area, or up to 500 watts, whichever is greater. 

2. Group R-2 dwelling or sleeping units having an installed HVAC heating capacity no greater than 750 watts in Climate Zone 4, and 
1,000 watts in Climate Zone 5, in any separate habitable room with exterior fenestration are permitted to be heated using electric 
resistance appliances. Four buildings in location with exterior design conditions below 4°F (-15.6°C), an additional 250 watts above that 
allowed for Climate Zone 5 is permitted. 

2.1. A room within a dwelling or sleeping unit that has two primary walls facing different cardinal directions, each with exterior 
fenestration, is permitted to have an installed HVAC heating capacity no greater than 1,000 watts in Climate Zone 4, and 1,300 watts in 
Climate Zone 5. Bay windows and other minor offsets are not considered primary walls. For buildings in location with exterior design 
conditions below 4°F (-15.6°C), an additional 250 watts above that allowed for Climate Zone 5 is permitted. 

3. Resistance heating elements integrated into heat pump equipment. 

4. Solar thermal systems. 

5. Waste heat, radiant heat exchanger, and energy recovery systems. 

6. Supplementary heat in accordance with Section R403.1.2. 

7. Where there is no electric utility service available at the building site. 

8. Heating systems that rely primarily on biomass are allowed in Climate Zone 5. 
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AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40410 Section R404.1—Lighting equipment. 


R404.1 Lighting equipment. ( (Net—tess—than—_90 pereent_o£ tamps—_®) ) 
All permanently installed lighting fixtures, excluding kitchen appli- 
ance lighting fixtures, shall ((be)) contain only high-efficacy 
((temps)) lighting sources. 


R404.1.1 Exterior lighting. Connected exterior lighting for residen- 
tial buildings shall comply with Section C405.5. 


EXCEPTION: Solar-powered lamps not connected to any electrical service. 


((R404.14.4)) R404.1.2 Fuel gas lighting equipment. Fuel gas lighting 
systems shall not have continuously burning pilot lights. 


R404.2 Interior lighting controls. Permanently installed interior 
lighting fixtures shall be controlled with either a dimmer, an occu- 
pant sensor control, or other control that is installed or built into 
the fixture. 


EXCEPTION: Lighting controls shall not be required for the following: 
1. Bathrooms; 


2. Hallways; 
3. Lighting designed for safety or security. 


R404.3 Exterior lighting controls. Where the total permanently instal- 
led exterior lighting power is greater than 30 watts, the permanently 
installed exterior lighting shall comply with the following: 

1. Lighting shall be controlled by a manual on and off switch 
which permits automatic shut-off actions. 

EXCEPTION: Lighting serving multiple dwelling units. 


2. Lighting shall be automatically shut off when daylight is 
present and satisfies the lighting needs. 

3. Controls that override automatic shut-off actions shall not be 
allowed unless the override automatically returns automatic control to 
its normal operation within 24 hours. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40410, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-40410, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40410, filed 2/1/13, ef- 


fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 13-04-055, filed 2/1/13, effective 
7/1/13) 


WAC 51-11R-40500 Section R405—( (Simulated perfermance—aiterna— 
tive—(Perfermance))) Total building performance. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 
and 34.05 RCW. WSR 13-04-055, § 51-11R-40500, filed 2/1/13, effective 
TAM EZ] 
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AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40510 Section R405.1—Scope. 


R405.1 Scope. This section establishes criteria for compliance using 
( (SHutetec-ernersy)) total building performance analysis. Such analy- 
sis shall include heating, cooling, mechanical ventilation, and serv- 
ice water heating energy only. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40510, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40510, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 22-10-094, filed 5/3/22, effective 
6/3/22) 


WAC 51-11R-40520 Section R405 .2— ( (Mandatory requirements)) Per- 


formance based compliance. 


R405.2 (Mandatory requirements) ) Performance based compliance. Com- 


pliance ( (with +his—secticon recuires—compitiance with these S etiens 
shoewn—in_Fabte 8465.2. Ait supp end +eturn ducts net _ecomptetetyin- 
Side—_the $uiteing_thermaternretepe shalt be jrstleated too a amo £ 
R-8)) based on total building performance requires the following: 


1. The requirements of the sections indicated within Table 
R405.2(1). 
2. For structures less than 1,500 square feet of conditioned 
floor area, the annual carbon emissions shall be less than or equal to 
64 percent of the annual carbon emissions of the standard reference 
design. 

3. For structures 1,500 to 5,000 Square feet of conditioned floor 
area, the annual carbon emissions shall be no more than 47 percent of 
the standard reference design. 
4. For structures over 5,000 square feet of conditioned floor 
area, the annual carbon emissions shall be no more than 41 percent of 
the standard reference design. 
5. For structures serving Group R-2 occupancies, the annual car- 
bon emissions shall be less than or equal to 6l percent of the annual 
energy consumption of the standard reference design. See Section 
R401.1 and residential building in Section R202 for Group R-2 scope. 

Carbon emissions for both the standard reference design and the 
proposed design shall be calculated using Table R405.2(2). Energy use 
derived from simulation analysis shall be expressed in pounds of car- 
bon per square foot of conditioned floor area. 


TABLE R405.2(1) 
MANDATORY COMPLIANCE MEASURES FOR ( ( 
)) TOTAL BUILDING PERFORMANCE 


Section? Title Comments 
General 
R401.3 Certificate 
Envelope 
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Section? Title Comments 

R402.1.1 Vapor retarder 

R402.2.3 Eave baffle 

R402.2.4.1 Access hatches and 

doors 

R402.2.10.1 | Crawlspace wall 

insulation installations 

R402.4 Air leakage 

R402.5 Maximum fenestration 

U-factor 
Systems 

R403.1 Controls 

(R4032 Heat-pump-supplementat 

heat 

R403-3-2 Sealing 

R493.34+ Insulation 

R40333 Duettesting 

R493.34 Duetteakage 

R40335 Buildine cavities)) 

R403.3 Ducts Except for 
R403.3.2 
and 
R403.3.3 

R403.4 Mechanical system 

piping insulation 

R403.5.1 Heated water circulation 

and temperature 
maintenance system 

R403.5.3 Drain water heat 

recovery units 

R403.5.7 Heat pump water 

heating 

R403.6 Mechanical ventilation 

R403.7 Equipment sizing and 

efficiency rating 

R403.8 Systems serving 

multiple dwelling units 

R403.9 Snow melt system 

controls 

R403.10 ((Pectend permanent 

Energy consumption of 
pools and spas 

R403.11 Portable spas 

R403.12 Residential pools and 

permanent residential 

spas 
R403.13 Heat pump space 

heating 

Electrical Power and Lighting 
R404.1 Lighting equipment 
(R4044-4 | Lighting equipment)) 
[ 430 ] 
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Section? Title Comments 
R404.2 ((Eleetriereadiness)) 
Interior lighting controls 
((Other Requirements 
R406 iditional 
efficiency 
requirements)) 


a Reference to a code section includes all the relative subsections except 


~ as indicated in the table. 


TABLE R405.2 (2) 


CARBON EMISSIONS FACTORS 


COve 
Type (b/unit) Unit 
Electricity 0.44 kWh 
Natural gas 11.7 Therm 
Oil 19.2 Gallon 
Propane 10.5 Gallon 
Other? 195.00 mmBtu 
On-site renewable energy 0.00 


a District energy systems may use alternative emission factors supported 


~ by calculations approved by the code official. 


WSR 22-17-149 


[Statutory Authority: RCW 19.27A.045 and chapter 19.27A RCW. WSR 
22-10-094, § 51-11R-40520, filed 5/3/22, effective, 6/3/22. Statutory 
Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chapter 19.27 
RCW. WSR 20-01-047, § 51-11R-40520, filed 12/9/19, effective 7/1/20. 
Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 and 
34.05 RCW. WSR 13-04-055, § 51-11R-40520, filed 2/1/13, effective 


PLAS ES z] 


AMENDATORY SECTION (Amending WSR 20-21-081, filed 10/19/20, effective 
ey pile 218) 
WAC 51-11R-40530 Section R405.3—( (Perfermanece—based—eompii— 
anece)) Documentation. 
( (R405-3 Ferformance banen- compirande- Comptiance based on _simitated 
ero pes formance regres =hat a escpesed cesidence tprepesed de= 
sign}— be—shewn to hayce an annua} ernergyeconsumptieon based on—earben 
missiens—ef the fuets—and energy uscir the prepesed buitding._Carbeon 
rissiess— for beth he stonde e erer e design asd he p+spesed de- 
sign—shalt be eaterlatedusingFabte PMH- Energy tasederived from 
simuteticon_anatiysis—shait +b pressed if sousds—_e=_ea+bor per sous 
foot of conditioned fleerarea—as_ feltews: 
j._Pes—_s$desees tess sean 1360 sousee feet es ees fiesed 
fleer—area,—_the—annuat ecarbon—emissions—_shalit +b ssh eor eqe 
73 pereent of the annta earbon_emissiens_of the star e-reference 
designe 
2. Fer stevetures 1,560 te 5,000 square _—=feeteofeeonditicned fleece 
arca, theannta _earben_emissions_shalt be re mere than 56 pereentof 
the—standard—reference— designa 
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R405.3 Documentation. Documentation of the software used for the per- 
formance design and the parameters for the building shall be in ac- 
cordance with Sections R405.3.1 through R405.3.3. 


R405.3.1 Compliance software tools. Documentation verifying that the 
methods and accuracy of the compliance software tools conform to the 
provisions of this section shall be provided to the code official. 


R405.3.2 Compliance report. Compliance software tools shall generate a 
report that documents that the proposed design complies with Section 
R405.2. 
A compliance report on the proposed design shall be submitted 
with the application for the building permit. Upon completion of the 
building, a confirmed compliance report based upon the confirmed con- 
dition of the building shall be submitted to the code official before 
a certificate of occupancy is issued. 

Compliance reports shall include information in accordance with 
Sections R405.3.2.1 and R405.3.2.2. 


R405.3.2.1 Compliance report for permit application. A compliance re- 
port submitted with the application for building permit shall include 
all of the following: 

1. Building street address, or other building site identifica- 


tion. 
2. The name, organization, and contact information of the indi- 
vidual performing the analysis and generating the compliance report. 

3. The name and version of the compliance software tool. 

4. Documentation of all inputs entered into the software used to 
produce the results for the reference design and/or the rated home. 

5. A certificate indicating that the proposed design complied 
with Section R405.2. The certificate shall document the building com- 
ponents' energy specifications that are included in the calculation 
including: Component-level insulation R-values or U-factors; duct sys- 
tem and building envelope air leakage testing assumptions; and the 
type and rated efficiencies of proposed heating, cooling, mechanical 
ventilation, and service water-heating equipment to be installed. If 
on-site renewabl nergy systems will be installed, the certificate 
shall report the type and production size of the proposed system. Ad- 
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ditional documentation reporting estimated annual energy production 


sh 


all be provided. 


oe 


When a site-specific report is not generated, 


the proposed de- 


sign shall be based on the worst-case orientation and configuration of 


the rated h 


ome. 


R405.3.2.2 Compliance report for certificate of occupancy. A compli- 


ance report 


submitted for 


obtaining the certificate of occupancy shall 


include all 


of 


the 


following: 


1. Bui 


lding st 


treet address, 


or other building site identifica- 


tion. 


2. 


Decl 


ara 


tion of the total building performance path on the 


ti- 


le page of 


the energy report and the title page of the building 


plans. 
3. 


A statement bearing 


the name of the individual performing the 


analysis and generating the report, 


along with their organization and 


contact inf 


orma 


tion, 


indicating 


that the as-build building complies 


with Sectio 


n R4 


052 


4. The 


n 


ame and version of 


the compliance software tool. 


5a 


A site-specific en 


ergy analysis report that is in compliance 


with Sectio 


n R4 


O52. 


6. Af 


inal 


confirmed 


certificate indicating compliance based on 


inspection, 


and 


a statemen 


t indicating that the confirmed rated design 


of the buil 


t 


home comp 


lies 


with Section R405.2. The certificate shall 


report the 


en 


ergy 


features 


that were confirmed to be in the home, in- 


cluding 


component 


level 


in 


sulation R-values or U-factors; results from 


an 


y required duct 


system and b 


ilding envelope air leakage testing; 


and the 


type and rated 


efficien 


cies of the heating, cooling, mechani- 


cal ventila 


tion 


and servic 


water-heating equipment installed. 


Z 


7. 


Where on-sit 


te renewable 


energy systems have been installed, 


the certifi 


cate shall report th 


e type and production size of the in- 


stalled sys 


tem. Additional docu 


mentation reporting estimated annual 


en 


ergy product 


tion shall be provided. 


[Statutory 
20-21-081, 
Authority: 


RCW. WSR 20 


Statutory Aut 


19.27.074. 
7/1/16. Sta 
19.27 and 3 


fective 7/1/13.] 


AMENDATORY SECTION 


Authority: RCW 19.27A.045 and chapter 19.27A RCW. WSR 

§ 51-11R-40530, filed 10/19/20, effective 2/1/21. Statutory 

RCW 19.27A.020, 19.27A.045, 19.27A.160 and chapter 19.27 

-01-047, § 51-11R-40530, filed 12/9/19, effective 7/1/20. 
thority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 

WSR 16-02-127, § 51-11R-40530, filed 1/6/16, effective 

tutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 

4.05 RCW. WSR 13-04-055, § 51-11R-40530, filed 2/1/13, ef- 

(Amending WSR 16-02-127, filed 1/6/16, effective 


7/1/16) 


WAC 51-11R-40540 
procedure. 


Section R405.4—((Beeumentation)) Calculation 
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R405.4 Calculation procedure. Calculations of the performance design 


shall be in accordance with Sections R405.4.1 and R405.4.2. 


R405.4.1 General. Except as specified by this section, the standard 
reference design and proposed design shall be configured and analyzed 
using identical methods and techniques. 

R405.4.2 Residence specifications. The standard reference design and 
proposed design shall be configured and analyzed as specified by Table 
R405.4.2(1). Table R405.4.2(1) shall include by reference all notes 
contained in Table R402.1.3. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 16-02-127, § 51-11R-40540, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40540, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 13-04-055, filed 2/1/13, effective 
7/1/13) 


WAC 51-11R-40550 ( (Seetion-R405-5—Caleulation procedure-)) Re- 
served. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 
and 34.05 RCW. WSR 13-04-055, § 51-11R-40550, filed 2/1/13, effective 
IPLA EZS] 


AMENDATORY SECTION (Amending WSR 20-21-081, filed 10/19/20, effective 
2/1/21) 


WAC 51-11R-40551 Table ((R405-5-24})) R405.4.2(1)—Specifica- 


tions for the standard reference and proposed designs. 
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SPECIFICATIONS FOR THE STANDARD REFERENCE AND PROPOSED DESIGNS 


BUILDING 
COMPONENT STANDARD REFERENCE DESIGN PROPOSED DESIGN 
Above-grade walls Type: Mass wall if proposed wall is mass; otherwise wood As proposed 
frame. As proposed 
Gross area: Same as proposed As proposed 
U-factor: From Table ((R492+3)) R402.1.2 As proposed 
Solar absorptance = 0.75 As proposed 
Emittance = 0.90 
Below-grade walls Type: Same as proposed As proposed 
Gross area: Same as proposed As proposed 
U-factor: From Table ((R402+3)) R402.1.2, with insulation | As proposed 
layer on interior side of walls. 
Above-grade floors Type: Wood frame As proposed 
Gross area: Same as proposed As proposed 
U-factor: From Table ((R4924+;3)) R402.1.2 As proposed 
Ceilings Type: Wood frame As proposed 
Gross area: Same as proposed As proposed 
U-factor: From Table ((R4924+;3)) R402.1.2 As proposed 
Roofs Type: Composition shingle on wood sheathing As proposed 
Gross area: Same as proposed As proposed 
Solar absorptance = 0.75 As proposed 
Emittance = 0.90 As proposed 
Attics Type: Vented with aperture = 1 ft? per 300 ft? ceiling area As proposed 
Foundations Type: Same as proposed foundation wall area above and As proposed 
below-grade 
Soil characteristics: Same as proposed. As proposed 
Opaque doors Area: 40 ft2 As proposed 
Orientation: North As proposed 
U-factor: Same as fenestration from Table ((R4624+3)) As proposed 
R402.1.2. 
Vertical fenestration other | Total areał = As proposed 
than opaque doors? (a) The proposed glazing area; where proposed glazing area 
is less than 15% of the conditioned floor area. 
(b) 15% of the conditioned floor area; where the proposed 
glazing area is 15% or more of the conditioned floor area. 
Orientation: Equally distributed to four cardinal compass As proposed 
orientations 
N, E, S & W). 
U-factor: From Table ((R402+3)) R402.1.2 As proposed 
SHGC: From Table R402.1.1 except that for climates with As proposed 


no requirement (NR) SHGC = 0.40 shall be used. 


Interior shade fraction: 0.92 - (0.21 x SHGC for the standard 


0.92 - (0.21 x SHGC as 


reference design) proposed) 
External shading: None As proposed 
Skylights None As proposed 


Air exchange rate 


Air leakage rate of 5 air changes per hour at a pressure of 0.2 
inches w.g. (50 Pa). The mechanical ventilation rate shall be 
in addition to the air leakage rate and the same as in the 
proposed design, but no greater than 0.01 x CFA +7.5 x 

(N. brt 1) 

where: 

CFA = conditioned floor area 

Npr = number of bedrooms 

- The mechanical ventilation system type shall be the same 
as in the proposed design. Energy recovery shall not be 
assumed for mechanical ventilation. 


As proposed*. The 
mechanical ventilation rate? 
shall be in addition to the air 
leakage rate and shall be as 
proposed. 


Certified on 8/31/2022 [ 436 ] WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 


WSR 22-17-149 


BUILDING 
COMPONENT STANDARD REFERENCE DESIGN PROPOSED DESIGN 
Mechanical ventilation None, except where mechanical ventilation is specified by As proposed 


the proposed design, in which case: 

Annual vent fan energy use: 

kWh/yr = (leg) x (0.0876 x CFA + 65.7 x (Np, + 1) 

where: 

er = the minimum ((exhaust)) fan efficacy from Table 
R403.6.1 corresponding to the system type at a flow rate of 
0.01 x CFA + 7.5 x (Np, + 1) 

CFA = conditioned floor area 

Npr = number of bedrooms 


Internal gains 


IGain = 17,900 + 23.8 x CFA + 4104 x Np, (Btu/day per 
dwelling unit) 


Same as standard reference 
design 


Internal mass 


An internal mass for furniture and contents of 8 pounds per 
square foot of floor area. 


Same as standard reference 
design, plus any additional 
mass specifically designed as 
a thermal storage element® 


but not integral to the 
building envelope or 
structure. 
Structural mass For masonry floor slabs, 80% of floor area covered by R-2 As proposed 
carpet and pad, and 20% of floor directly exposed to room 
air. 
For masonry basement walls, as proposed, but with As proposed 
insulation required by Table ((R40243)) R402.1.2 located 
on the interior side of the walls. 
For other walls, for ceilings, floors, and interior walls, wood | As proposed 
frame construction. 
Heating systems% € ((CWhere-the-proposed-designutiizes-electric-heating-without | As proposed 
a-heatpump)) The standard reference design shall be an air 
source heat pump meeting the requirements of Section C403 
of the WSEC—Commercial Provisions. 
((For-al ether-systems,the-same system type-as proposed, 
and-the-same-system efficiency required by prevating 
Capacity: Sized in accordance with Section R403.6 
Cooling systems% f Same system type as proposed. Same system efficiency as As proposed 
required by prevailing minimum federal standard. 
Capacity: Sized in accordance with Section R403.6. 
Service water ((Same-systemtype-as-proposed-Same-systemefficieneyas | As proposed 
heating’ © £ g required-byprevaHing minimum federal standard ((galday—30+40-M))) 
: ; Use, in units of gal/day = 
The standard reference design shall be a heat pump water 25.5 + (8.5 x Nn) x (1 - 
heating meeting the standards for Tier 1 of NEEA's HWDS 
Advanced Water Heating Specifications. Where: 
Use, in units of gal/day = 25.5 + (8.5 x Np) Where Np, = N= number of bedrooms 
number of bedrooms HWDS = factor for the 
compactness of the hot water 
distribution system 
Compactness 
ratio! factor 
1 2or HWDS 
more 
story | stories 
>60% | >30% 0 
>30% | >15% to 0.05 
to <30% 
<60% 
>15% | >7.5% 0.10 
to to <15% 
£30% 
<15% | 275% | 015 
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BUILDING 
COMPONENT STANDARD REFERENCE DESIGN PROPOSED DESIGN 
Thermal distribution Duct insulation: From Section R403.3.3. Duct insulation: As 
systems Duct location: Same as proposed design. proposed. , 
A thermal distribution system efficiency (DSE) of 0.93 shall Duct location: As proposed. 
be applied to both the heating and cooling system As specified in Table 
efficiencies for all systems. R405.5.2(2). 
Exception: For nonducted heating and cooling 
systems that do not have a fan, the standard 
reference design distribution system efficiency 
( DSE) shall be 1. 
Thermostat Type: Manual, cooling temperature setpoint = 75°F; Same as standard reference 
Heating temperature setpoint = 72°F 


For SI: 1 square foot = 0.93 m?, 1 British thermal unit = 1055 J, 1 pound per square foot = 4.88 kg/m?, 1 gallon (U.S.) = 3.785 L, °C = (°F-3)/1.8, 1 


degree = 0.79 rad 


Where required by the code official, testing shall be conducted by an approved party. Hourly calculations as specified in the ASHRAE Handbook of 
Fundamentals, or the equivalent, shall be used to determine the energy loads resulting from infiltration. 

The combined air exchange rate for infiltration and mechanical ventilation shall be determined in accordance with Equation 43 of 2001 ASHRAE 
Handbook of Fundamentals, page 26.24 and the "Whole-house Ventilation" provisions of 2001 ASHRAE Handbook of Fundamentals, page 26.19 for 
intermittent mechanical ventilation. 

Thermal storage element shall mean a component not part of the floors, walls or ceilings that is part of a passive solar system, and that provides thermal 
storage such as enclosed water columns, rock beds, or phase-change containers. A thermal storage element must be in the same room as fenestration that 
faces within 15 degrees (0.26 rad) of true south, or must be connected to such a room with pipes or ducts that allow the element to be actively charged. 
For a proposed design with multiple heating, cooling or water heating systems using different fuel types, the applicable standard reference design system 
capacities and fuel types shall be weighted in accordance with their respective loads as calculated by accepted engineering practice for each equipment 
and fuel type present. 

For a proposed design without a proposed heating system, a heating system with the prevailing federal minimum efficiency shall be assumed for both the 
standard reference design and proposed design. 

For a proposed design home without a proposed cooling system, an electric air conditioner with the prevailing federal minimum efficiency shall be 
assumed for both the standard reference design and the proposed design. 

For a proposed design with a nonstorage-type water heater, a 40-gallon storage-type water heater with the prevailing federal minimum energy factor for 
the same fuel as the predominant heating fuel type shall be assumed. For the case of a proposed design without a proposed water heater, a 40-gallon 
storage-type water heater with the prevailing federal minimum efficiency for the same fuel as the predominant heating fuel type shall be assumed for both 
the proposed design and standard reference design. 

For residences with conditioned basements, R-2 and R-4 residences and townhouses, the following formula shall be used to determine fenestration area: 


AF =A,x FAX F 


Where: 
AF = Total fenestration area. 
A, = Standard reference design total fenestration area. 
FA = (Above-grade thermal boundary gross wall area)/(above-grade boundary wall area + 0.5 x below-grade boundary wall area). 
F = _ (Above-grade thermal boundary wall area)/(above-grade thermal boundary wall area + common wall area) or 0.56, whichever is 
greater. 
and where: 


Thermal boundary wall is any wall that separates conditioned space from unconditioned space or ambient conditions. 


Above-grade thermal boundary wall is any thermal boundary wall component not in contact with soil. 


Below-grade boundary wall is any thermal boundary wall in soil contact. 


Common wall area is the area of walls shared with an adjoining dwelling unit. 


L and CFA are in the same units. 


[S 
20 
Au 
RC 
st 


Ce 


The factor for the compactness of the hot water distribution system is the ratio of the area of the rectangle that bounds the source of hot water and the 
fixtures that it serves (the "hot water rectangle") divided by the floor area of the dwelling. 

1. Sources of hot water include water heaters, or in multifamily buildings with central water heating systems, circulation loops, or electric heat traced 
pipes. 

2. The hot water rectangle shall include the source of hot water and the points of termination of all hot water fixture supply piping. 

3. The hot water rectangle shall be shown on the floor plans and the area shall be computed to the nearest square foot. 

4. Where there is more than one water heater and each water heater serves different plumbing fixtures and appliances, it is permissible to establish a 
separate hot water rectangle for each hot water distribution system and add the area of these rectangles together to determine the compactness ratio. 
5. The basement or attic shall be counted as a story when it contains the water heater. 

6. Compliance shall be demonstrated by providing a drawing on the plans that shows the hot water distribution system rectangle(s), comparing the area of 
the rectangle(s) to the area of the dwelling and identifying the appropriate compactness ratio and HWDS factor. 


tatutory Authority: RCW 19.27A.045 and chapter 19.27A RCW. WSR 
-21-081, § 51-11R-40551, filed 10/19/20, effective 2/1/21. Statutory 
thority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chapter 19.27 

W. WSR 20-01-047, § 51-11R-40551, filed 12/9/19, effective 7/1/20. 
atutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 
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Washington State Register, 


] § 51-11R-40551, 
7/1/16. Statutory Authority: RCW 19.27A.020, 


19.27.074. WSR 16-02-127, 


Issue 22-17 


filed 1/6/16, 


WSR 22-17-149 


effective 


19.27A.045 and chapters 


19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40551, filed 2/1/13, ef- 
fective 7/1/13.] 
AMENDATORY SECTION (Amending WSR 16-02-127, filed 1/6/16, effective 
7/1/16) 

WAC 51-11R-40552 Table ( (R405.5.2(2})) R405.4.2(2)—Default dis- 


tribution system efficiencies for proposed designs. 


TABLE ((R405-5.2(2))) R402.4.2(2) 
DEFAULT DISTRIBUTION SYSTEM EFFICIENCIES FOR PROPOSED 
DESIGNS? 
DISTRIBUTION SYSTEM 
CONFIGURATION AND DISTRIBUTION SYSTEM 
CONDITION EFFICIENCY 

Distribution system components 0.88 
located in unconditioned space 
Distribution systems entirely 0.93 
located in conditioned space” 
Zonal systems°® 1.00 


For SI: 1 cubic foot per minute = 0.47 L/s, 1 square foot = 0.093m2, 1 
pound per square inch = 6895 Pa, 1 inch water gauge = 1250 Pa. 
aà Values given by this table are for distribution systems, which 
must still meet all prescriptive requirements for duct and pipe 
system insulation and leakage. 

> Entire system in conditioned space shall mean that no 
component of the distribution system, including the air-handler 
unit, is located outside of the conditioned space. All components 
must be located on the interior side of the thermal envelope 
(inside the insulation) and also inside of the air barrier. 
Refrigerant compressors and piping are allowed to be located 
outside. 

€ Zonal systems are systems where the heat source is located 
within each room. Systems shall be allowed to have forced 
airflow across a coil but shall not have any ducted airflow 
external to the manufacturer's air-handler enclosure. Hydronic 
systems do not qualify. 


[Statutory Authority: RCW 19.27A.020, 
19.27.074. WSR 16-02-127, § 51-11R-40552, 
7/1/16. Statutory Authority: RCW 19.27A.020, 


19.27A.045, 19.27A.160, and 
filed 1/6/16, effective 
19.27A.045 and chapters 


19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40552, filed 2/1/13, ef- 
fective 7/1/13.] 
AMENDATORY SECTION (Amending WSR 13-04-055, filed 2/1/13, effective 


PLAZAS) 


WAC 51-11R-40560 
tools. 


( (R405-6) ) R405.5 Calculation software tools. 


Section ((R405-6)) R405.5—Calculation software 


Calculation software, 


where used, shall be in accordance with Sections ((R405.46-4+)) R405.5.1 
through ( (R405-6-3)) R405.5.3. 


( (R4905-6-4)) R405.5.1 Minimum capabilities. Calculation procedures 
used to comply with this section shall be software tools capable of 
calculating the annual energy consumption of all building elements 
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that differ between the standard reference design and the proposed de- 
sign and shall include the following capabilities: 

1. Calculation of whole-building (as a single zone) sizing for 
the heating and cooling equipment in the standard reference design 
residence in accordance with Section R403.6. 

2. Calculations that account for the effects of indoor and out- 
door temperatures and part-load ratios on the performance of heating, 
ventilating and air-conditioning equipment based on climate and equip- 
ment sizing. 

3. Printed code official inspection checklist listing each of the 
proposed design component characteristics from Table R405.5.2(1) de- 
termined by the analysis to provide compliance, along with their re- 
spective performance ratings (e.g., R-value, U-factor, SHGC, HSPF, 
AFUE, SEER, EF, etc.). 


( (R405—-6€2)) R405.5.2 Specific approval. Performance analysis tools 
meeting the applicable sections of Section R405 shall be permitted to 
be approved. Tools are permitted to be approved based on meeting a 
specified threshold for a jurisdiction. The code official shall be 
permitted to approve tools for a specified application or limited 
scope. 


( (R405-6€-3)) R405.5.3 Input values. When calculations require input 
values not specified by Sections R402, R403, R404 and R405, those in- 
put values shall be taken from an approved source. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 19.27 
and 34.05 RCW. WSR 13-04-055, § 51-11R-40560, filed 2/1/13, effective 
7/1/13.) 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40610 Section R406.1—Scope. 


R406.1 Scope. This section establishes additional energy efficiency 
requirements for all new construction covered by this code, including 
additions subject to Section R502 and change of occupancy or use sub- 
ject to Section R505 unless specifically exempted in Section R406. 
Credits from both Sections R406.2 and R406.3 are required. 


R406.2 Carbon emission equalization. This section establishes a base 
equalization between fuels used to define th quivalent carbon emis- 
sions of the options specified. The permit shall define the base fuel 
selection to be used and the points specified in Table R406.2 shall be 
used to modify the requirements in Section R406.3. ( (FHe—sum ef ered- 
tts—from— FabtesR406.2-and £406-3—shetHt meet the +equirements_ofSee= 
tten BR406-3-) ) 


TABLE R406.2 
FUEL NORMALIZATION CREDITS 


TABLE R406.2 OPTION 1 (TAG Recommendation based on initial proposal to 
achieve targeted energy savings for the cycle) 
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Credits 
System Group 
Type Descriplion of Frimary Beaune Source All Other R-22 
((4 i Q 0 
forth-equpment tote Table C403 a 34) oF C403. 3 345) 
2 Feraninitial heating +0 +0 
the-equipment sted in Table C403. 3 2 (HC of C4032 
or 
3 -+0 +0 
4 Hor heattie systent- based on cleetiic resistere seth a detest spit hea 05 NA 
pump-system- in accordance with Section R403-7-1 including the exception 
5 Atteother heating systems + -65)) 
1 For combustion heating system using equipment meeting minimum federal 0 0 
efficiency standards for the equipment listed in Table C403.3.2(4) or C403.3.2(5) 
2 For a primary heating system using a heat pump that meets federal standards for pits) 0 
the equipment listed in Table C403.3.2(2) and secondary heating provided by a 
combustion furnace meeting minimum standards listed in Table C403.3.2(4)° 
For heating system based on electric resistance only (either forced air or zonal) 0.5 -0.5 
4¢ For an initial heating system using a heat pump that meets federal standards for 3.0 2.0 
a the equipment listed in Table C403.3.2(1)C or C403.3.2(2) 
or 
Air to water heat pump units that are configured to provide both heating and 
cooling and are rated in accordance with AHRI 550/590 
5 For heating system based on electric resistance with: 2.0 0 
1. Inverter-driven ductless mini-split heat pump system installed in the 
largest zone in the dwelling 
or 
2. With 2 kW or less total installed heating capacity per dwelling 


a 


b 


See Section R401.1 and residential building in Section R202 for Group R-2 scope. 


The gas back-up furnace will operate as fan-only when the heat pump is operating. The heat pump shall operate at all temperatures above 38°F 


~ (3.3°C) (or lower). Below that "changeover" temperature, the heat pump would not operate to provide space heating. The gas furnace provides 
heating below 38°F (3.3°C) (or lower). 
Additional points for this HVAC system are included in Table R406.3. 


TABLE R406.2 OPTION 2 (Post-TAG modifications to account for energy 
Savings of other proposals to achieve the targeted energy reduction 


for the cycle) 


Credits 
System Group 
Type Description of Pomaty Hesune Source All Other R-23 
((4 j 0 0 
or he equipment tote Table C403 A 4) ot C403- 3 245) 
2 Foraninitial heating +0 +0 
the-equipmenttisted in Fabte-€403-3-HH Eor €403 3202) 
oF 
3 -+0 -+0 
4 05 NA 
5 -0-5)) 
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Credits 
System Group 
Type Description of Primary Heating Source All Other R-22 
1 For combustion heating system using equipment meeting minimum federal 0 0 
efficiency standards for the equipment listed in Table C403.3.2(4) or C403.3.2(5) 
2 For an initial heating system using a heat pump that meets federal standards for 1.5 2.0 
the equipment listed in Table C403.3.2(2) and secondary heating provided by a 
combustion furnace meeting minimum standards listed in Table C403.3.2(4)? 
For heating system based on electric resistance only (either forced air or zonal) 0.5 0 
4¢ For an initial heating system using a heat pump that meets federal standards for -1.0 -0.5 
=e the equipment listed in Table C403.3.2(1)C or C403.3.2(2) 
or 
Air to water heat pump units that are configured to provide both heating and 
cooling and are rated in accordance with AHRI 550/590 
5 For heating system based on electric resistance with: -3.0 0 
1. Inverter-driven ductless mini-split heat pump system installed in the 
largest zone in the dwelling 
or 
2. With 2 kW or less total installed heating capacity per dwelling 
a See Section R401.1 and residential building in Section R202 for Group R-2 scope. 
b The gas back-up furnace will operate as fan-only when the heat pump is operating. The heat pump shall operate at all temperatures above 38°F 


(3.3°C) (or lower). Below that "changeover" temperature, the heat pump would not operate to provide space heating. The gas furnace provides 
heating below 38°F (3.3°C) (or lower). 
Additional points for this HVAC system are included in Table R406.3. 


Lo 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40610, filed. 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 17-10-063, § 51-11R-40610, filed 5/2/17, effective 
6/2/17. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40610, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-40620 Section R406.3—Additional energy efficiency 
requirements. 


R406.3 Additional energy efficiency requirements. Each dwelling unit 
in a residential building shall comply with sufficient options from 
Table R406.2 and R406.3 so as to achieve the following minimum number 


of credits: 
OPTION 1 (TAG Recommendation based on initial proposal to achieve tar- 


geted energy savings for the cycle) 


1. Small Dwelling Unit: ((3-8)) 5.0 
credits 


Dwelling units less than 1500 
square feet in conditioned floor 
area with less than 300 square feet 
of fenestration area. Additions to 
existing building that are greater 
than 500 square feet of heated 
floor area but less than 1500 
square feet. 
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2. Medium Dwelling Unit: ((6-9)) 8.0 
credits 


All dwelling units that are not 
included in #1, #3, or #4. 


3. Large Dwelling Unit: ((49)) 9.0 
credits 


Dwelling units exceeding 5000 
square feet of conditioned floor 
area. 


4. Dwelling units serving Group R-2 (45) 6.5 
occupancies. See Section R401.1 credits 
and residential building in Section 
R202 for Group R-2 scope. 


5. Additions ((tessthan-erequalte)) (4+5) 2.0 
150 to 500 square feet: credits 


OPTION 2 (Post-TAG modifications to account for ener savings of oth- 
er proposals to achieve the targeted ener reduction for the cycle 


1. Small Dwelling Unit: ((3-8)) 2.5 
credits 


Dwelling units less than 1500 
square feet in conditioned floor 
area with less than 300 square feet 
of fenestration area. Additions to 
existing building that are greater 
than 500 square feet of heated 
floor area but less than 1500 
square feet. 


2. Medium Dwelling Unit: ((6-0)) 5.0 
credits 


All dwelling units that are not 
included in #1, #3, or #4. 


3. Large Dwelling Unit: ((49)) 6.0 
credits 


Dwelling units exceeding 5000 
square feet of conditioned floor 
area. 


4. Dwelling units serving Group R-2 4.5 credits 
occupancies. See Section R401.1 
and residential building in Section 
R202 for Group R-2 scope. 

5. Additions ((tessthan-erequaHe)) (+5) 2.0 
150 square feet to 500 square feet: credits 


The drawings included with the building permit application shall 
identify which options have been selected and the point value of each 
option, regardless of whether separate mechanical, plumbing, electri- 
cal, or other permits are utilized for the project. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-40620, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-40620, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40620, filed 2/1/13, ef- 
fective 7/1/13.] 
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AMENDATORY SECTION (Amending WSR 22-10-094, filed 5/3/22, effective 
6/3/22) 
WAC 51-11R-40621 Table R406.3—Energy credits. 
TABLE 406.3 
ENERGY CREDITS 
EREDE 
((OPFION DESCRIPTION Al Other | Greup-R-2 


4. EFFICIENT BUILDING ENVELOPE OPTIONS 


Only one option from items 1 through 17 may be selected in this ¢ - 


this-eategory: l 
using Section R4024- Foetal UA alternative -where H- 


i TA Farget UAY >A TET E 


44 


Preseriptive-complanee is based_en_Table R4024 1 with the following 
Vertical £ on =02 


05 


05 


Preseriptive-comphanee is based_on Table R4024 1 with the following 
Vertical f ion U = 0.26 


+0 


Preseriptive-complanee is based on Fable R402 with the following 
Fleer R-38 

: ; 
: si on oe : 5 È a and anes sae stab tal 


oF 
Comphance-basedonSection R40244-Reducethe-Fotaleonductive UA by 
5%- 


Preseriptive-complanceis_based-_on Table R4024 1 with the folowing 
Walt R-24 phis R-4 et 

Fleer R-38 

Basementwal R-2+int phis R-S-et 

Bel le slab R_10-peri band zo slal 

or 

CompHanece based on Section R4024-4- Reduce the Total conductive UA by 
15%: 


Preseriptive-complanee is based -onFable R402-4 with the following 


Weed frameswall Rint phis R42 + 
Fleer R38 


Basement wal R21 int phis R-1 e+ 
: ; 
: 2 on e i 5 i a and ke a stab tel 
or 
CompHance based on Section R4021-4- Reduce the Total conductive UA by. 
30%. 
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Preseriptive-complanee is based_onTable R4024 1 with the following 
Weedtramewwalt R21 int phis R6-+ 


Fleer R-48 
Basement wall Rint phis R-16-€+ 
; . 
š p7 on i : Fe Do imeterand oy er P stab tel 
oF 
Comphance-basedonSection R40244-Reducethe-Fotaleonductive UA by 
40%: 
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EREDEFS) 
((OP-FION DESCRIPTION AHOther | Greup-R-2 
Vertical Glazing 00.28 
R-49 Advanced (U-0-020)-astisted in Section A102.24 Ceilings below-a 
vented-uttie 
and 


ktedeej with fall heicht of Linsulati i 
everthe-walltep-plate-atthe eaves. 
2-AERLEAKAGE-CONFROE AND- EFFICIENT -VENFILATFION-OP-FIONS 

Onby-one-eption from tems through 2-4 may be selected in this -catesory- 
Reducethetested-_aittteakage to 3-0 -ait changes-_perhourmaximunr at SO 
Paseats 


22 Toepas eera +9 +5 
Reducethetested-aiteakageto-2-Q-aitehanges-perhourmaximum-at50 
Paseals 


23 | Complance based on Section R402-4 42: +5 20 
Reduce the tested-at leakage tot 5 ait changes-_perheur maximum at 50 
Paseals 


oF 
FerR-2 Occupancies, optional complance based on Section R402442: 


nnn seit ener ec ot bts 
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EREDERS) 
((OPFION DESCRIPFION AllOther | Group-R-2 
24 | Comphancebased on Section R4024 12: 20 25 
Reducethe tested_at leakage to-0-6-ait changes-_perheur maximum at 50 
Paseals 
Vg eee a a a a 
minimunsensible-heatrecoveryefficieneyof0-80-Ductnstalationshal 
comply with Section R4033-7 
3.HIGH EFFICIENCY HVAC EQUIPMENT -OPFIONS 
Onby-one-eption from Hems 3} threush 3-6 may be selected in this -ecatesery 
ef 95% 
oF 
0, 
3.24 +0 NA 
334 +5 +0 
3.4 +5 20 
354 +5 NA 
3.64 20 30 
Se ee ee E 
type(s), the minumnum equipment efficiency,_and tetalinstalled heat capacity 
(oy-equipmenttype)- 


4 -HHGH EFFICIENCY HVAC DISFRIBUFION SYSTEM OPFIONS 
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EREDERS) 
Alt Other | Greup-R-2 
05 05 
ecated outside enditioned E R iudon 
Duetleakage-shall be imitedto3_cfm per 100 square feet of conditioned floor 
area- 
42 +0 NA 


optom 
SOA EVES IGE aaa 


eee eg 


eptes bene heating -equipmenttype-and-shall 
show-thelecation-ofthe heatine and cocline equipment and all the ductwork. 
5 EFFICIENT WATER HEATING OPFIONS 


Onhy-one-eption from tems 5-2 through 5-6 may be selected in this -cateserytem 5 may be combined with any 
option: 
S+ | A-drainwaterheat recovery unit(s) shall be installed which captures waste 05 05 
waterheat front attand onty 
40% +finstaled for equal flow ora minimum efficieney ef 54% +f installed fer 
HESA BSS or 


FAPMO-4IGC 346-2017 and bese labeled. 


EE cae Dees ee anaes he aeendas 
plumbing layout needed to install it. Labels of other documentation shall be 


ped aici EE ati Terao eben fb Ree SE UN AEE 
the-minimunt equipment efficiency_and, for solar water heating systems, the 
calculation ofthe minimum enersy savings- 
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((OP FON 


PESERP HON 


Water heating system shal inchide one of the folowing: 
Electric heat pump-water heater meetings the standards for Fier Fof NEEA's 
advanced water heating specification 


Or 


For R2 Oceupaney, electric heat pump water heater(s}, meeting the standards 
for Fier tof NEEFA's advaneedswater 
domestic-hot-water-to-all units Tf one-water heater is serving-morethan-one 


dwelling unital hot-water supply and recite 
with R-8-minimun pipe insulation, 


Welds Kenting aysters shall include one OF T E ER 
for Fier HH of NEEA's 
advanced water heatine specification 


P ' O pane ekeetrie her panipayaterheate tHeetie the standard 
for Fier HH of NEEA's advanced water-heatine specification, shall supply 


domestic hotavaterto-allunits_ enewater-heateris servine more than one 
dwelling unital hetowater supply and recireulation piping shall be insulated 
ile aii ia a 


e-quatity te-etaim th seme tions drawings sha pecifythe 
i Hon being selected and ae heater equipment type and 


Wie Gel RRE PEA TERE F BET PE ETE 
E A AR P E E 


Erker laS baalvnes water heen hanet 
ne 


o-qua o-claim th ca eee drawings shal speety the 
a ton being sele eted and pi T the-water heater equipment type and 


6 RENEWABLE ELECERIC ENERGY OPTION 


64 


Fereach 12001 Wh of electrical generation per housing nt provided 
An 7-by-on-siHteawind er selar eqtipmenteat 0 eredit shal be atewed 4 
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EREDEFS) 
((OPFION DESCRIPTION AH Other | Greup-R2 
FE +5)) 


OPTION 1 (TAG Recommendation based on initial 


geted energy savings for the cycle) 


roposal to achieve tar- 


OPTION 


DESCRIPTION 


CREDIT(S) 
All Other Group R-2” 
Table R406.2 | Table R406.2 
System Type System Type 
1,2,3 4,5 Any 


1. EFFICIENT BUILDING ENVELOPE OPTIONS 


Only one option from Items 1.1 through 1.6 may be selected in this category. 


Compliance with the conductive UA targets is demonstrated using Section R402.1.5, Total UA alternative, where [1- 


(Proposed UA/Target UA)] >; the required %UA reduction 


1.1 


Prescriptive compliance is based on Table R402.1.3 


1.2 


with the following modifications: 
Vertical fenestration U = 0.24. 


with the following modifications: 
Vertical fenestration U = 0.20. 


0.5 


1.0 


0.5 


Prescriptive compliance is based on Table R402.1.3 


1.0 


0.5 


1.0 


Prescriptive compliance is based on Table R402.1.3 
with the following modifications: 


Vertical fenestration U = 0.28 
Floor R-38 
Slab on grade R-10 perimeter and under entire slab 


Below grade slab R-10 perimeter and under entire 
slab 


or 


Compliance based on Section R402.1.5: Reduce the 
Total conductive UA by 5%. 


N/A 


N/A 


1.4 


Prescriptive compliance is based on Table R402.1.3 


with the following modifications: 

Vertical fenestration U = 0.24 

Floor R-38 

Basement wall R-21 int plus R-5 ci 

Ceiling and single-rafter or joist-vaulted R-60 
advanced 

Slab on grade R-10 perimeter and under entire slab 

Below grade slab R-10 perimeter and under entire 
slab 


or 


Compliance based on Section R402.1.5: Reduce the 
Total conductive UA by 15%. 
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OPTION 


DESCRIPTION 


CREDIT(S) 


All Other 


Group R-2> 


Table R406.2 


Table R406.2 


System Type 


System Type 


1, 2,3 


4,5 


E 


1.5 


Prescriptive compliance is based on Table R402.1.3 


with the following modifications: 

Vertical fenestration U = 0.18 

Ceiling and single-rafter or joist-vaulted R-60 
advanced 

Floor R-38 

Basement wall R-21 int plus R-12 ci 

Slab on grade R-10 perimeter and under entire slab 


Below grade slab R-10 perimeter and under entire 
slab 


or 


Compliance based on Section R402.1.5: Reduce the 
Total conductive UA by 22.5%. 


1.5 


1.0 


= 
Nn 


1.6 


Prescriptive compliance is based on Table R402.1.3 


with the following modifications: 

Vertical fenestration U = 0.18 

Ceiling and single-rafter or joist-vaulted R-60 
advanced 

Wood frame wall R-21 int plus R-16 ci 

Floor R-48 

Basement wall R-21 int plus R-16 ci 

Slab on grade R-20 perimeter and under entire slab 

Below grade slab R-20 perimeter and under entire 
slab 


or 


Compliance based on Section R402.1.5: Reduce the 
Total conductive UA by 30%. 


2. AIR LEAKAGE CONTROL AND EFFICIENT VENTILATION OPTIONS 


Only one option from Items 2.1 through 2.3 may be selected in this category. 


2.1 


Compliance based on Section R402.4.1.2: 


Reduce the tested air leakage to 2.0 air changes per 
hour maximum at 50 Pascals 


or 


For R-2 Occupancies, optional compliance based on 
Section R402.4.1.2: Reduce the tested air leakage to 
0.25 cfm/ft? maximum at 50 Pascals 


and 


All whole house ventilation requirements as determined 
by Section M1505.3 of the International Residential 
Code or Section 403.8 of the International Mechanical 
Code shall be met with a heat recovery ventilation 


system with minimum sensible heat recovery efficiency 
of 0.65. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall specify the maximum tested building air leakage 
and shall show the heat recovery ventilation system. 


1.0 
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System Type 


1, 2,3 


4,5 


E 


2.2 


Compliance based on Section R402.4.1.2: 


Reduce the tested air leakage to 1.5 air changes per 
hour maximum at 50 Pascals 


or 


For R-2 Occupancies, optional compliance based on 
Section R402.4.1.2: Reduce the tested air leakage to 


0.20 cfm/ft2 maximum at 50 Pascals 


and 


All whole house ventilation requirements as determined 
by Section M1505.3 of the International Residential 
Code or Section 403.8 of the International Mechanical 
Code shall be met with a heat recovery ventilation 
system with minimum sensible heat recovery efficiency 
of 0.75. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall specify the maximum tested building air leakage 
and shall show the heat recovery ventilation system. 


1.5 


1.0 


= 
Nn 


2.3 


Compliance based on Section R402.4. 1.2: 


Reduce the tested air leakage to 0.6 air changes per 
hour maximum at 50 Pascals 


or 


For R-2 Occupancies, optional compliance based on 
Section R402.4.1.2: Reduce the tested air leakage to 


0.15 cfm/ft? maximum at 50 Pascals 
and 


All whole house ventilation requirements as determined 
by Section M1505.3 of the International Residential 


Code or Section 403.8 of the International Mechanical 
Code shall be met with a heat recovery ventilation 
system with minimum sensible heat recovery efficiency 
of 0.80. Duct installation shall comply with Section 
R403.3.7. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall specify the maximum tested building air leakage 


and shall show the heat recovery ventilation system. 


3. HIGH EFFICIENCY HVAC EQUIPMENT OPTIONS 


Only one option from Items 3.1 through 3.7 may be selected in this category. 


3.1? 
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Energy Star rated (U.S. North) Gas or propane furnace 
with minimum AFUE of 95% 


or 


Energy Star rated (U.S. North) Gas or propane boiler 
with minimum AFUE of 90%. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall specify the heating equipment type and the 


minimum equipment efficiency. 
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Table R406.2 


Table R406.2 


System Type 


System Type 


1, 2,3 


4,5 


3.27 


Air-source centrally ducted heat pump with minimum 
HSPF of 9.5. 


In areas where the winter design temperature as 
specified in Appendix RC is 23°F or below, a cold 
climate heat pumpfound on the NEEP cc ASHP 
qualified product list shall be used. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall specify the heating equipment type and the 
minimum equipment efficiency. 


N/A 


0.5 


EE 


0S] 
w 
2 


Closed-loop ground source heat pump; with a minimum 
COP of 3.3 


or 


Open loop water source heat pump with a maximum 
pumping hydraulic head of 150 feet and minimum COP 
of 3.6. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall specify the heating equipment type and the 
minimum equipment efficiency. 


N/A 


Ductless mini-split heat pump system, zonal control: In 


homes where the primary space heating system is zonal 


electric heating, a ductless mini-split heat pump system 
with a minimum HSPF of 10.0 shall be installed and 


provide heating to the largest zone of the housing unit. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall specify the heating equipment type and the 
minimum equipment efficiency. 


Air-source, centrally ducted heat pump with minimum 
HSPF of 11.0. 


A centrally ducted air source cold climate variable 
capacity heat pump (cc VHP) found on the NEEP cc 
VCHP qualified product list with a minimum of 10 
HSPF may be used to satisfy this requirement. 


In areas where the winter design temperature as 
specified in Appendix RC is 23°F or below, an air 
source centrally ducted heat pump shall be a cold 
climate variable capacity heat pump as listed on the 
NEEP qualified product list. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall specify the heating equipment type and the 


minimum equipment efficiency. 


N/A 


N/A 


N/A 
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System Type 


1, 2,3 


4,5 


E 


3.6° 


Ductless split system heat pumps with no electric 
resistance heating in the primary living areas. A 
ductless heat pump system with a minimum HSPF of 10 
shall be sized and installed to provide heat to entire 
dwelling unit at the design outdoor air temperature. 


Exception: In homes with total heating loads 
of 24,000 or less using multi-zone mini-split 
systems with nominal ratings of 24,000 or less, 
the minimum HSPF to claim this credit shall 
be 9 HSPF. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected, the 


heated floor area calculation, the heating equipment 


type(s), the minimum equipment efficiency, and total 
installed heat capacity (by equipment type). 


N/A 


2.0 


Ww 
© 


Air-to-water heat pump with minimum COP of 3.2 at 
47°F, rated in accordance with AHRI 550/590 by an 
accredited or certified testing lab. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected, the 
heated floor area calculation, the heating equipment 
type(s), the minimum equipment efficiency, and total 
installed heat capacity (by equipment type). 


N/A 


N/A 


Connected thermostat meeting ENERGY STAR 
Certified Smart Thermostats/EPA ENERGY STAR 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall specify the thermostat model. 


4. HIGH EFFICIENCY HVAC DISTRIBUTION SYSTEM OPTIONS 


4.1 
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All supply and return ducts located in an unconditioned 
attic shall be deeply buried in ceiling insulation in 


accordance with Section R403.3.3. 


For mechanical equipment located outside the 
conditioned space, a maximum of 10 linear feet of 
return duct and 5 linear feet of supply duct connections 
to the equipment may be outside the deeply buried 
insulation. All metallic ducts located outside the 
conditioned space must have both transverse and 
longitudinal joints sealed with mastic. If flex ducts are 
used, they cannot contain splices. 


Duct leakage shall be limited to 3 cfm per 100 square 
feet of conditioned floor area. 


Air handler(s) shall be located within the conditioned 


space. 
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4.2 | HVAC equipment and associated duct system(s) 1.5 1.0 N/A 


installation shall comply with the requirements of 
Section R403.3.2. 


Electric resistance heat and ductless heat pumps are not 
permitted under this option. 


Direct combustion heating equipment with AFUE less 
than 80% is not permitted under this option. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall specify the heating equipment type and shall show 
the location of the heating and cooling equipment and 
all the ductwork. 


5. EFFICIENT WATER HEATING OPTIONS 


Only one option from Items 5.3 through 5.6 may be selected in this category. Items 5.1 and 5.2 may be combined with 


any option. 


5.1 


A drain water heat recovery unit(s) shall be installed, 


5.2 


which captures wastewater heat from at least two 
showers, including tub/shower combinations. It is 
acceptable, but not required, for sink water to be 
connected. Unit shall have a minimum efficiency of 
40% if installed for equal flow or a minimum efficiency 
of 54% if installed for unequal flow. Such units shall be 
rated in accordance with CSA B55.1 or IAPMO IGC 
346-2017 and be so labeled. 


To qualify to claim this credit, the building permit 
drawings shall include a plumbing diagram that 
specifies the drain water heat recovery units and the 
plumbing layout needed to install it. Labels or other 
documentation shall be provided that demonstrates that 
the unit complies with the standard. 


For Compact Hot Water Distribution system credit, the 


volume shall store not more than 16 ounces of water 
between the nearest source of heated water and the 
termination of the fixture supply pipe where calculated 
using Section R403.5.2. Construction documents shall 
indicate the ounces of water in piping between the hot 
water source and the termination of the fixture supply. 
When the hot water source is the nearest primed 
plumbing loop or trunk, this must be primed with an On 
Demand recirculation pump and must run a dedicated 
ambient return line from the furthest fixture or end of 
loop to the water heater. 


To qualify for this credit, the dwelling must have a 
minimum of 1.5 bathrooms. 


0.5 


0.5 


0.5 


5.3 


Water heating system shall include one of the 


following: 
Energy Star rated gas or propane water heater with a 


minimum UEF of 0.80. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 


shall specify the water heater equipment type and the 
minimum equipment efficiency. 
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5.4 


Water heating system shall include one of the 


following: 


Energy Star rated gas or propane water heater with a 
minimum UEF of 0.91 


or 


Solar water heating supplementing a minimum standard 
water heater. Solar water heating will provide a rated 


minimum savings of 85 therms or 2000 kWh based on 
the Solar Rating and Certification Corporation (SRCC) 


Annual Performance of OG-300 Certified Solar Water 
Heating Systems 
or 


Water heater heated by ground source heat pump 
meeting the requirements of Option 3.3. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall specify the water heater equipment type and the 
minimum equipment efficiency and, for solar water 
heating systems, the calculation of the minimum energy 
savings. 


1.0 


1.0 


= 
© 


5.5 


Water heating system shall include one of the 


following: 
Electric heat pump water heater meeting the standards 
for Tier II] of NEEA's advanced water heating 


specification 
or 


For R-2 Occupancy, electric heat pump water heater(s), 
meeting the standards for Tier II] of NEEA's advanced 
water heating specification, shall supply domestic hot 
water to all units. If one water heater is serving more 
than one dwelling unit, all hot water supply and 
recirculation piping shall be insulated with R-8 
minimum pipe insulation. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall specify the water heater equipment type and the 


minimum equipment efficiency. 
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4,5 


E 


5.6 


Water heating system shall include one of the 


following: 


Electric heat pump water heater with a minimum UEF 
of 2.9 and utilizing a split system configuration with the 


air-to-refrigerant heat exchanger located outdoors. 
Equipment shall meet Section 4, requirements for all 
units, of the NEEA standard Advanced Water Heating 
Specification with the UEF noted above 


or 


For R-2 Occupancy, electric heat pump water heater(s), 
meeting the standards for Tier II of NEEA's advanced 
water heating specification and utilizing a split system 
configuration with the air-to-refrigerant heat exchanger 
located outdoors, shall supply domestic hot water to all 
units. If one water heater is serving more than one 
dwelling unit, all hot water supply and recirculation 


piping shall be insulated with R-8 minimum pipe 
insulation. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall specify the water heater equipment type and the 


minimum equipment efficiency. 


2.5 


25. 


Ww 
© 


6. RENEWABLE ELECTRIC ENERGY OPTION 


6.1 


For each 600 kWh of electrical generation per housing 
unit provided annually by on-site wind or solar 


equipment a 0.5 credit shall be allowed, up to 4.5 
credits. Generation shall be calculated as follows: 
For solar electric systems, the design shall be 
demonstrated to meet this requirement using the 


National Renewable Energy Laboratory calculator 
PVWATTs or approved alternate by the code official. 


Documentation noting solar access shall be included on 
the plans. 

For wind generation projects designs shall document 
annual power generation based on the following factors: 
The wind turbine power curve; average annual wind 
speed at the site; frequency distribution of the wind 


speed at the site and height of the tower. 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall show the photovoltaic or wind turbine equipment 
type, provide documentation of solar and wind access, 
and include a calculation of the minimum annual energy 


ower production. 


7. APPLIANCE PACKAGE OPTION 


0.5 — 4.5 


0.5-4.5 


0.5-4.5 
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7.1 | All of the following appliances shall be new and 0.5 0.5 1.5 


installed in the dwelling unit and shall meet the 
following standards: 

1. Dishwasher, standard - Energy Star rated, Most 
Efficient 2021 or Dishwasher, compact — Energy Star 


rated (Version 6.0) 
2. Refrigerator (if provided) - Energy Star rated 


(Version 5.1) 

3. Washing machine (Residential) - Ener 
rated (Version 8.1) 

4. Dryer - Energy Star rated, Most Efficient 2022 


To qualify to claim this credit, the building permit 
drawings shall specify the option being selected and 
shall show the appliance type and provide 
documentation of Energy Star compliance. At the time 
of inspection, all appliances shall be installed and 
connected to utilities. Dryer ducts and exterior dryer 
vent caps are not permitted to be installed in the 


dwelling unit. 


* An alternative heating source sized at a maximum of 0.5 Watts/ ft? (equivalent) of heated floor area or 500 Watts, whichever is bigger, may be installed in 


the dwelling unit. 
b See Section R401.1 and residential building in Section R202 for Group R-2 scope. 


e Option 3.8 can only be taken with Options 3.1 and 3.2. 
OPTION 2 (Post-TAG modifications to account for ener savings of 


other proposals to achieve the targeted energy reduction for the cy- 
cle) 


Star 


CREDIT(S) 
All Other Group R-2> 


OPTION DESCRIPTION 


1. EFFICIENT BUILDING ENVELOPE OPTIONS 

Only one option from Items 1.1 through 1.4 may be selected in this category. 

Compliance with the conductive UA targets is demonstrated using Section R402.1.5, Total UA alternative, where [1- 
(Proposed UA/Target UA)] >; the required %UA reduction 


1.1 | Prescriptive compliance is based on Table R402.1.3 with the following 0.5 0.5 
modifications: 
Vertical fenestration U = 0.22. 
1.2 | Prescriptive compliance is based on Table R402.1.3 with the following 0.5 1.0 
modifications: 
Vertical fenestration U = 0.25 
Floor R-38 


Basement wall R-21 int plus R-5 ci 

Ceiling and single-rafter or joist-vaulted R-60 advanced 
Slab on grade R-10 perimeter and under entire slab 
Below grade slab R-10 perimeter and under entire slab 


or 
Compliance based on Section R402.1.5: Reduce the Total conductive UA 
by 15%. 
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1.3 | Prescriptive compliance is based on Table R402.1.3 with the following 1.0 15 
modifications: 
Vertical fenestration U = 0.18 
Ceiling and single-rafter or joist-vaulted R-60 advanced 
Floor R-38 
Basement wall R-21 int plus R-12 ci 
Slab on grade R-10 perimeter and under entire slab 
Below grade slab R-10 perimeter and under entire slab 


or 


Compliance based on Section R402.1.5: Reduce the Total conductive VA 
by 22.5%. 


1.4 | Prescriptive compliance is based on Table R402.1.3 with the following 1.5 2.0 
modifications: 

Vertical fenestration U = 0.18 

Ceiling and single-rafter or joist-vaulted R-60 advanced 

Wood frame wall R-21 int plus R-16 ci 

Floor R-48 

Basement wall R-21 int plus R-16 ci 

Slab on grade R-20 perimeter and under entire slab 


Below grade slab R-20 perimeter and under entire slab 
or 
Compliance based on Section R402.1.5: Reduce the Total conductive UA 
by 30%. 
2. AIR LEAKAGE CONTROL AND EFFICIENT VENTILATION OPTIONS 
Only one option from Items 2.1 through 2.3 may be selected in this category. 


2.1 | Compliance based on Section R402.4.1.2: 0.5 1.0 
Reduce the tested air leakage to 2.0 air changes per hour maximum at 50 
Pascals 


or 
For R-2 Occupancies, optional compliance based on Section R402.4.1.2: 
Reduce the tested air leakage to 0.25 cfm/ft2 maximum at 50 Pascals 


and 


All whole house ventilation requirements as determined by Section 
M1505.3 of the International Residential Code or Section 403.8 of the 
International Mechanical Code shall be met with a heat recovery 
ventilation system with minimum sensible heat recovery efficiency of 
0.65. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the maximum tested building 
air leakage and shall show the heat recovery ventilation system. 


2.2 | Compliance based on Section R402.4.1.2: 1.0 1.5 
Reduce the tested air leakage to 1.5 air changes per hour maximum at 50 
Pascals 


or 


For R-2 Occupancies, optional compliance based on Section R402.4.1.2: 
Reduce the tested air leakage to 0.20 cfm/ft? maximum at 50 Pascals 


and 


All whole house ventilation requirements as determined by Section 
M1505.3 of the International Residential Code or Section 403.8 of the 
International Mechanical Code shall be met with a heat recovery 
ventilation system with minimum sensible heat recovery efficiency of 
0.75. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the maximum tested building 


air leakage and shall show the heat recovery ventilation system. 
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2.3 


Compliance based on Section R402.4. 1.2: 


Reduce the tested air leakage to 0.6 air changes per hour maximum at 50 
Pascals 


or 


For R-2 Occupancies, optional compliance based on Section R402.4.1.2: 
Reduce the tested air leakage to 0.15 cfm/ft2 maximum at 50 Pascals 
and 


All whole house ventilation requirements as determined by Section 
M1505.3 of the International Residential Code or Section 403.8 of the 
International Mechanical Code shall be met with a heat recovery 
ventilation system with minimum sensible heat recovery efficiency of 
0.80. Duct installation shall comply with Section R403.3.7. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the maximum tested building 
air leakage and shall show the heat recovery ventilation system. 


3. HIGH EFFICIENCY HVAC EQUIPMENT OPTIONS 


Only one option from Items 3.1 through 3.8 may be selected in this category. 


15 


2.0 


3.1? 


For a System Type 1 in Table R406.2: 
Energy Star rated (U.S. North) gas or propane furnace with 
minimum AFUE of 95%. 


or 
Energy Star rated (U.S. North) gas or propane boiler with minimum 
AFUE of 90% 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the heating equipment type 
and the minimum equipment efficiency. 


For secondary heating system serving System Type 2 in Table R406.2: 
Energy Star rated (U.S. North) Gas or propane furnace with 
minimum AFUE of 95% 


or 


Energy Star rated (U.S. North) Gas or propane boiler with minimum 
AFUE of 90%. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the heating equipment type 
and the minimum equipment efficiency. 


3.344 


Air-source centrally ducted heat pump with minimum HSPF of 9.5. 


In areas where the winter design temperature as specified in Appendix 
RC is 23°F or below, a cold climate heat pumpfound on the NEEP cc 
ASHP qualified product list shall be used. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the heating equipment type 
and the minimum equipment efficiency. 


N/A 


3.434 


Closed-loop ground source heat pump; with a minimum COP of 3.3 
or 


Open loop water source heat pump with a maximum pumping hydraulic 
head of 150 feet and minimum COP of 3.6. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the heating equipment type 
and the minimum equipment efficiency. 
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3.58 


Ductless mini-split heat pump system, zonal control: In homes where the 
primary space heating system is zonal electric heating, a ductless mini- 
split heat pump system with a minimum HSPF of 10.0 shall be installed 
and provide heating to the largest zone of the housing unit. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the heating equipment type 
and the minimum equipment efficiency. 


15 


2.0 


3.624 


Air-source, centrally ducted heat pump with minimum HSPF of 11.0. 


A centrally ducted air source cold climate variable capacity heat pump 
(cc VHP) found on the NEEP cc VCHP qualified product list with a 
minimum of 10 HSPF may be used to satisfy this requirement. 


In areas where the winter design temperature as specified in Appendix 
RC is 23°F or below, an air source centrally ducted heat pump shall be a 
cold climate variable capacity heat pump as listed on the NEEP qualified 


product list. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the heating equipment type 


and the minimum equipment efficiency. 


N/A 


3.734 


Ductless split system heat pumps with no electric resistance heating in 
the primary living areas. A ductless heat pump system with a minimum 
HSPF of 10 shall be sized and installed to provide heat to entire dwelling 
unit at the design outdoor air temperature. 


Exception: In homes with total heating loads of 24,000 or less 
using multi-zone mini-split systems with nominal ratings of 
24,000 or less, the minimum HSPF to claim this credit shall be 9 
HSPF. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected, the heated floor area calculation, the heating 
equipment type(s), the minimum equipment efficiency, and total installed 
heat capacity (by equipment type). 


3. gad 


Air-to-water heat pump with minimum COP of 3.2 at 47°F, rated in 
accordance with AHRI 550/590 by an accredited or certified testing lab. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected, the heated floor area calculation, the heating 
equipment type(s), the minimum equipment efficiency, and total installed 
heat capacity (by equipment type). 


N/A 


Connected thermostat meeting ENERGY STAR Certified Smart 
Thermostats/EPA ENERGY STAR specifications. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the thermostat model. 


4. HIGH EFFICIENCY HVAC DISTRIBUTION SYSTEM OPTIONS 


4.1 


HVAC equipment and associated duct system(s) installation shall comply 


with the requirements of Section R403.3.2. 


Electric resistance heat, hydronic heating and ductless heat pumps are not 
permitted under this option. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the heating equipment type 
and shall show the location of the heating and cooling equipment and all 
the ductwork. 


N/A 


5. EFFICIENT WATER HEATING OPTIONS 


Only one option from Items 5.3 through 5.5 may be selected in this category. Items 5.1 and 5.2 may be combined with 


any option. 
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5.1 | A drain water heat recovery unit(s) shall be installed, which captures 0.5 0.5 
wastewater heat from at least two showers, including tub/shower 
combinations. It is acceptable, but not required, for sink water to be 
connected. Unit shall have a minimum efficiency of 40% if installed for 
equal flow or a minimum efficiency of 54% if installed for unequal flow. 
Such units shall be rated in accordance with CSA B55.1 or IAPMO IGC 
346-2017 and be so labeled. 


To qualify to claim this credit, the building permit drawings shall include 
a plumbing diagram that specifies the drain water heat recovery units and 
the plumbing layout needed to install it. Labels or other documentation 
shall be provided that demonstrates that the unit complies with the 
standard. 


5.2 | For Compact Hot Water Distribution system credit, the volume shall 0.5 0.5 
store not more than 16 ounces of water between the nearest source of 
heated water and the termination of the fixture supply pipe where 
calculated using Section R403.5.2. Construction documents shall indicate 
the ounces of water in piping between the hot water source and the 
termination of the fixture supply. When the hot water source is the 
nearest primed plumbing loop or trunk, this must be primed with an On 
Demand recirculation pump and must run a dedicated ambient return line 
from the furthest fixture or end of loop to the water heater. 


To qualify for this credit, the dwelling must have a minimum of 1.5 
bathrooms. 


5.3 | Solar water heating supplementing a minimum standard water heater. 1.0 1.0 
Solar water heating will provide a rated minimum savings of 85 therms 
or 2000 kWh based on the Solar Rating and Certification Corporation 
(SRCC) Annual Performance of OG-300 Certified Solar Water Heating 
Systems 


or 


Water heater heated by ground source heat pump meeting the 
requirements of Option 3.3. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the water heater equipment 
type and the minimum equipment efficiency and, for solar water heating 
systems, the calculation of the minimum energy savings. 


5.4 | Water heating system shall include one of the following: 2.0 23) 
Electric heat pump water heater meeting the standards for Tier II of 
NEEA's advanced water heating specification 


or 


For R-2 Occupancy, electric heat pump water heater(s), meeting the 


standards for Tier HI of NEEA's advanced water heating specification, 
shall supply domestic hot water to all units. If one water heater is serving 


more than one dwelling unit, all hot water supply and recirculation piping 
shall be insulated with R-8 minimum pipe insulation. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the water heater equipment 
type and the minimum equipment efficiency. 
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CREDIT(S) 
OPTION DESCRIPTION All Other Group R-2° 
5.5 | Water heating system shall include one of the following: 2.5 3.0 


Electric heat pump water heater with a minimum UEF of 2.9 and 
utilizing a split system configuration with the air-to-refrigerant heat 
exchanger located outdoors. Equipment shall meet Section 4, 
requirements for all units, of the NEEA standard Advanced Water 
Heating Specification with the UEF noted above 


or 


For R-2 Occupancy, electric heat pump water heater(s), meeting the 
standards for Tier III of NEEA's advanced water heating specification 
and utilizing a split system configuration with the air-to-refrigerant heat 
exchanger located outdoors, shall supply domestic hot water to all units. 
If one water heater is serving more than one dwelling unit, all hot water 
supply and recirculation piping shall be insulated with R-8 minimum 
pipe insulation. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall specify the water heater equipment 
type and the minimum equipment efficiency. 


6. RENEWABLE ELECTRIC ENERGY OPTION 


6.1 | For each 600 kWh of electrical generation per housing unit provided 0.5 — 4.5 0.5 — 4.5 
annually by on-site wind or solar equipment a 0.5 credit shall be allowed, 
up to 4.5 credits. Generation shall be calculated as follows: 

For solar electric systems, the design shall be demonstrated to meet this 
requirement using the National Renewable Energy Laboratory calculator 
PVWATTs or approved alternate by the code official. 


Documentation noting solar access shall be included on the plans. 


For wind generation projects designs shall document annual power 
generation based on the following factors: 

The wind turbine power curve; average annual wind speed at the site; 
frequency distribution of the wind speed at the site and height of the 
tower. 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall show the photovoltaic or wind turbine 
equipment type, provide documentation of solar and wind access, and 
include a calculation of the minimum annual energy power production. 


7. APPLIANCE PACKAGE OPTION 


7.1 | All of the following appliances shall be new and installed in the dwelling 0.5 1.5 
unit and shall meet the following standards: 

1. Dishwasher, standard - Energy Star rated, Most Efficient 2021 or 
Dishwasher, compact — Energy Star rated (Version 6.0) 

2. Refrigerator (if provided) - Energy Star rated (Version 5.1) 

3. Washing machine (Residential) - Energy Star rated (Version 8.1) 

4. Dryer - Energy Star rated, Most Efficient 2022 


To qualify to claim this credit, the building permit drawings shall specify 
the option being selected and shall show the appliance type and provide 
documentation of Energy Star compliance. At the time of inspection, all 
appliances shall be installed and connected to utilities. Dryer ducts and 
exterior dryer vent caps are not permitted to be installed in the dwelling 
unit. 


a An alternative heating source sized at a maximum of 0.5 Watts/ft? (equivalent) of heated floor area or 500 Watts, whichever is bigger, may be installed in 
the dwelling unit. 

b See Section R401.1 and residential building in Section R202 for Group R-2 scope. 

c Option 3.9 can only be taken with Options 3.1 and 3.2. 

d This option may only be claimed if serving System Type 4 or 5 from Table R406.2. 


[Statutory Authority: RCW 19.27A.045 and chapter 19.27A RCW. WSR 
22-10-094, § 51-11R-40621, filed 5/3/22; effective 6/3/22. Statutory 
Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chapter 19.27 
RCW. WSR 20-01-047, § 51-11R-40621, filed 12/9/19, effective 7/1/20. 
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Statutory Authority: RCW 19.27A.025, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 17-10-063, § 51-11R-40621, filed 5/2/17, effective 
6/2/17. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-40621, filed 1/6/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.025, 19.27A.045, 19.27.020, 
and 19.27.074. WSR 14-24-123, § 51-11R-40621, filed 12/3/14, effective 
1/3/15. Statutory Authority: RCW 19.27A.025; 19.27A.045, and 
19.27.074. WSR 13-20-121, § 51-11R-40621, filed 10/1/13, effective 
11/1/13. Statutory Authority: RCW 19.27A.020, 19.27A.045 and chapters 
19.27 and 34.05 RCW. WSR 13-04-055, § 51-11R-40621, filed 2/1/13, ef- 


fective 7/1/13.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 20-21-081, filed 10/19/20, effective 
2/1/21) 


WAC 51-11R-50100 Section R501—General. 


R501.1 Scope. The provisions of this chapter shall control the altera- 
tion, repair, addition and change of occupancy of existing buildings 
and structures. 


RSO, Ey 1 ET E E 


ae General. Except as 
specified in this chapter, this. code shall not be used to require the 
removal, alteration, or abandonment of, nor prevent the continued use 
and maintenance of, an existing building or building system lawfully 
in existence at the time of adoption of this code. Unaltered portions 
of the existing building or building supply system shall not be re- 
quired to comply with this code. 


R501.1.2 Thermostats for accessory dwelling units. Where a separate 
dwelling unit, that provides independent facilities for living, sleep- 
ing, cooking, bathing and sanitation, is established within or attach- 
ed to an existing dwelling unit, the heating and cooling for the new- 
ly-created dwelling unit shall be controllable with a separate pro- 
grammable thermostat in accordance with Section R403.1.1. 


tien—ofthis—eode~)) Compliance. Additions, alterations, repairs or 


changes of occupancy to, or relocation of, an existing building, 
building system or portion thereof shall comply with Sections R502, 
R503, R504 or R505, respectively, in this code. Changes where uncondi- 
tioned space is changed to conditioned space shall comply with Section 
R502. 


R501.3 Maintenance. Buildings and structures, and parts thereof, shall 
be maintained in a safe and Sanitary condition. Devices and systems 
that are required by this code shall be maintained in conformance with 
the code edition under which installed. The owner or the owner's au- 
thorized agent shall be responsible for the maintenance of buildings 
and structures. The requirements of this chapter shall not provide the 
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basis for removal or abrogation of energy conservation, fire protec- 
tion and safety systems and devices in existing structures. 


R501.4 Compliance. Alterations, repairs, additions and changes of oc- 
cupancy to, or relocation of, existing buildings and structures shall 
comply with the provisions for alterations, repairs, additions and 
changes of occupancy or relocation, respectively, in this code and the 
International Residential Code, International Building Code, Interna- 
tional Existing Building Code, International Fire Code, International 
Fuel Gas Code, International Mechanical Code, Uniform Plumbing Code, 
International Property Maintenance Code, and NFPA 70. 


R501.5 New and replacement materials. Except as otherwise required or 
permitted by this code, materials permitted by the applicable code for 
new construction shall be used. Like materials shall be permitted for 
repairs, provided hazards to life, health or property are not created. 
Hazardous materials shall not be used where the code for new construc- 
tion would not permit their use in buildings of similar occupancy, 
purpose and location. 


R501.6 Historic buildings. The code official may modify the specific 
requirements of this code for historic buildings and require alternat 
provisions which will result in a reasonable degr of energy effi- 
ciency. This modification may be allowed for those buildings or struc- 
tures that are listed in the state or national register of historic 
places; designated as a historic property under local or state desig- 
nation law or survey; certified as a contributing resource with a na- 
tional register listed or locally designated historic district; or 
with an opinion or certification that the property is eligible to be 
listed on the national or state register of historic places either in- 
dividually or as a contributing building to a historic district by the 
state historic preservation officer or the keeper of the National Reg- 
ister of Historic Places. 


[Statutory Authority: RCW 19.27A.045 and chapter 19.27A RCW. WSR 
20-21-081, § 51-11R-50100, filed 10/19/20, effective 2/1/21. Statutory 
Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chapter 19.27 
RCW. WSR 20-01-047, § 51-11R-50100, filed 12/9/19, effective 7/1/20. 
Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 16-02-127, § 51-11R-50100, filed 1/6/16, effective 
7/1/16.] 


AMENDATORY SECTION (Amending WSR 20-01-047, filed 12/9/19, effective 
7/1/20) 


WAC 51-11R-50200 Section R502—Additions. 


R502.1 General. Additions to an existing building, building system or 
portion thereof shall conform to the provisions of this code as those 
provisions relate to new construction without requiring the unaltered 
portion of the existing building or building system to comply with 
this code, except as specified in this chapter. Additions shall not 
create an unsafe or hazardous condition or overload existing building 
systems. An addition shall be deemed to comply with this code where 
the addition alone complies, where the existing building and addition 
comply with this code as a single building, or where the building with 
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the addition uses no more energy than the existing as Additions 
shall be in accordance with Section R502.1.1 or R502. 


R502.1.1 Small additions. Additions not greater than 150 square feet 
13.9 m?) shall not be required to comply with Section R406. 


R502.2 Change in space conditioning. Any nonconditioned or low-energy 
space that is altered to become conditioned space shall be reguired to 


Bi ny 


be brought into full compliance with this code. 


EXCEPTION: Where the total building performance option in Section R405 is used to comply with this section, the annual energy use of the proposed 
design is permitted to be 110 percent of the annual energy use otherwise allowed by Section R405.3. 


R502.3 Prescriptive compliance. Additions shall comply with Sections 
( (RS502.4-4.4+)) R502.3.1 through ((R502.4.4-4)) R502.3.4. 


( (R502.1.4-4+)) R502.3.1 Building envelope. New building envelope as- 
semblies that are part of the addition shall comply with Sections 
R402.1, R402.2, R402.3.1 through R402.3.5, and R402.4. 


EXCEPTION: Where nonconditioned space is changed to conditioned space, the building envelope of the addition shall comply where the UA, as 
determined in Section ((R492+-4)) R402.1.5, of the existing building and the addition, and any alterations that are part of the project, is 
less than or equal to UA generated for the existing building. 


( (R502.4.4.2)) R502.3.1.1 Existing ceilings with attic spaces. Where 
an addition greater than 150 square feet (9.2 m?) adjoins existin 


ceilings with attic spaces, the existing attic spaces shall comply 
with Section R402. 


R502.3.2 Rearing and cooling systems. ( (New Reating,ecooting and deet 


systems—_thatare_partefthe)) HVAC ducts newly installed as part of 
an addition shall comply with Section R403. 


EXCEPTION: The following need not comply with the testing requirements of Section R403.3.3: 
1. Additions of less than ((459)) 150 square feet. 
2. Duct systems that are documented to have been previously sealed as confirmed through field verification and diagnostic testing in 
accordance with procedures in WSU RS-33. 
3 ‘ : à 


4&)) Existing duct systems constructed, insulated or sealed with asbestos. 


( (R502.1.4-3)) R502.3.3 Service hot water systems. New service hot wa- 
ter systems that are part of the addition shall comply with Section 
R403.5. 


( (R502.1.4-4)) R502.3.4 Lighting. New lighting systems that are part 
of the addition shall comply with Section 404.1. 


( (R502.4.2)) R502.4 Existing plus addition compliance (( (Simulated 
Performance Alternative) ) Total Building Performance). Where noncondi- 
tioned space is changed to conditioned space the addition shall comply 
where the annual energy use of the addition and the existing building, 
and any alterations that are part of the project, is less than or 
equal to the annual energy use of the existing building when modeled 
in accordance with Section R405. The addition and any alterations that 
are part of the project shall comply with Section R405 in its entire- 


ty. 


[Statutory Authority: RCW 19.27A. 020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, § 51-11R-50200, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.045, 19.27A.160, 
and 19. Bee WSR 17-10-063, § 51-11R-50200, filed 5/2/17, effective 
ae tutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19. sae “O74. WSR 16-02-127, § 51-11R-50200, filed 1/6/16, effective 
6. ] 


Lol © 
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AMENDATORY SECTION (Amending WSR 20-21-081, filed 10/19/20, effective 
2/1/21) 


WAC 51-11R-50300 Section R503—Alterations. 


R503.1 General. Alterations to any building or structure shall comply 
with the requirements of the code for new construction, without re- 
quiring the unaltered portions of the existing building or building 


system to comply with this code. Alterations shall be such that the 
existing building or structure is no less conforming to the provisions 


of this code than the existing building or structure was prior to the 
alteration. 
( (AHerations—to—anh—existihg be eg, — St et systemer portion 
ae 
Bidcraaae EED E a rA e gS ae pa Ee 


~)) Altera- 
tions shall not create an unsafe or hazardous condition or overload 
existing building systems. 

Alterations shall be such that the existing building or structure 
uses no more energy than the existing building or structure prior to 
the alteration. Alterations to existing buildings shall comply with 
Sections R503.1.1 through R503.2. 

The code official may approve designs of alterations which do not 
fully conform to all of the requirements of this code where in the 
opinion of the code official full compliance is physically impossible 
and/or economically impractical and: 

The alteration improves th nergy efficiency of the building; or 

The alteration is energy efficient and is necessary for the 
health, safety, and welfare of the general public. 


R503.1.1 Building envelope. Building envelope assemblies that are part 
of the alteration shall comply with Section ( (R402.4+-+6r #462.+-4) ) 
R402.1.3 or R402.1.5, Sections R402.2.1 through R402.2.11, R402.3.1, 
R402.3.2, R402.4.3, and R402.4.4. 


EXCEPTION: The following alterations need not comply with the requirements for new construction provided the energy use of the building is not 
increased: 
1. Storm windows installed over existing fenestration. 
2. Existing ceiling, wall or floor cavities exposed during construction provided that these cavities are filled with insulation. 2 x 4 framed 
walls shall be insulated to a minimum of R-15 and 2 x 6 framed walls shall be insulated to a minimum of R-21 
3. Construction where the existing roof, wall or floor cavity is not exposed. 
4. Roof recover. 
5. Roofs without insulation in the cavity and where the sheathing or insulation is exposed during reroofing shall be insulated either 
above or below the sheathing. 
6. Surface-applied window film installed on existing single pane fenestration assemblies to reduce solar heat gain provided the code 
does not require the glazing fenestration to be replaced. 


R503.1.1.1 Replacement fenestration. Where some or all of an existing 
fenestration unit is replaced with a new fenestration product, includ- 
ing sash and glazing, the replacement fenestration unit shall meet the 
applicable requirements for U-factor and SHGC in Table ( (R402.4+-4) ) 
R402.1.3. Where more than one replacement fenestration unit is being 
installed, an area-weighted average of the U-factor and SHGC of all 
replacement fenestration shall be permitted to be used to demonstrate 
compliance. 


R503.1.2 Heating and cooling systems. New heating, cooling and duct 
systems that are part of the alteration shall comply with Section 
R403. 


EXCEPTIONS: 1. Where ducts from an existing heating and cooling system are extended, duct systems with less than 40 linear feet in unconditioned 
spaces shall not be required to be tested in accordance with Section R403.2.2. 
2. Existing duct systems constructed, insulated or sealed with asbestos. 
3. Replacements of space heating equipment shall not be required to comply with Section R403.13 where the rated capacity of the new 
equipment does not exceed the rated capacity of the existing equipment. 
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R503.1.3 Service hot water systems. New service hot water systems that 
are part of the alteration shall comply with Section R403.5. 
EXCEPTIONS: 1. Replacement of water heating equipment shall not be required to comply with Section R403.5.5. 


2. Replacement of water heating equipment shall not be required to comply with Section R403.5.7 where the rated capacity of the new 
equipment does not exceed the rated capacity of the existing equipment. 


R503.1.4 Lighting. New lighting systems that are part of the altera- 
tion shall comply with Section R404.1. 


EXCEPTION: Alterations that replace less than ((50)) 10 percent of the luminaires in a space, provided that such alterations do not increase the 
installed interior lighting power. 


A s Le 
gy space—that—is—ehtered—to—-become condit ionred—space—shah be recuired 
1 p h HA H J h i a 


[Statutory Authority: RCW 19.27A.045 and chapter 19.27A RCW. WSR 
20-21-081, § 51-11R-50300, filed 10/19/20, effective 2/1/21. Statutory 


Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160 and chapter 19.27 
RCW. WSR 20-01-047, § 51-11R-50300, filed 12/9/19, effective 7/1/20. 
Statutory Authority: RCW 19.27A.025, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 17-10-063, § 51-11R-50300, filed 5/2/17, effective 
6/2/17. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, § 51-11R-50300, filed 1/6/16, effective 
7/1/16.] 


AMENDATORY SECTION (Amending WSR 16-02-127, filed 1/6/16, effective 
7/1/16) 


WAC 51-11R-50500 Section R505—Change of occupancy or use. 
R505.1 ee General. Any space not within 


the scope of Section RI .2 which is converted to space that is within 
the scope of Section RI ae shall be brought into full compliance with 
this code. 

Spaces undergoing a change in occupancy that would result in an 
increase in demand for either fossil fuel or electrical energy shall 
comply with this code. 

Any space that is converted to a dwelling unit or portion thereof 
from another use or occupancy shall comply with this code. 


EXCEPTION: Where the simulated performance option in Section R405 is used to comply with this section, the annual energy use of the proposed 
design is permitted to be 110 percent of the annual energy use otherwise allowed by Section R405.3. 


R505.1.1 Unconditioned space. Any unconditioned or low-energy space 
that is altered to become a conditioned space shall comply with Sec- 
tion R502. 


[Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, and 
19.27.074. WSR 16-02-127, § 51-11R-50500, filed 1/6/16, effective 
7/1/16.] 
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WAC 51-11R-51000 Chapter 6—Referenced standards. 


Issue 22-17 
filed 12/9/19, 


lists the standards that ar 
document. 
of the standard, 


title, and 


standard. The application of th 
specified in Section R106. 


WSR 22-17-149 


effective 


This chapter 


referenced in various sections of this 
The standards are listed herein by 
the standard identification, 
the section or sections of this document that 
referenced standards shall be as 


the promulgating agency 
th ffective date and 
reference th 


AAMA 


American Architectural Manufacturers Association 
1827 Walden Office Square 

Suite 550 

Schaumburg, IL 60173-4268 


Standard reference number 


Title 


Referenced in code section number 


AAMA/WDMA/CSA 
101/1.S.2/A C440-17 


North American Fenestration 
Standard/Specifications for Windows, Doors 
and Unit Skylights 


R402.4.3 


ACCA 


Air Conditioning Contractors of America 
2800 Shirlington Road, Suite 300 
Arlington, VA 22206 


Standard reference number 


Title 


Referenced in code section number 


Manual J-16 Residential Load Calculation Eighth Edition = = —.......... R403.7 
Manual S-14 Residential Equipment eee R403.7 
ANSI American National Standards Institute 


25 West 43rd Street, 4th Floor 
New York, NY 10036 


Standard reference number 


Title 


Referenced in code section number 


Z21.50-2016/CSA 2.22-2016 


Vented Decorative Gas Appliances 


R402.4.2.1, R403.1.3 


Z21.88-2017/CSA 2.33-2017 
APSP 


Vented Gas Fireplace Heaters 

The Association of Pool and Spa Professionals 
2111 Eisenhower Avenue, Suite 500 
Alexandria, VA 22206 


R402.4.2.1 


Standard reference number 


Title 


Referenced in code section number 


ANSI/APSP/ICC ((44-2044)) American National Standard for Portable 
14-2019 Electric Spa Energy Efficiency 2  — ......e. R403.11 
ANSI/APSP/ICC 15a-2011 American National Standard for Residential 

Swimming Pool and Spa Energy Efficiency— 

Includes Addenda A approved January9,2013 is ws R403.12 


ASHRAE 


Engineers, Inc. 
1791 Tullie Circle, N.E. 
Atlanta, GA 30329-2305 


American Society of Heating, Refrigerating and Air-Conditioning 


Standard reference number 


Title 


Referenced in code section number 


((ASHRAE-2017)) 
ASHRAE-2021 


ASHRAE 193-2010 (RA 2014) 


ASHRAE Handbook of Fundamentals 


Method of Test for Determining the 
Airtightness of HVAC Equipment 


((R4924-4)) R402.1.5, Table 
R405.5.2(1) 


R403.3.2.1 


ASTM ASTM International 
100 Barr Harbor Drive 
West Conshohocken, PA 19428-2859 
Standard reference number Title Referenced in code section number 


C1363-11 


Standard Test Method for Thermal Performance 
of Building Materials and Envelope Assemblies 


by Means ofa Hot Box Apparatus = — ——.. R303.1.4.1 
((E283-94)) E 283-2004 (2012) Test Method for Determining the Rate of Air 

Leakage Through Exterior Windows, Curtain 

Walls and Doors Under Specified Pressure 

Differences Across the Specimen —s— aaaaaraa R402.4.5 
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((E779-10)) E779-2010 (2018) 


Washington State Register, 


Standard Test Method for Determining Air 


Issue 22-17 


WSR 22-17-149 


Leakage Rate by Fan Pressurization = =  —— ........ R402.4.1.2 
E1554/E1554M-E2013 Standard Test Method for Determining Air 

Leakage of Air Distribution Systems by Fan 

Pressurization = peee R403.3.5 
(EB) Standard Test Methods for Determining 
E1827-2011 (2017) Airtightness of Building Using an Orifice 

Blower Door ee R402.4.1.2 
E2178-2013 Standard Test Method for Air Permeance of 

Building Materials es R303.1.5 
E3158-2018 Standard Test Method for Measuring the Air 

Leakage Rate of a Large or Multizone Building = 8 ........ R402.4.1.2 
CSA Canadian Standards Association 


5060 Spectrum Way 
Mississauga, Ontario, Canada L4W 5N6 


Standard reference number 


Title 


Referenced in code section number 


AAMA/WDMA/CSA 
101/1.S.2/A440-17 


CSA 55.1-2015 


North American Fenestration 
Standard/Specification for Windows, Doors and 
Unit Skylights 


Test Method for Measuring Efficiency and 
Pressure Loss of Drain Water Heat Recovery 
Systems 


R402.4.3 


R403.5.4, Table R406.2 


CSA 55.2-2015 Drain Water Heat Recovery Units 0 ss R403.5.4 
CSA P.4.1-15 Testing Method for Measuring Annual 

Fireplace Efficiency eee eee R402.4.2.1 
DASMA Door and Access Systems Manufacturers 

Association 

1300 Sumner Avenue 

Cleveland, OH 44115-2851 
((495-2646)) 105-2017 Test Method for Thermal Transmittance and Air 

Infiltration of Garage Doors and Rolling Doors si... . R303.1.3 
HVI Home Ventilating Institute 

1000 North Rand Road, Suite 214 

Wauconda, IL 60084 
((946-99)) 916-18 Airflow Test Procedure ee ee R303.1.3 


ICC International Code Council, Inc. 
500 New Jersey Avenue, N.W. 
6th Floor 
Washington, DC 20001 
Standard reference number Title Referenced in code section number 


ANSI/APSP/ICC 14-2019 


ANSI/APSP/ICC 15a-2011 


ANSI/RESNET/ICC 380—2019 


American National Standard for Portable 
Electric Spa Energy Efficiency 


American National Standard for Residential 
Swimming Pool and Spa Energy Efficiency— 
Includes Addenda A approved January 9, 2013 


Standard for Testing Airtightness of building, 


(B) IBC-21 
ICC 400-17 


ICC 500-2020 


((FE-47)) IFC-21 
(GEGG-+D) IFGC-21 
(GEGG-+P) IFGC-21 
((PME-47)) IPMC-21 
((ERE-47)) IRC-21 


Dwelling Unit and Sleeping Unit Enclosures; 
Airtightness of Heating and Cooling Air 
Distribution Systems, and Airflow of 
Mechanical Ventilation Systems 


International Building Code 


Standard on the Design and Construction of 
Log Structures 


ICC/NSSA Standard for the Design and 
Construction of Storm Shelters 


International Fire Code 

International Fuel Gas Code 
International Mechanical Code 
International Property Maintenance Code 


International Residential Code 


R403.11 


R403.12 


R402.4.1.2 
R201.3, R303.2, R402.11, R4501.4 


Table R402.1.1 


R402.5 
R201.3, R501.4 
R201.3, R501.4 
R201.3, R403.3.2, R403.6, R501.4 
R501.4 


R104.2.1, R201.3, R303.2, R401.2, 
R403.2.2, R403.5, R406.1, R406.2, 
Table R406.2 


IEEE 
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The Institute of Electrical and Electronic Engineers, Inc. 
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New York, NY 10016-5997 


WSR 22-17-149 


Standard reference number 


Title 


Referenced in code section number 


515.1-2012 


IEEE Standard for the Testing, Design, 
Installation and Maintenance of Electrical 
Resistance Trace Heating for Commercial 
Applications 


R403.5.1.2 


ISO 


International Organization for Standardization 
1, rue de Varembe, Case postale 56, CH-1211 


Geneva, Switzerland 


Standard reference number 


Title 


Referenced in code section number 


ISO/IEC 17024-212 


Conformity Assessment: General requirements 
for bodies operating certification of persons 


R402.4.1.2 


NEEA 


Northwest Energy Efficiency Alliance 
421 S.W. 6th Ave., Suite 600 
Portland, OR 97204 


Standard reference number 


Title 


Referenced in code section number 


NEEA-2011 


Northern Climate Specification for Heat Pump 
Water Heaters, Vers. 4.0 


Table R406.2 


NEEP 


Northeast Energy Efficiency Partnership, Inc. 
24 School Street, 2nd Floor 
Boston, MA 02108-4314 


Standard reference number 
ccASHP Version 3.1 


Title 


Cold Climate Air Source Heat Pump (ccASHP) 
Product List and Specifications: https:// 
neep.org/heating-electrification/ccashp- 
specification-product-list 


Referenced in code section number 


Table R406.3 


NEMA 


National Electrical Manufacturers Association 
1300 17th Street N No. 900 
Arlington, VA 22209 


Standard reference number 


Title 


Referenced in code section number 


OS4-2016 


Requirements for Air-Sealed Boxes for 
Electrical and Communications Applications 


R402.4.6 


NFPA 


National Fire Protection Association 


1 Batterymarch Park 
Quincy, MA 02169-7417 


Standard reference number 


Title 


Referenced in code section number 


70-20 
NFRC 


National Electrial Code 


National Fenestration Rating Council, Inc. 
6305 Ivy Lane, Suite 140 
Greenbelt, MD 20770 


RS501.4 


Standard reference number 


Title 


Referenced in code section number 


((480-2046)) 100-2020 


Procedure for Determining Fenestration 


Products U-factors eee R303.1.3 
((200-204+0)) 200-2020 Procedure for Determining Fenestration Product 

Solar Heat Gain Coefficients and Visible 

Transmittance at Normal Incidence = ~— ........ R303.1.3 
((490-2040)) 400-2020 Procedure for Determining Fenestration Product 

Air Leakage 0 ee R402.4.3 
UL Underwriters Laboratory 

333 Pfingsten Road 

Northbrook, IL 60062 
Standard reference number Title Referenced in code section number 
UL 127-11 Factory Built Fireplace eee R402.4.2 
UL 515-11 Electric Resistance Heat Tracing for 

Commercial and Industrial Applications = = ~~ ........ R403.5.1.2 
UL 907-94 Fireplace Accessories (with revisions through 

April2010) 0 ee R402.4.2 
US-FTC United States-Federal Trade Commission 


600 Pennsylvania Avenue N.W. 
Washington, DC 20580 
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Standard reference number 


Washington State Register, 


Title 


Issue 22-17 


WSR 22-17-149 


Referenced in code section number 


C.F.R. Title 16 
(May 34+, 2005))) (2015) 


WDMA 


R-value Rule 


Window and Door Manufacturers Association 
1400 East Touhy Avenue, Suite 470 
Des Plaines, IL 60018 


Rule R303.1.4 


Standard reference number 


Title 


Referenced in code section number 


AAMA/WDMA/CSA 
(COHES2/A440-14)) 
101/1.S.2/A440-17 


North American Fenestration 
Standard/Specification for Windows, Doors and 
Unit Skylights 


R402.4.3 


WSU 


Standard reference number 


Washington State University Energy Extension Program 
905 Plum Street S.E., Bldg 3 

P.O. Box 43165 

Olympia, WA 98506-3166 

Title 


Referenced in code section number 


WSU RS 33 


Duct Testing Standard for New and Existing 


Construction Publication No. WSUEEPI5-016 ——........ R403.3.3 
[Statutory Authority: RCW 19.27A. 020, 19.27A.045, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 20-01-047, S$ 51-11R-51000, filed 12/9/19, effective 
7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.045, 19.27A.160, 
and 19.27.074. WSR 16-02-127, 5 51-11R-51000, filed 1/6/16, effective 
7/1/16.) 
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standards, if the material adopted or incorporated regulates 
the same subject matter and conduct as the adopting or in- 
corporating rule; and rule content is explicitly and specif- 
ically dictated by statute. 

Scope of exemption for rule proposal: 
Is fully exempt. 


August 23, 2022 
Tony Doan 
Council Chair 


OTS-4050.1 


Chapter 51-55 WAC 
STATE BUILDING CODE ADOPTION AND AMENDMENT OF THE 2021 EDITION OF THE 
WILDLAND-URBAN INTERFACE CODE 


NEW SECTION 


WAC 51-55-001 Authority. These rules are adopted under the au- 
thority of chapter 19.27 RCW. 


[] 


NEW SECTION 


WAC 51-55-002 Purpose. The purpose of these rules is to imple- 
ment the provisions of chapter 19.27 RCW, which provides that the 
state building code council shall maintain the state building code in 
a status which is consistent with the purpose as set forth in RCW 
19.27.020. In maintaining the codes the council shall regularly review 
updated versions of the codes adopted under the act, and other perti- 
nent information, and shall amend the codes as deemed appropriate by 
the council. 


[] 


NEW SECTION 


WAC 51-55-003 International Wildland-Urban Interface Code. The 
2021 edition of the International Urban-Interface Code, published by 
the International Code Council, is hereby adopted by reference with 
the following additions, deletions, and exceptions. 


[] 
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WAC 51-55-008 Implementation. The International Wildland-Urban 
Interface Code adopted by this chapter shall becom ffective in all 
counties and cities of this state on July 1, 2023. 


[] 


NEW SECTION 


WAC 51-55-0100 Scope and administration. 
101 Scope and general requirements. 


101.2 Scope. The provisions of this code shall apply to the construc- 
tion, alteration, movement, repair, maintenance and use of any build- 
ing, structure, or premises within the wildland-urban interface areas 
in this jurisdiction. 
Buildings or conditions in existence at the time of the adoption 
of this code are allowed to have their use or occupancy continued, if 
such condition, use or occupancy was legal at the time of the adoption 
of this code, provided that such continued use does not constitute an 
egregious danger to life or property. 
Buildings or structures moved into or within the jurisdiction 
shall comply with the provisions of this code for new buildings or 
structures. 


101.4 Retroactivity. The provisions of the code shall apply to condi- 
tions arising after the adoption thereof, conditions not legally in 
existence at the adoption of this code and conditions that, as deter- 
mined by the code official, constitute an egregious hazard to life or 
property. 


EXCEPTION: Provisions of this code that specifically apply to existing conditions are retroactive. 


[] 


NEW SECTION 


WAC 51-55-0200 Chapter 2—Definitions. 
202 Definitions. 


ACCESSORY STRUCTURE. A building or structure used to shelter or support any 
material, equipment, chattel or occupancy other than a habitable 
building, or a habitable building or structure that is accessory to 
and incidental to that of the dwelling(s) and that is located on the 
same lot. 


BUILDING OFFICIAL. Not adopted. 


EGREGIOUS DANGER. A danger that if left unmitigated, places the occupants or 
property in immediate danger. 


FUEL, HEAVY. Vegetation consisting of round wood 3 to 8 inches (76 to 203 
mm) in diameter. See Fuel Models G, I, J, K, and U described in Chap- 
ter 9. 
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FUEL, LIGHT. Vegetation consisting of herbaceous plants and round wood 
less than 1/4-inch (6.4 mm) in diameter. S Fuel Models A, C, E, L, 
N, P, R, and S described in Chapter 9. 


FUEL, MEDIUM. Vegetation consisting of round wood 1/4 to 3 inches (6.4 mm 
to 76 mm) in diameter. S Fuel Models B, D, F, H, O, Q, and T descri- 
bed in Chapter 9. 


WILDLAND-URBAN INTERFACE/INTERMIX AREA. That geographical area where structures and 
other human development meets or intermingles with wildland or vegeta- 
tive fuels. 


[] 


NEW SECTION 


WAC 51-55-0300 Wildland-urban interface areas. 
302 Wildland-urban interface area designations. 


302.1 Declaration. The wildland-urban interface areas shall be based 
on the findings of fact. The wildland-urban interface area boundary 
shall correspond to natural or man-made features. 


302.2 Findings of fact. The wildland-urban interface areas findings of 
fact are permitted to follow table/worksheet 302.2. 


302.2.1 Department of natural resources mapping. The wildland-urban 
interface area is divided into several hazard zones for the purpose of 
determining construction requirements. The different zones correlate 
with the zones on the department of natural resources (DNR) map per 
RCW 19.27.560. 


Table 302.2.1 
Hazard Determination and Construction Correlation Table 


DNR Map Zone Red Yellow Green 
Structure density per 40ac 120 + structures 8-120 structures 0-8 structures 
Vegetative density (%) <50% 50-75% 75% + 
Distance from 75% vegetative area <=1.5 mi (2.414 km) NA NA 


Where all items in a column apply the required construction shall be based on the corresponding hazard in Table 503.1. 
Where not all items in a column apply the required construction shall be based on the next lower hazard in Table 503.1. 
If you do not meet the table criteria-not in the WUI. 


Table 302.2.1(b) 
Reguired Construction 
RED YELLOW GREEN 
Ignition Resistant Construction Class 3 Class 2 Class 1 
Option 2 
TABLE/WORKSHEET 302.2 
1. Determine structure density. 


STRUCTURE 
DENSITY UNINHABITED VERY LOW LOW MEDIUM HIGH 
within < 40 acres = 0 >0-<1 >1-<8 >8-<120 > 120 


2. Determine vegetation density. 
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PARCEL 
VEGETATION 
DENSITY 


< 40 acres 


NONVEGETATED 


VEGETATED 


< 50% vegetated and > 1.5 mi (2.414 km) that 
is > 75% vegetated and not overlap water 


> 50% vegetated and have structure density of 
uninhabited or very low 


3. Use structure density and vegetation density from above to de- 
termine if WUIC applies. 


WUIC APPLIES 
< 40 acres 


4. When WIUC applies, 


YES NO 
Structure density of very low — high and > 50% | Structure density of uninhabited and not within 
vegetated an identified WUI area 


Structure density of very low — high and > 50% 
vegetated and < 1.5 mi (2.414 km) that is > 
75% vegetated and not overlap water 


Structure density of uninhabited and < 50% 
vegetated and not overlap water 


Structure density of very low — high and < 1.5 
mi (2.414 km) that is > 75% vegetated and not 
overlap water 


the area shall 


Structure density of uninhabited — high and < 
50% vegetated and > 1.5 mi (2.414 km) that is 
> 75% vegetated and not overlap water 


be designated as Intermix or 


Interface. 
INTERMIX 
DESIGNATION STRUCTURE DENSITY PARCEL VEGETATION DENSITY 
< 40 acres Very low - High > 50% vegetated 
INTERFACE 
DESIGNATION STRUCTURE DENSITY PARCEL VEGETATION DENSITY 
< 40 acres Very low - High < 1.5 mi (2.414 km) that is > 75% vegetated 
and not overlap water 


interface areas shall be re- 


302.3 Mapping. Washington wildland-urban 
corded on maps developed by Washington department of natural resources 


(WADNR) , 


be located online at https://wadnr.maps, 


inspection by the public. 


302.4 Review of wildland-urban interface areas. 


and be available for 


The code official 


shall review for approval evaluated areas for new or modified findings 


of fact. 


Where a new or modified findings of fact are approved, the 


code official shall recommend to WADNR a modification to the wildland- 


urban 


[] 


NEW SECTION 


interface areas mapping. 


WAC 51-55-0400 Wildland-urban interface area requirements. 


401 General. 
401.1 Scope. 


Wildland-urban 
emergency vehicl 


chapter. 


401.2 Objective. 


401.3 General safety precautions. 


access and water supply 


402 Applicability. 
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402.1 Subdivisions. Subdivisions shall comply with locally adopted 
standards. 


402.1.1 Access. This section is not adopted. 


402.1.2 Water supply. This section is not adopted. 


402.2 Individual structures. Individual structures shall comply with 
Sections 402.2.1 and 402.2.2. 


402.2.1 Access. Individual structures hereafter constructed or reloca- 
ted into or within wildland-urban interface areas shall be provided 
with driveways in accordance with Section 403.2 and locally adopted 
standards. Marking of fire protection equipment shall be provided in 
accordance with Section 403.5 and address markers shall be provided in 
accordance with Section 403.6. 


402.2.2 Water supply. Individual structures hereafter constructed or 
relocated into or within wildland-urban interface areas shall be pro- 
vided with a conforming water supply in accordance with locally adop- 
ted standards. 


EXCEPTION: Not adopted. 


402.3 Existing conditions. This section is not adopted. 
403 Access. 

403.2.1 Dimensions. This section is not adopted. 

403.2.2 Length. This section is not adopted. 

403.2.3 Service limitations. This section is not adopted. 


403.2.4 Turnarounds and turnouts. Driveways in excess of three hundred 
feet in length shall be provided with turnarounds. Driveways in excess 
of five hundred feet in length and less than twenty feet in width 
shall be provided with turnouts and turnarounds. Turnarounds and turn- 
outs shall be designed as required by locally adopted standards. 


403.2.5 Turnouts. This section is not adopted. 


403.3 Fire apparatus access road. Where required, fire apparatus ac- 
cess roads shall be provided and maintained as required by locally 
adopted street, road, and access standards. 


403.4 Marking of roads. This section is not adopted. 
403.4.1 Sign construction. This section is not adopted. 
404 Water supply. 


404.1 General. Water supply shall be provided and maintained as re- 
quired by locally adopted standards. 


404.2 Water sources. This section is not adopted. 

404.3 Draft sites. This section is not adopted. 

404.3.1 Access. This section is not adopted. 

404.3.2 Pumper access points. This section is not adopted. 
404.4 Hydrants. This section is not adopted. 

404.5 Adequate water supply. This section is not adopted. 
404.6 Fire department. This section is not adopted. 
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404.7 Obstructions. This section is not adopted. 

404.8 Identification. This section is not adopted. 

404.9 Testing and maintenance. This section is not adopted. 
404.10 Reliability. This section is not adopted. 


404.10.1 Objective. This section is not adopted. 
404.10.2 Clearance of fuel. This section is not adopted. 
404.10.3 Standby power. This section is not adopted. 


NEW SECTION 


WAC 51-55-0500 Special building construction regulations. 
Section 501 General. 


501.1 General. Buildings and structures hereafter constructed, modi- 
fied, or relocated into or within the wildland-urban interface area 
shall meet the construction requirements of Sections 501.4 through 
SOT g 
EXCEPTIONS: 1. Buildings and structures with fire hazard severity determined in Section 502 and with ignition-resistant construction classification 
determined in Section 503. 
2. Accessory structures not exceeding 200 square feet (11 m2) in floor area and where located not less than 50 feet (15,240 mm) from 


buildings or structures containing habitable spaces. 
3. Agricultural buildings located not less than 50 feet (15,240 mm) from buildings or structures containing habitable spaces. 


501.2 Objective. This section is not adopted. 


501.4 Roof covering. Roofs shall have a roof assembly that complies 
with a Class A rating when tested in accordance with ASTM E108 or UL 
790. For roof assemblies where the profile allows a space between th 
roof covering and roof deck, the space at the eave ends shall be fire- 
stopped to preclude entry of flames or embers, or have one layer of 
72-pound (32.4 kg) mineral-surfaced, nonperforated cap sheet complying 
with ASTM D3909 installed over the combustible roof deck. 


EXCEPTIONS: 1. Class A roof assemblies including those with coverings of brick, masonry, or an exposed concrete roof deck. 
2. Class A roof assemblies also include ferrous or copper shingles or sheets, metal sheets and shingles, clay or concrete roof tile or slate 
installed on noncombustible decks or ferrous, copper or metal sheets installed without a roof deck on noncombustible framing. 
3. Class A roof assemblies include minimum 16 oz/sq. ft. (0.0416 kg/m2) copper sheets installed over combustible roof decks. 


501.4.1 Roof valleys. Where provided, valley flashings shall be not 
less than 0.019 inch (0.48 mm) (No. 26 galvanized sheet gage) corro- 
Sion-resistant metal installed over a minimum 36-inch-wide (914 mm) 
underlayment consisting of one layer of 72-pound (32.4 kg) mineral- 
surfaced, nonperforated cap sheet complying with ASTM D3909 running 
the full length of the valley. 


501.5 Exterior walls and projections other than decks. Exterior walls 
and projections other than decks, of buildings, or structures, or ac- 
cessory structures attached to buildings or structures with habitable 
spaces, shall be constructed with one of the following methods, with 
materials extending from the top of the foundation to the underside of 
the roof sheathing: 

1. Materials approved for not less than one hour fire-resistance 
rated construction on the exterior side; 
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2. Approved noncombustible materials; 

3. Heavy timber or log wall construction; 

4. Fire-retardant-treated wood on the exterior side. The fire-re- 
tardant-treated wood shall be labeled for exterior use and meet the 
requirements of Section 2303.2 of the International Building Code; or 
5. Ignition-resistant materials, complying with Section 503.2 on 
the exterior side. 


EXCEPTION: Unenclosed accessory structures attached to buildings with habitable spaces and projections, such as decks, attached to the first floor of 
a building, if when the structure is built with building materials at least two inches nominal depth and the area below the unenclosed 
accessory structure is screened with material with openings no greater than 1/4-inch maximum to prevent accumulation of combustibles 
and to prevent embers from coming in underneath. 


501.6 Decks and appendages. The material of decks, porches, balconies, 
and stairs shall be constructed with any of the following materials: 

1. Ignition-resistant material that complies with the minimum 
performance requirement of Section 503.2. 

2. Exterior fire-retardant-treated wood. 

3. Noncombustible material. 

4. Any material that complies with the minimum performance re- 
quirements of Section 503.2 when attached exterior wall covering is 
also either noncombustible or ignition-resistant material. 

5. Heavy timber construction consisting of the following: 

5.1. Posts shall be a minimum of 6 inches x 6 inches nominal di- 
mension. 
5.2. Beams shall be a minimum of 6 inches x 8 inches nominal di- 
mension. 
5.3. Joists shall be a minimum of 4 inches x 8 inches nominal di- 
mension spaced at no greater than 24 inches on center. 


501.6.1 Clearance. Decks with less than 48 inches of clearance from 
finished grade to deck joists shall be enclosed with screen material 
with openings no greater than 1/4-inch maximum to prevent accumulation 
of combustibles and to prevent embers from coming in underneath. 


501.6.2 Walking surfaces. The walking surface material of decks, 
porches, balconies, and stairs shall be constructed with one of the 
following materials: 

1. Ignition-resistant material that complies with the performance 
requirements of Section 503.2. 

2. Exterior fire-retardant-treated wood. 

3. Noncombustible material. 

4. Where the deck, porch, balcony, or stairs are constructed of 
heavy timber in accordance with Section 501.6, natural wood decking 
products shall be: 

4.1. 2-inch nominal dimension lumber; or 

4.2. 5/4-inch nominal hardwood (i.e., teak, mahogany, or other 
approved hardwood). 

5. Material that complies with the performance requirements of 
Section 501.6.2.1 when tested in accordance with ASTM E2632 and when 
attached exterior wall covering is also composed of only noncombusti- 
ble or ignition-resistant materials. 


EXCEPTION: Wall material shall be permitted to be of any material that otherwise complies with Section 501.5 when the decking surface material 
complies with the performance requirements of ASTM E84 with a Class B flame spread index. 


501.6.2.1 Material in Section 501.6.2, Item 5. The walking surface ma- 
terial shall be tested in accordance with ASTM E2632 and shall comply 
with the following condition of acceptance. The ASTM E2632 test shall 
be conducted on a minimum of three test specimens and the peak heat 


release rate shall be less than or equal to 25 kW/ft* (269 kW/m’). If 
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any one of the three tests does not meet the conditions of acceptance, 
three additional tests shall be run. All the additional tests shall 
meet the condition of acceptance. 


501.7 Exterior glazing. Exterior windows, window walls and glazed 
doors, windows within exterior doors, and skylights shall be tempered 
glass, multilayered glazed panels, glass block, or have a fire protec- 
tion rating of not less than 20 minutes. 


501.8 Vents. Attic ventilation openings, foundation or underfloor 
vents, or other ventilation openings in vertical exterior walls and 


vents through roofs shall not exceed 144 square inches (0.0929 m*) 
each. Such vents shall be covered with noncombustible corrosion-re- 
sistant mesh with openings not to exceed 1/4 inch (6.4 mm), or shall 
be designed and approved to prevent flame or ember penetration into 
the structure. 

1. Attic ventilation openings shall not be located in soffits, in 
eave overhands, between rafters at eaves, or in other overhang 
areas. Gable end and dormer vents shall be located not less than 10 
feet (3048 mm) from lot lines. Underfloor ventilation openings shall 
be located as close to grade as possible. 


502 Fire hazard severity. 


502.1 General. The fire hazard severity of building sites for build- 
ings hereafter constructed, modified, or relocated into wildland-urban 
interface areas shall be established in accordance with Table 502.1. 
See also Chapter 8. 


502.2 Fire hazard severity reduction. The fire hazard severity identi- 
fied in Table 502.1 is allowed to be reduced by implementing a vegeta- 
tion management plan in accordance with Chapter 7. 
TABLE 502.1 
FIRE HAZARD SEVERITY 
(No change to the table) 


504 Class 1 ignition-resistant construction. 


504.7 Appendages and projections. Accessory structures attached to 
buildings with habitable spaces and projections other than decks, 
porches, balconies, or stairs, shall be not less than 1-hour fire-re- 
sistance-rated construction, heavy timber construction, or constructed 
of one of the following: 

1. Approved noncombustible materials. 

2. Fire-retardant-treated wood identified for exterior use and 
meeting the requirements of Section 2303.2 of the International Build- 
ing Code. 

3. Ignition-resistant building materials in accordance with Sec- 
tion 503.2. 


EXCEPTION: Not adopted. 


504.8 Decks and appendages. The material of decks, porches, balconies, 
and stairs shall be constructed with any of the following materials: 
1. Ignition-resistant material that complies with the minimum 
performance requirement of Section 503.2. 
2. Exterior fire-retardant-treated wood. 
3. Noncombustible material. 
4. Any material that complies with the minimum performance re- 
quirements of Section 503.2 when attached exterior wall covering is 
also either noncombustible or ignition-resistant material. 
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5. Heavy timber construction consisting of the following: 


5.1. Posts shall be a minimum of 6 inches x 6 inches nominal di- 
mension. 

5.2. Beams shall be a minimum of 6 inches x 8 inches nominal di- 
mension. 

5.3. Joists shall be a minimum of 4 inches x 8 inches nominal di- 


mension spaced at no greater than 24 inches on center. 


504.8.1 Clearance. Decks with less than 48 inches of clearance from 
finished grade to deck joists shall be enclosed with screen material 
with openings no greater than 1/4-inch maximum to prevent accumulation 
of combustibles and to prevent embers from coming in underneath. 


504.8.2 Walking surfaces. The walking surface material of decks, 
porches, balconies, and stairs shall be constructed with one of the 
following materials: 

1. Ignition-resistant material that complies with the performance 
requirements of Section 503.2. 

2. Exterior fire-retardant-treated wood. 

3. Noncombustible material. 

4. Where the deck, porch, balcony, or stairs are constructed of 
heavy timber in accordance with Section 501.6, natural wood decking 
products shall be: 

4.1. 2-inch nominal dimension lumber; or 

4.2. 5/4-inch nominal hardwood (i.e., teak, mahogany, or other 
approved hardwood). 

5. Material that complies with the performance requirements of 
Section 504.8.2.1 when tested in accordance with ASTM E2632 and when 
attached exterior wall covering is also composed of only noncombusti- 
ble or ignition-resistant materials. 


EXCEPTION: Wall material shall be permitted to be of any material that otherwise complies with Section 501.5 when the decking surface material 
complies with the performance requirements of ASTM E84 with a Class B flame spread index. 


504.8.2.1 Material in Section 504.8.1, Item 5. The walking surface ma- 
terial shall be tested in accordance with ASTM E2632 and shall comply 
with the following condition of acceptance. The ASTM E2632 test shall 
be conducted on a minimum of three test specimens and the peak heat 
release rate shall be less than or equal to 25 kW/ft* (269 kW/m*). If 
any one of the three tests does not meet the conditions of acceptance, 
three additional tests shall be run. All the additional tests shall 
meet the condition of acceptance. 


504.9 Exterior glazing. Exterior windows, window walls and glazed 

doors, windows within exterior doors, and skylights shall be tempered 
glass, multilayered glazed panels, glass block or have a fire protec- 
tion rating of not less than 20 minutes. 


504.10 Exterior doors. Exterior doors shall be approved noncombustible 
construction, solid core wood not less than 1 3/4 inches thick (44 
mm), or have a fire protection rating of not less than 20 minutes. 
Windows within doors and glazed doors shall be in accordance with Sec- 
tion 504.8. 


EXCEPTION: Vehicle access doors. 


504.11 Vents. Attic ventilation openings, foundation or underfloor 
vents, or other ventilation openings in vertical exterior walls and 
vents through roofs shall not exceed 144 square inches (0.0929 m7?) 
each. Such vents shall be covered with noncombustible corrosion-re- 
sistant mesh with openings not to exceed 1/4 inch (6.4 mm), or shall 
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5.3. Joists shall be a minimum of 4 inches x 8 inches nominal di- 
mension spaced at no greater than 24 inches on center. 


505.8.1 Clearance. Decks with less than 48 inches of clearance from 
finished grade to deck joists shall be enclosed with screen material 
with openings no greater than 1/4-inch maximum to prevent accumulation 
of combustibles and to prevent embers from coming in underneath. 


505.8.2 Walking surfaces. The walking surface material of decks, 
porches, balconies, and stairs shall be constructed with one of the 
following materials: 

1. Ignition-resistant material that complies with the performance 
requirements of Section 503.2. 

2. Exterior fire-retardant-treated wood. 

3. Noncombustible material. 

4. Where the deck, porch, balcony, or stairs are constructed of 
heavy timber in accordance with Section 501.6, natural wood decking 
products shall be: 

4.1. 2-inch nominal dimension lumber; or 

4.2. 5/4-inch nominal hardwood (i.e., teak, mahogany, or other 
approved hardwood). 

5. Material that complies with the performance requirements of 
Section 505.8.1.1 when tested in accordance with ASTM E2632 and when 
attached exterior wall covering is also composed of only noncombusti- 
ble or ignition-resistant materials. 


EXCEPTION: Wall material shall be permitted to be of any material that otherwise complies with Section 501.5 when the decking surface material 
complies with the performance requirements of ASTM E84 with a Class B flame spread index. 


505.8.2.1 Material in Section 505.8.1, Item 5. The walking surface ma- 
terial shall be tested in accordance with ASTM E2632 and shall comply 
with the following condition of acceptance. The ASTM E2632 test shall 
be conducted on a minimum of three test specimens and the peak heat 
release rate shall be less than or equal to 25 kW/ft* (269 kW/m*). If 
any one of the three tests does not meet the conditions of acceptance, 
three additional tests shall be run. All the additional tests shall 
meet the condition of acceptance. 


505.9 Exterior glazing. Exterior windows, window walls and glazed 

doors, windows within exterior doors, and skylights shall be tempered 
glass, multilayered glazed panels, glass block or have a fire protec- 
tion rating of not less than 20 minutes. 


505.10 Exterior doors. Exterior doors shall be approved noncombustible 
construction, solid core wood not less than 1 3/4 inches thick (45 
mm), or have a fire protection rating of not less than 20 minutes. 
Windows within doors and glazed doors shall be in accordance with Sec- 
tion 505.8. 


EXCEPTION: Vehicle access doors. 


505.11 Vents. Attic ventilation openings, foundation or underfloor 
vents or other ventilation openings in vertical exterior walls and 


vents through roofs shall not exceed 144 square inches (0.0929 mĉ) 
each. Such vents shall be covered with noncombustible corrosion-re- 
sistant mesh with openings not to exceed 1/4 inch (6.4 mm) or shall be 
designed and approved to prevent flame or ember penetration into the 
structure. 


505.11.1 Vent locations. Attic ventilation openings shall not be loca- 
ted in soffits, in eave overhangs, between rafters at eaves, or in 
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other overhang areas. Gable end and dormer vents shall be located not 
less than 10 feet (3048 mm) from lot lines. Underfloor ventilation 
openings shall be located as close to grade as practical. 


505.12 Detached accessory structures. Detached accessory structures 
located less than 50 feet (15,240 mm) from a building containing hab- 
itable space shall have exterior walls constructed with materials ap- 
proved for not less than 1-hour fire-resistance-rated construction, 
heavy timber, log wall construction, or constructed with approved non- 
combustible materials or fire-retardant-treated wood on the exterior 
Side. The fire-retardant-treated wood shall be labeled for exterior 
use and meet the requirements of Section 2303.2 of the International 
Building Code. 


505.12.1 Underfloor areas. Where the detached accessory structure is 
located and constructed so that the structure or any portion thereof 
projects over a descending slope surface greater than 10 percent, the 
area below the structure shall have underfloor areas enclosed to with- 
in 6 inches (152 mm) of the ground, with exterior wall construction in 
accordance with Section 505.5 or underfloor protection in accordance 
with Section 505.6. 


EXCEPTION: The enclosure shall not be required where the underside of exposed floors and exposed structural columns, beams and supporting walls 
are protected as required for exterior 1-hour fire-resistance-rated construction or heavy-timber construction or fire-retardant-treated 
wood on the exterior side. The fire-retardant-treated wood shall be labeled for exterior use and meet the requirements of Section 2303.2 
of the International Building Code. 


507 Replacement or repair of roof coverings. 


507.1 General. The roof covering on buildings or structures in exis- 
tence prior to the adoption of this code that are replaced or have 50 
percent or more replaced in a 12-month period shall be replaced with a 
roof covering required by Section 501.4 or based on the type of igni- 
tion-resistant construction as determined by Section 501.1 Exception 
T 


[] 


NEW SECTION 


WAC 51-55-0600 Fire protection requirements. 
602 Automatic sprinkler systems. 


602.1 General. An approved automatic sprinkler system shall be instal- 
led when required by the authority having jurisdiction. 


[] 


NEW SECTION 


WAC 51-55-0700 Chapter 7—Vegetation management plan. 


User note: About this chapter: The purpose of this chapter is to pro- 
vide criteria for submitting vegetation management plans, specifying 
their content and establishing a criterion for considering vegetation 
management as being a fuel modification. 
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701 General. 


701.1 Scope. Vegetation management plans shall be submitted to the 
code official where required for review and approval as part of the 
plans required for a permit. 


701.2 Plan content. Vegetation management plans shall describe all ac- 
tions that will be taken to prevent a fire from being carried toward 
or away from the building. A vegetation management plan shall include 
the following information: 

1. A copy of the site plan. 

2. Methods and timetables for controlling, changing or modifying 
areas on the property. Elements of the plan shall include removal of 
slash, snags, vegetation that may grow into overhead electrical lines, 
other ground fuels, ladder fuels and dead trees, and the thinning of 
live trees. 

3. A plan for maintaining the proposed fuel-reduction measures. 


701.3 Fuel modification. To be considered a fuel modification for pur- 
poses of this code, continuous maintenance of the clearance is re- 
quired. 


[] 


NEW SECTION 


WAC 51-55-0800 Chapter 8—Fire hazard severity form. 
User note: About this chapter: The purpose of this chapter is to pro- 
vide an alternative methodology to using Table 502.1 for analyzing the 
fire hazard severity of building sites using a preassigned value/scor- 
ing system for each feature that impacts the hazard level of a build- 
ing site. Included in the evaluation are site access, types and man- 
agement of vegetation, percentage of defensible space on the site, 
site topography, class of roofing and other construction materials 
used on the building (existing or to be constructed on the site), fire 
protection water supply, and whether utilities are installed above or 
below ground. 


801 Fire hazard severity form. Where adopted, Table 801.1 is permitted 
to be used as an alternative to Table 502.1 for analyzing the fire 
hazard severity of building sites. 


TABLE 801.1 
FIRE HAZARD SEVERITY FORM 
(No change to the table) 


NEW SECTION 


WAC 51-55-0900 Chapter 9—Fire danger rating system. 


User note: About this chapter: The fuel models included in Chapter 9 
are only general descriptions because they represent all wildfire 
fuels from Florida to Alaska and from the East Coast to California. 
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The National Fire Danger Rating System (NFDRS) is a set of com- 
puter programs and algorithms that allows land management agencies to 
estimate today's or tomorrow's fire danger for a given rating area. 
NFDRS characterizes fire danger by evaluating the approximate upper 
limit of fire behavior in a fire danger rating area during a 24-hour 
period based on fuels, topography and weather, or what is commonly 
called the fire triangle. Fire danger ratings are guides for initiat- 
ing presuppression activities and selecting the appropriate level of 
initial response to a reported wildfire in lieu of detailed, site- and 
time-specific information. 

Predicting the potential behavior and effects of wildland fire 
are essential tasks in fire management. Surface fire behavior and fire 
effects models and prediction systems are driven in part by fuelbed 
inputs such as load, bulk density, fuel particle size, heat content 
and moisture content. To facilitate use in models and systems, fuelbed 
inputs have been formulated into fuel models. A fuel model is a set of 
fuelbed inputs needed by a particular fire behavior or fire effects 
model. Different kinds of fuel models are used in fire spread models 
in a variety of fire behavior modeling systems. The fuel models in 
this appendix correlate with the light, medium, and heavy fuel defini- 
tions found in Chapter 2 of the code. 


901 Fuel models. 


901.1 General. The Fuel Model Key is provided in Table 901.1. Fuel 
Models are described in Sections 901.1.1 through 901.1.20. 
TABLE 901.1 
FUEL MODEL KEY 
(No change to the table) 


901.1.1 FUEL MODEL A. (No change to the text) 
901.1.2 FUEL MODEL B. (No change to the text) 
901.1.3 FUEL MODEL C. (No change to the text) 
901.1.4 FUEL MODEL D. (No change to the text) 
901.1.5 FUEL MODEL E. (No change to the text) 
901.1.6 FUEL MODEL F. (No change to the text) 
901.1.7 FUEL MODEL G. (No change to the text) 
901.1.8 FUEL MODEL H. (No change to the text) 
901.1.9 FUEL MODEL I. (No change to the text) 
901.1.10 FUEL MODEL J. (No change to the text) 
901.1.11 FUEL MODEL K. (No change to the text) 
901.1.12 FUEL MODEL L. (No change to the text) 
901.1.13 FUEL MODEL N. (No change to the text) 
901.1.14 FUEL MODEL O. (No change to the text) 
901.1.15 FUEL MODEL P. (No change to the text) 
901.1.16 FUEL MODEL Q. (No change to the text) 
901.1.17 FUEL MODEL R. (No change to the text) 
901.1.18 FUEL MODEL S. (No change to the text) 
901.1.19 FUEL MODEL T. (No change to the text) 
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901.1.20 FUEL MODEL U. (No change to the text) 


[] 


NEW SECTION 


WAC 51-55-1000 Chapter 10—Referenced standards. 


ASTM 


E2632-2020: Standard Test Method for Evaluating the Under-Deck Fire 
Test Response of Deck Materials 


501.6 


[] 
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ges as adopted by SBCC. The 
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SUMMARY OF PROPOSED CHANGES 
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ty measures for 


2021 IBC/2021 IEBC Amendments to Chapter 51-50 WAC 
WAC Section Changes in 2021 Rationale/Discussion 

WAC 51-50-107 | 107.2 New section; replaces Provides the necessary reference to the newly proposed 
Section 107.2.8 with Section 107.2.9. 
107.2.9. 

107.2.9 New section in WAC; Clarifies nonstructural components that require an 
adds language to the importance factor of 1.5 and require designated seismic 
model code related to restraint systems per ASCE 7 need to be identified on 
nonstructural permit drawing sets. These may be mechanical and 
components. electrical components as such as smoke control systems, 
stairways, emergency generators, etc. 

WAC Table Removes the state The existing amendment is no longer needed; it is 

51-50-1604 1604.5 amendment and reserves addressed in the model code. 
WAC 51-50-1604. 
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WAC Section Changes in 2021 Rationale/Discussion 
WAC 1613.4 Replaces the reference to | Provides the necessary references to the newly proposed 
51-50-1613 Section 1613.4.2 with a Sections 1613.4.3 through 1613.4.6. 
reference to Section 
1613.4.6. 
1613.4.1 Deletes Item 5 of Section | The 2021 IBC includes changes in a reference standard 
12.2.5.4. that duplicate changes made by an amendment to the 
Washington state building code. These changes relate to 
the construction of concrete special structural walls which 
are seismic force resisting elements of a building 
structural system and are common in commercial and 
multi-family residential construction. The amendment to 
the Washington state building code Section 1613.4.1 part 
5 was previously needed in the building code as similar 
requirements weren't included in the reference standards. 
The 2018 IBC reference standard ACI 318-19 has added 
similar requirements to those of the amendment. The 
amendment to the Washington state building code should 
be removed for clarity. By removing Amendment Section 
1613.4.1 part 5, an engineer will be clear that the 
provisions and ACI 318-19 should be used directly. 
Without the removal of Item 5, it is unclear if the factors 
referenced by the amendment and the factor of the 
reference standards should be used together, which could 
result in an overestimation of design forces by a factor of 
2.5. This would result in an increase in the size of special 
concrete walls used in new construction. See detailed 
rationale here: 21-GP2-028. 
1613.4.3 New sections in WAC; The current method in ASCE 7-16 for developing seismic 
through intended to provide a design response spectra is very complex, and it requires 
1613.4.6 simplified method to additional ground motion hazard analyses for many more 
develop seismic design building sites than required in previous versions of the 
parameters for seismic code. 
design of buildings. The same amendment was adopted as an emergency rule 
(WSR 22-11-010) and it is effective until July 1, 2023. If 
adopted, this proposal will adopt the rule permanently. 
(See WSR 22-11-010 and detailed rational for adopting 
it) 
WAC 1615.1 The proposed amendment in Section 1615 adopts the 
51-50-1615 1615.2.4 latest Washington Department of Natural Resources 
1615.2.5 tsunami design zone maps into the 2021 IBC. In addition, 
1615.2.6 it brings forward the latest published tsunami design zone 
1615.2.7 requirements contained in American Society of Civil 
1615.2.8 Engineers Standard 7-22, which would otherwise be 
1615.2.9 adopted as part of the 2024 IBC. 
1615.2.10 Some editorial modifications are also proposed. 
1615.2.12 
1615.2.13 
1615.2.14 
1615.2.15 
WAC 1702 Remove the state The defined terms are deleted to match the model code 
51-50-1702 amendment and save format. 
WAC 51-50-1702 as 
reserved. 
WAC 1705.5.3 Remove the state The existing amendments are no longer needed; all are 
51-50-1705 1705.11.1 amendment and save addressed in the model code. 
1705.12. WAC 51-50-1705 as 
1705.19 reserved. 
1705.12.6 Renumber to 1705.13.6; Incorporates renumbering in the model code. 
modify item 6.2. 
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WAC Section 


Changes in 2021 


Rationale/Discussion 


WAC 1709.5 
51-50-17090 


Incorporates model code 
language. 


This existing amendment was adopted in 2006. The 
amendment provides an exception to the load testing 
requirement for small business manufacturers (Exception 
2). The exception was readopted in 2009, 2012, 2015, and 
2018 IBC, but the model code language was not updated. 
The proposed amendment contains Exception 2 and 
incorporates the model code language. 


WAC 2103.2.4 
51-50-2103 


New section added to 
WAC 


A common mode of failure of adhered veneer is the 
debonding of the units from the wall. Requiring a 
modified dry-set bond coat mortar capable of developing 
higher bond strength is warranted. ANSI A118.15, for 
example, requires a 28-day shear bond strength near 400 
psi for an improved-modified dry-set mortar, which is 
significantly higher than the current TMS 402 
requirement of 50 psi. The latest draft for the next TMS 
reference code edition contains a similar amendment. 
This new amendment is an early adoption of this 
beneficial code provision in Washington state. 
Additionally, the method of installation prescribed in the 
TMS specification was developed in the 1950s but is not 
used today for the installation of adhered veneer. 

(See detailed rationale here: 21-GP 1-65 (MOD)) 


WAC 2107.1 
51-50-21070 


Delete existing 
amendment. 


The existing amendment is no longer needed; it is 
addressed in the model code. 


WAC 2111.8 
51-50-2111 


Reference sections 
renumbering. 


Section 2111.8 is an existing amendment, modified to 
incorporate section renumbering in the model code. 


WAC 2303.1.1.3 
51-50-2303 


New section in WAC 
addressing used solid- 
sawn lumber. 


Similar proposal was approved by the SBCC and 
published as a 2018 amendment in the IRC (Section 
R602.1.1). This amendment will put the IBC and the IRC 
in alignment with respect to the reuse of salvaged 
dimensional sawn lumber. When constructing to the 
requirements of the IBC, quality, salvaged solid-sawn 
lumber that is ungraded or does not have a certificate of 
inspection cannot currently be reused in a structural 
capacity unless allowed by the building official. The 
intent of this proposal is to assume conservative material 
base values that reflect past construction methods which 
will expand the use of salvaged lumber without 
compromising safety. 

This proposal provides clear directive to the engineer/ 
designer, removes potential liability from the building 
official while maintaining safety, and will result in the 
increased and economical use of salvaged lumber for 
those wishing to reuse quality material. 

(See detailed rationale here: 21-GP 1-62 (MOD) 


2303.1.4 


Delete Section 2303.1.4. 


The existing amendment is no longer needed; it is 
addressed in the model code. 
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WAC 


Section 


Changes in 2021 


Rationale/Discussion 


WAC 
51-50-2304 


2304.10 


Delete existing 
amendment. 


Delete existing 
amendment. 


The existing amendment is no longer needed; it is 
addressed in the model code. 


The existing amendment is no longer needed; it is 
addressed in the model code Section 2304.10.1. 


New sections in WAC. 


The proposed amendments address prescriptive thickness 
requirements of cross-laminated timber in Chapter 23, 
originally added in the 2018 IBC model code. With the 
addition of Type IV-A/B/C construction types in Section 
6 of the 2021 IBC model code, Section 602.4 combines 
the new performance-based requirements of Type IV- 
A/B/C with the existing prescriptive requirements of 
Type IV-HT in Chapter 2304.11. 

The proposed amendments to 2304.11.2.1, 2304.11.2.2, 
and 2304.11.4.1, simply add consistency and specificity 
in language (actual thicknesses rather than mix of actual, 
nominal, or not defined) without modification of 
prescribed CLT thickness. Nominal dimensions are not 
used by CLT manufacturers, architects, engineers, or 
contractors. The proposed amendment to 2304.11.3.1 
proposes a change from 4" actual thickness to 3.5" actual 
thickness with proposed justification of equivalency to or 
exceedance of allowable prescriptive nominal thicknesses 
in 2304.11.3.2. The benefit of the proposed prescriptive 
thickness change to CLT floors adds consistency and 
flexibility in specification between CLT, GLT, NLT, DLT 
and is inclusive of standardized metric CLT sizes of 
90mm and 100mm. The additional performance 
requirements in Section 602.4 Type IV remain 
unchanged. 

21-GP1-63 (MOD) 


WAC 
51-50-2400 


2405.3 


Remove existing 
amendment 


The existing amendment is relocated to WAC 
51-50-2405. 


WAC 
51-50-2405 


2405.3 


Relocation. 


The existing amendment, currently in WAC 51-50-2400, 
is renumbered to WAC 51-50-2405 to align with the 
WAC format. The existing amendment is in exception 5, 
deleting R-2, R-3, and R-4 occupancies from the text. 
The text in 2405.3 is modified to incorporated changes to 
the model code. The proposed modifications have no 
intended change in regulatory effect. 


WAC 
51-50-3500 


Chapter 35 


Add new referenced 
standards. 


Adds new standards referenced in the body of the code. 
The purpose of amending ASCE 7 is to adopt the 
Supplements to 2016 edition of ASCE 7, Minimum 
Design Loads and Associated Criteria for Buildings and 
Other Structures (ASCE 7-16), developed by the ASCE 7 
Standard Committee to address important issues in 
between cycles of development. Some of the noted 
deficiencies in the ASCE 7-16 standard affect high 
seismic hazard locations such as Washington state and 
could potentially result in unconservative structural 
design. Hence, we request that this be adopted under the 
2021 IBC reference standards. 

The ASCE 7-16 standard now has three published 
supplements - Supplement No. | was published on 
December 11, 2018, Supplement No. 2 was published on 
October 19, 2021, and Supplement No. 3 was published 
on November 3, 2021. Supplement No. 1 was adopted 
into the 2021 International Building Code, but 
Supplement No. 2 and Supplement No. 3 were not 
included as they have just been recently published. 


International Existing Building Code 
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WAC 


51-50-480302 


302.2 


Renumbering 


WAC Section Changes in 2021 Rationale/Discussion 
WAC Chapter 2 Add new definitions: When a flood occurs that damages a building, there are 
51-50-480200 SUBSTANTIAL DAMAGE oftentimes many structures that are damaged. Securing a 
SUBSTANTIAL real estate professional to determine market value can 
IMPROVEMENT take up valuable time that would be better served getting 


the building repaired quickly. ICC publishes building 
valuation data that should represent the cost to rebuild the 
building as if it was new. While this may potentially over- 
value an existing building, it offers a way for building 
officials to quickly determine a building value that does 
not include the land value. As the ICC valuation data is 
maintained and updated regularly by ICC, there is no 
need for building officials to maintain another way of 
determining market value. In addition, it is a table 
available to both public and building departments, so the 
ability to quickly calculate a value and know if you 
exceed the substantial threshold is easily determined 
without the input from a real estate professional. 


Incorporates model code renumbering. 


WAC 


51-50-480306 


306.6 
306.7.8 


Add new sections 
pertaining to LULA 
elevators. 


The code change proposals in Sections 306.6 and 306.7.8 
will allow use of a LULA as part of the accessible route 
in additions. This is a new provision and provides greater 
flexibility to designers to provide a level of accessibility 
to a mezzanine, story or occupied roof. A separate code 
change proposal will allow a LULA in both a change of 
occupancy and in alterations. This code change would 
allow a LULA, and would not allow a platform lift 
permitted in additions to existing buildings. See the 
detailed rationale here: 21-GP2-054R 


306.7.1 


New section 


The current language in Section 306.7.1 related to the 
need to provide an accessible route of travel, accessible 
toilet facilities and drinking fountains for primary 
function areas being altered has been the source of 
confusion for many. The current language, which 
attempts to combine a mandate to improve the accessible 
route to primary function areas, which is already 
addressed in the first sentence of this section, with 
improvements to existing restrooms and drinking 
fountains, is the source of this confusion. This proposal 
replaces the last sentence and slightly modifies Exception 
1. This helps the code users to understand the intent of 
this provision: 

(1) Provide an accessible route to the primary function 
area. 

(2) Make accessibility improvements to existing 
restrooms and drinking fountains serving the area of 
primary function. 

Replacing the current with a separate and distinct 
sentence addressing the need to update restrooms and 
drinking fountains is eliminating the ambiguity of the 
current code. Exception | has also been modified to make 
it clear that the cumulative cost of these improvements 
are not required to exceed 20 percent of the construction 
budget. 


306.7.1 


New section 


This is another proposal addressing the same issue. It 
adds a new sentence clarifying that priority shall be given 
to the improvements affecting the accessible route to the 
primary function area. 
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Section 


Changes in 2021 


Rationale/Discussion 


WAC 


51-50-480401 


306.7.8 


401.2 
401.4 


New section addressing 
lifts. 


New sections 


The ASME A18.1 Standard, referenced in IEBC Section 
305.8.3, recognizes two types of platform lifts: vertical 
and inclined. The proposed language adds clarity for the 
reader as to what types of conveyances are allowed by 
ASME A18.1. It also reduces potential confusion 
resulting from a conflict that the current provision has 
with IBC Section 1003.3.3 related to horizontal 
projections into the circulation path. Stating that this 
provision applies to both vertical and inclined 
conveyances will eliminate any confusion that it may 
only apply to vertical conveyances. 


The proposal does three things: 

e Clarifies that the work needed to facilitate repairs 
should not be considered an alteration (401.2) 

The sentence being added to the end of 401.2 was 
dropped during the 2018 code cycle when the repair 
provisions were consolidated in Chapter 4 in the IEBC. 
This allowance was originally in the 2015 IEBC 
prescriptive and work area methods sections. It provides 
clarity to the code official about how to deal with existing 
undamaged components when repairs on a structure are 
needed. It is a common situation that should be addressed 
by the code. 

¢ Ensures that when a building has been effectively 
demolished it must be replaced with a new building 
subject to new code requirements (401.4). 

The IEBC allows the use of "like materials" for repairs, 
but these provisions should not apply where the building 
has been destroyed and the repair needed is a total 
replacement of the building. The same rules should apply 
whether the damage is caused directly by the destructive 
event or if the demolition and subsequent replacement of 
the building is the owner's choice for correcting the 
damage. In both cases, owners would have to rebuild 
using currently adopted codes. 

e Allows for reuse of the existing foundation with 
approval by the code official. 

This proposal is being heard at the ICC hearings for the 
2024 code cycle in March/April 2022. Further 
correlation may be needed in the future if the ICC 
proposal is approved "as is" or with changes. 


WAC 


51-50-480405 


405.1 
405.1.1 


New sections 


The proposed amendment adds ACI 562 (Code 
Requirements for Assessment, Repair, and Rehabilitation 
of Existing Concrete Structures) to establish minimum 
requirements for the evaluation, design, construction, 
repair, and rehabilitation of concrete structural elements 
in buildings for various levels of desired performance as 
deemed appropriate for the project. This proposal is 
intended as a modification where the code is based on the 
2021 edition of the ICC IEBC. (See the detailed rationale 
here: 21-GP2-002R.) 
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WAC 
51-50-480503 


503.19 

503.19.1 
503.19.2 
503.19.3 
503.19.4 


New sections 


The proposals in Sections 503.19 and 805.4 (adding an 
exception to Item 2) will make it clear that new lateral 
systems are permitted to be of any type, even of a type 
that normally would not be allowed in new construction, 
based on the seismic design category and height, as long 
as all the other conditions of sections 503.13 and 805.4 
are met. The original intent of this code section remains 
the same, the proposed design shall not weaken the 
existing lateral resistance of the building or affect the 
behavior of the building in a severe way. In addition, this 
proposal will help with cost reduction and most 
importantly performance since less ductile "Ordinary" or 
"Intermediate" systems may be closer to matching an 
existing building's deformation limits. See the detailed 
rationale here: 21-GP2-056. 


WAC 
51-50-480603 


603.1 


New section 


It is oftentimes difficult to determine if 50 percent of the 
building area is exceeded for a substantial remodel and 
using ICC valuation could be an easier way to determine 
if the amount of work in a building is substantial. ICC 
building valuations can be easily calculated and 
compared to the proposed value of the remodel; whereas, 
it can be very difficult to determine if an alteration is 
exceeding the 50 percent threshold when only portions of 
rooms are altered. 

This offers an alternative method to determine if an 
alteration is Level 3 using ICC building valuation and 
comparing the valuation to the contract value of the 
proposed work. 


WAC 
51-50-480604 


604.1 


See WAC 51-50-480603 


WAC 
51-50-480702 


702.7 


Renumbering 


The existing amendment is modified to align with the 
model code section renumbering. 


WAC 
51-50-480805 


805.4 


See WAC 51-50-480503 


805.5 
through 
805.5.4 


Buildings with unreinforced masonry and hollow clay in 
Seismic Design Category C, D, E or F represent an 
increased risk to life safety, and jurisdictions need to be 
able to require seismic upgrades where occupant loads 
are increased during alterations. Currently the seismic 
retrofits for URM or hollow clay tile buildings are 
triggered for the following alteration scenarios: 

1. Level 3 remodel triggers parapet bracing, installation 
of floor/wall anchors, and wall/partition bracing within 
alteration area. 

2. Roof replacement more than 25 percent triggers 
parapet bracing. 

3. Substantial structural alteration triggering upgrading 
the lateral load resisting system with reduced seismic 
forces. 

4. Change in risk category per IBC Table 1604.5. 

This proposal captures the situations where the alteration 
is using either the prescriptive requirements of the code 
or is falling under the Level 2 remodel that is not 
triggering any roof replacement requirements. Level 3 
alterations require compliance with all Level 2 
requirements, and thus must meet the large building 
provisions as required in that section. See detailed 
rationale here: 21-GP2-018R 


WAC 
51-50-480809 


809.1 


Delete existing 
amendment; add a new 
section with the same 
number. 


The existing amendment is no longer needed because 
Section 809.1 Minimum fixtures is no longer in the 
model code. The existing amendment in Section 810.1 is 
relocated to WAC 51-50-480809 to align with the model 
code renumbering. 
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WAC Section Changes in 2021 Rationale/Discussion 
WAC 810.1 Relocation The existing amendment in Section 810.1 is relocated to 
51-50-4808 10 WAC 51-50-480809 to align with the model code 
renumbering. 
WAC 1002.1 Delete 1002.1; modify the | Merging the existing amendment into the new model 
51-50-48 1002 1002.3 model code section code language. 
1002.3 by incorporating 
language from the 
existing amendment in 
Section 1002.1. 
WAC 1201.1 Incorporates model code The existing amendment adds the second sentence to the 
51-50-481201 changes. model code language. The proposed modification 
incorporate changes to the model code, not related to the 
existing amendment. 
WAC 1301.1 Delete existing The existing amendment in Section 1301.1 is no longer 
51-50-481301 1301.2 amendments. needed; it repeats the model code language in Section 


1401.1. The existing amendment in Section 1301.2 is 
renumbered and relocated to WAC 51-50-481401 to 
match the model code numbering. 


51-50-481500 


WAC The existing amendment is relocated to WAC 

51-50-481302 51-50-481402 to match the model code numbering. 

WAC New section. The existing amendment currently in Section 1301.2 is 

51-50-481401 renumbered and relocated to match the model code 
numbering. 

WAC This is an existing amendment, currently in Section 1302. 

51-50-48 1402 It is relocated to match the model code numbering. 

WAC The existing amendment replaces the International 


Plumbing Code with the Uniform Plumbing Code. The 
proposed renumbering aligns the existing amendment 
with the model code renumbering. 


WAC 
51-50-490000 
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definition of small business and provide exceptions for compliance 
with the updated rule. 
Reducing the Costs of the Rule on Small Businesses: 


ted a detailed review process, 


code development hearings, 
the proposed code amendments. 
List of Industries: 


Bel 


OW 


is a list of indust 


comply with the building code: 


including participation at 
to document significant 


SBCC conduc- 
the national 


economic impacts of 


tries required to 


2017 Minor 0.3% of Avg Annual 
Industry Cost 1% of Avg Annual Gross Business 
NAICS Code NAICS Code Title Estimate Payroll Income 
236115 New Single-Family Housing $2,508.04 $1,919.03 $2,508.04 
Construction (except For-Sale 2020 Dataset pulled from | 2020 Dataset pulled 
Builders) USBLS from DOR 
236116 New Multifamily Housing $32,067.43 $17,160.94 $32,067.43 
Construction (except For-Sale 2020 Dataset pulled from | 2020 Dataset pulled 
Builders) USBLS from DOR 
236118 Residential Remodelers $1,457.74 $1,457.74 $901.20 
2020 Dataset pulled from 2020 Dataset pulled 
USBLS from DOR 
236210 Industrial Building $59,169.45 $59,169.45 $53,925.71 
Construction 2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
236220 Commercial and Institutional $41,552.81 $18,126.81 $41,552.81 
Building Construction 2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
238110 Poured Concrete Foundation $3,442.28 $5,027.07 $3,442.28 
and Structure Contractors 2019 Dataset pulled from 2020 Dataset pulled 
CBP from DOR 
238120 Structural Steel and Precast $15,401.97 $20,212.19 $15,401.97 
Concrete Contractors 2019 Dataset pulled from 2020 Dataset pulled 
CBP from DOR 
238130 Framing Contractors $2,234.30 $3,139.71 $2,234.30 
2019 Dataset pulled from 2020 Dataset pulled 
CBP from DOR 
238140 Masonry Contractors $1,900.60 $3,582.13 $1,900.60 
2019 Dataset pulled from 2020 Dataset pulled 
CBP from DOR 
238150 Glass and Glazing Contractors | 5,255.36 $9,574.95 $5,255.36 
2019 Dataset pulled from 2020 Dataset pulled 
CBP from DOR 
238160 Roofing Contractors $3,589.99 $5,007.86 $3,589.99 
2019 Dataset pulled from 2020 Dataset pulled 
CBP from DOR 
238170 Siding Contractors $1,905.61 $2,485.86 $1,905.61 
2019 Dataset pulled from 2020 Dataset pulled 
CBP from DOR 
238190 Other Foundation; Structure; $4,622.07 $4,141.38 $4,622.07 
and Building Exterior 2019 Dataset pulled from 2020 Dataset pulled 
Contractors CBP from DOR 
238210 Electrical Contractors and $5,941.60 $9,599.33 $5,941.60 
Other Wiring Installation 2019 Dataset pulled from 2020 Dataset pulled 
Contractors CBP from DOR 
238220 Plumbing; Heating; and Air- $5,353.76 $11,047.00 $5,353.76 
Conditioning Contractors 2019 Dataset pulled from 2020 Dataset pulled 
CBP from DOR 
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2017 Minor 0.3% of Avg Annual 
Industry Cost 1% of Avg Annual Gross Business 
NAICS Code NAICS Code Title Estimate Payroll Income 
238290 Other Building Equipment $4,335.21 $16,142.07 $4,335.21 
Contractors 2019 Dataset pulled from 2020 Dataset pulled 
CBP from DOR 
238310 Drywall and Insulation $3,725.66 $9,461.67 $3,725.66 
Contractors 2019 Dataset pulled from 2020 Dataset pulled 
CBP from DOR 
238990 All Other Specialty Trade $3,585.74 $3,677.28 $3,585.74 
Contractors 2019 Dataset pulled from 2020 Dataset pulled 
CBP from DOR 
321213 Engineered Wood Member $44,480.76 $44,480.76 $41,772.84 
(except Truss) Manufacturing 2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
321214 Truss Manufacturing $28,620.35 $23,341.04 $28,620.35 
2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
321219 Reconstituted Wood Product $30,305.17 $10,139.90 $30,305.17 
Manufacturing 2020 Dataset pulled from 2020 Dataset pulled 
USBLS from DOR 
321911 Wood Window and Door $45,151.12 $18,811.08 $45,151.12 
Manufacturing 2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
321992 Prefabricated Wood Building $5,391.09 $5,391.09 $4,888.53 
Manufacturing 2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
327310 Cement Manufacturing $50,878.29 $44,741.20 $50,878.29 
2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
327320 Ready-Mix Concrete $64,317.30 $46,126.21 $64,317.30 
Manufacturing 2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
327331 Concrete Block and Brick $15,030.60 $15,030.60 $10,431.02 
Manufacturing 2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
332312 Fabricated Structural Metal $22,220.31 $16,337.10 $22,220.31 
Manufacturing 2020 Dataset pulled from 2020 Dataset pulled 
USBLS from DOR 
332321 Metal Window and Door $26,369.28 $14,505.40 $26,369.28 
Manufacturing 2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
332322 Sheet Metal Work $23,337.23 $23,337.23 $16,556.52 
Manufacturing 2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
335121 Residential Electric Lighting $2,011.37 $2,011.37 $1,502.01 
Fixture Manufacturing 2020 Dataset pulled from 2020 Dataset pulled 
USBLS from DOR 
335122 Commercial; Industrial; and $6,357.34 Redacted $6,357.34 
Institutional Electric Lighting 2020 Dataset pulled from 2020 Dataset pulled 
Fixture Manufacturing USBLS from DOR 
335129 Other Lighting Equipment $6,281.32 $6,281.32 $2,494.40 
Manufacturing 2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
423720 Plumbing and Heating $24,486.53 $16,589.10 $24,486.53 
Equipment and Supplies 2020 Dataset pulled from 2020 Dataset pulled 
(Hydronics) Merchant ESD from DOR 
Wholesalers 
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2017 Minor 0.3% of Avg Annual 
Industry Cost 1% of Avg Annual Gross Business 
NAICS Code NAICS Code Title Estimate Payroll Income 
541310 Architectural Services $9,221.65 $9,221.65 $3,738.99 
2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
541330 Engineering Services $14,801.92 $14,801.92 $7,177.43 
2020 Dataset pulled from 2020 Dataset pulled 
USBLS from DOR 
541350 Building Inspection Services $1,868.52 $1,868.52 $475.93 
2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 
561621 Security Systems Services $9,759.28 $9,759.28 $6,117.04 
(except Locksmiths) 2020 Dataset pulled from 2020 Dataset pulled 
ESD from DOR 


Estimate of the Number of Jobs That Will Be Created or Lost: The 
adoption of the latest code edition is not expected to significantly 
impact the number of jobs in the construction industry. These rules 
are likely to be job neutral overall, i.e., they will not result in 
any job gains or losses. The scheduled effective date of the new edi- 
tion is July 1, 2021. Building permits issued prior to that date will 
be vested under the 2018 building code. Permits issued for projects 


under the 2021 code edition will generally start with the 2024 con- 
struction season. 

A copy of the statement may be obtained by contacting Stoyan Bum- 
balov, 1500 Jefferson Street S.E., Olympia, WA 98504, phone 
360-407-9277, email sbcc@des.wa.gov. 

August 23, 2022 


Tony Doan 
Council Chair 


OTS-4036.2 


NEW SECTION 


WAC 51-50-0107 


107.2 Construction documents. 
cordance with Sections 107.2.1 


Section 107—Construction documents. 


Construction documents shall be in ac- 
through 107.2.9. 


107.2.9 Nonstructural components. Construction documents shall indi- 
cate if structural support and anchoring documentation for nonstruc- 
tural components is part of the design submittal or a deferred submit 
tal. The construction documents for nonstructural components shall at 
a minimum identify the following: 


ct ct 


1. All nonstructural components required by ASCE 7 Section 13.1.3 
to have an importance factor of, Ip, of 1.5. 
2. All mechanical equipment, fire sprinkler equipment, electrical 


equipment, and other nonstructural components required by ASCE 7 Sec- 
tion 13.1.3 Item 1 to be operational following a seismic event that 
require designated seismic systems per ASCE 7 Section 13.2.2 and spe- 
cial inspections per Section 1705.13.4. 
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AMENDATORY SECTION (Amending WSR 20-01-090, filed 12/12/19, effective 
7/1/20) 


WAC 51-50-1604 ((Seetion-ł4604—6General design requirements-)) 
Reserved. 
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[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-01-090, $ 
51-50-1604, filed 12/12/19, effective 7/1/20; WSR 19-02-038, § 
51-50-1604, filed 12/26/18, effective 7/1/19.] 


AMENDATORY SECTION (Amending WSR 20-21-021, filed 10/9/20, effective 
11/9/20) 


WAC 51-50-1613 Section 1613—Earthquake loads. 


1613.4 Amendments to ASCE 7. The provisions of Section 1613.4 shall be 
permitted as an amendment to the relevant provisions of ASCE 7. The 
text of ASCE 7 shall be amended as indicated in Sections 1613.4.1 
through ( (+6442 )) 1613.4.6. 


1613.4.1 ASCE 7 Section 12.2.5.4. Amend ASCE 7 Section 12.2.5.4 as 
follows: 


12.2.5.4 Increased structural height limit for steel eccentrically 
braced frames, steel special concentrically braced frames, steel buck- 
ling-restrained braced frames, steel special plate shear walls, and 
special reinforced concrete shear walls. The limits on height, h,, in 
Table 12.2-1 are permitted to be increased from 160 ft (50 m) to 240 
ft (75 m) for structures assigned to Seismic Design Categories D or E 
and from 100 ft (30 m) to 160 ft (50 m) for structures assigned to 
Seismic Design Category F, provided that the seismic force-resisting 
systems are limited to steel eccentrically braced frames, steel spe- 
cial concentrically braced frames, steel buckling-restrained braced 
frames, steel special plate shear walls, or special reinforced con- 
crete cast-in-place shear walls and all of the following requirements 
are met: 
1. The structure shall not have an extreme torsional irregularity 
as defined in Table 12.3-1 (horizontal structural irregularity Type 
1b). 


2. The steel eccentrically braced frames, steel special concen- 
trically braced frames, steel buckling-restrained braced frames, steel 
special plate shear walls or special reinforced concrete shear walls 
in any one plane shall resist no more than 60 percent of the total 
seismic forces in each direction, neglecting accidental torsional ef- 
fects. 
3. Where floor and roof diaphragms transfer forces from the ver- 
tical seismic force-resisting elements above the diaphragm to other 
vertical force-resisting elements below the diaphragm, these in-plane 
transfer forces shall be amplified by the overstrength factor, Q o for 
the design of the diaphragm flexure, shear, and collectors. 

4. The earthquake force demands in foundation mat s] labs, grade 
beams, and pile caps supporting braced frames and/or walls arranged to 
form a shear-resisting core shall be amplified by 2 for shear and 1.5 
for flexure. The redundancy factor, p, applies and shall be the same 
as that used for the structure in accordance with Section 12.3.4. 


1613.4.2 ASCE 7 Section 12.6. Amend ASCE 7 Section 12.6 and Table 
12.6-1 to read as follows: 
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12 
12 


.6 ANALYSIS PROCEDURE SELECTION 


.6.1 Analysis procedure. The structural analysis required by Chapter 
12 shall consist of one of the types permitted in Table 12.6-1, based 

on the structure's seismic design category, structural system, dynamic 
properties, and regularity, or with the approval of the authority hav- 
ing jurisdiction, an alternative generally accepted procedure is per- 

mitted to be used. The analysis procedure selected shall be completed 

in accordance with the requirements of the corresponding section ref- 

erenced in Table 12.6-1. 


Table 12.6-1 


Permitted Analytical Procedures 


Modal Response 
Spectrum Analysis, 
Section 12.9.1, or 
Seismic Equivalent Lateral Linear Response Nonlinear Response 
Design Force Procedure, History Analysis, History Procedures, 
Category Structural Characteristics Section 12.87 Section 12.9.2 Chapter 16° 
B, C All structures P P P 
D, E, F Risk Category I or II buildings P P P 
not exceeding two stories above 
the base 
Structures of light frame P P P 
construction 
Structures with no structural P P P 
irregularities and not exceeding 
160 ft in structural height 
Structures exceeding 160 ft in P P P 
structural height with no 
structural irregularities and with 
T <3.57s 
Structures not exceeding 160 ft in P P P 
structural height and having only 
horizontal irregularities of Type 
2,3, 4, or 5 in Table 12.3-1 or 
vertical irregularities of Type 4, 
5a, or 5b in Table 12.3-2 
All other structures < 240 ft in NP P P 
height 
All structures > 240 ft in height NP NP pe 
a P: Permitted; NP: Not Permitted; 7s= Sp)/Sps. 
1613.4.3 ASCE 7 Section 11.2. Amend ASCE 7 Section 11.2 to include the 
following definition: 
USGS SEISMIC DESIGN GEODATABASE: A U.S. Geological Survey (USGS) data- 


base of geocoded values of seismic design parameters and geocoded sets 
of multiperiod 5%-damped risk-targeted maximum considered earthquake 
(MCER) response spectra. The parameters obtained from this database 
may only be used where referenced by Section 11.4.8.1. 


The USGS Seismic Design Geodatabase is intended to be ac- 
cessed through a USGS Seismic Design web service that allows the user 
to specify the site location, by latitude and longitude, and the site 
class to obtain the seismic design data. The USGS web service spatial- 
ly interpolates between the gridded data of the USGS geodatabase. Both 
the USGS geodatabase and the USGS web service can be accessed at 


User Note: 
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https://doi.org/10.5066/F7NK3C76. The USGS Seismic Design Geodatabase 
is available at the ASCE 7 Hazard Tool https://asce7hazardtool.online/ 
or an approved equivalent. 


1613.4.4 ASCE 7 Section 11.4.8. Amend ASCE 7 Section 11.4.8 to include 
the following section: 


11.4.8.1 Multiperiod design response spectrum. As an alternative to 
the ground motion hazard analysis requirements of Section 11.4.8, and 
Suitable for all structures other than those designated Site Class F 
(unless exempted in accordance with Section 20.3.1), a multiperiod de- 
Sign response spectrum may be developed as follows: 
1. For exclusive use with the USGS Seismic Design Geodatabase in 
accordance with this section, the site class shall be determined per 
Section 20.6. 
2. Where a multiperiod design response spectrum is developed in 
accordance with this section, the parameters Sy, Sm, Sp, Sp, and Ty; 
as obtained by the USGS Seismic Design Geodatabase shall be used for 
all applications of these parameters in this standard. 
3. The Ss and Sı parameters obtained by the USGS Seismic Design 
Geodatabase are only permitted to be used in development of the multi- 
period design response spectrum and are not permitted to be used in 
other applications in this standard. The mapped parameters Ss and Sy; 
as determined by Section 11.4.2 and peak ground acceleration parameter 
PGAy as determined by Section 11.8.3 shall be used for all other ap- 
plications in this standard. 
4. At discrete values of period, T, equal to 0.0s, 0.01s, 0.02s, 


0.038, 0-058, 0.0755, 0.15, 0.158; 0.25) 052587 0.35, 0.45, 0.58, 


Q0.75s, 1.0s, 1.5s, 2.0s, 3.0s, 4.0s, 5.08, 7.5s, and 10.0s, the 5%- 
damped design spectral response acceleration parameter, Sa, shall be 
taken as 2/3 of the multiperiod 5%-damped MCER response spectrum from 
the USGS Seismic Design Geodatabase for the applicable site class. 
5. At each response period, T, less than 10.0s and not equal to 
one of the discrete values of period, T, listed in Item 4 above, Sazı 
shall be determined by linear interpolation between values of Sa, of 
Item 4 above. 
6. At each response period, T, greater than 10.0s, Sa shall be 
taken as the value of Sa, at the period of 10.0s, factored by 10/T, 
where the value of T is less than or equal to that of the long-period 
transition period, Tz, and shall be taken as the value of S, at the 


period of 10.0s factored by LOE, where the value of T is greater 
than that of the long-period transition period, Tz. 

7. Where an MCER response spectrum is required, it shall be de- 
termined by multiplying the multiperiod design response spectrum by 
ihe Dis 


8. For use with the equivalent lateral force procedure, the spec- 
tral acceleration Są at T shall be permitted to replace Spj/T in Equa- 
tion (12.8-3) and Spm T/T? in Equation (12.8-4). 


1613.4.5 ASCE 7 Section 20.6. Amend ASCE 7 Chapter 20 to include the 


p zy 


following section: 


Section 20.6 Site classification procedure for use with Section 
11.4.8.1. For exclusive use in determining the multiperiod design re- 
sponse spectrum and associated spectral parameters in accordance with 


Section 11.4.8.1, the site class shall be determined in accordance 
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with this section. For all other applications in this standard the 


site class shall be determined per Section 20.1. 


20.6.1 Site classification. The site soil shall be classified ina 


c- 


cordance with Table 20.6-1 and Section 20.6.2 based on the average 


Vs 


shear wave velocity parameter, 


shear wave velocit rofile from the ground surface to a depth of 


, which is derived from the measured 


100 


ft (30 m). Where shear wave velocity is not measured, appropriate gen- 
eralized correlations between shear wave velocity and standard pene- 


tration test (SPT) blow counts, cone penetration test (CPT tip re 


sistance, shear strength, or other geotechnical parameters shall be 
used to obtain an estimated shear wave velocity profile, as described 


in Section 20.6.3. Where site-specific data (measured shear wave ve- 


locities or other geotechnical data that can be used to estimate shear 


wave velocity) are available only to a maximum depth less than 100 


£t 


(30 m), % shall be estimated as described in Section 20.6.3. 


Where the soil properties are not known in sufficient detail to 


determine the site class, the most critical site conditions of Site 


Class C, Site Class CD and Site Class D, as defined in Section 20.6.2, 


shall be used unless the authority having jurisdiction or geotechnical 


data determine that Site Class DE, E or F soils are present at the 


Site. Site Classes A and B shall not be assigned to a site if there is 
more than 10 ft (3.1 m) of soil between the rock surface and the bot- 


tom of the spread footing or mat foundation. 


20.6.2 Site class definitions. Site class types shall be assigned in 
accordance with the definitions provided in Table 20.6.2-1 and this 


section. 


20.6.2.1 Soft clay Site Class E. Where a site does not qualify under 


the criteria for Site Class F per Section 20.3.1 and there is a total 
thickness of soft clay greater than 10 ft (3 m), where a soft clay 


layer is defined by s,<500psf (s,<25 kPa), w 2 40%, and PI > 20, it 


shall be classified as Site Class E. This classification is made re- 


gardless of x, as computed in Section 20.4. 
20.6.2.2 Site Classes C, CD, D, DE and E. The assignment of Site C 


lass 


C, CD, D, DE and E soils shall be made based on the average shear wave 


velocity, which is derived from the site shear wave velocity profi 


le 


from the ground surface to a depth of 100 ft (30 m), as described 


in 


Section 20.4. 
20.6.2.3 Site Classes B and BC (medium hard and soft rock). Site C 


lass 


B can only be assigned to a site on the basis of shear wave veloci 


ty 


measured on site. If shear wave velocity data are not available an 


d 


the site condition is estimated by a geotechnical engineer, engin 


r- 


ing geologist, or seismologist as Site Class B or BC on the basis 


of 


site geology, consisting of competent rock with moderate fracturin 


g 


and weathering, the site shall be classified as Site Class BC. Sof 


ter 


and more highly fractured and weathered rock shall either be measu 


red 


on site for shear wave velocity or classified as Site Class C. 
20.6.2.4 Site Class A (hard rock). The hard rock, Site Class A, ca 


TO= 


gory shall be supported by shear wave velocity measurement, either 


on 


site or on profiles of the same rock type in the same formation wi 


th 


an equal or greater degr of weathering and fracturing. Where har 


d 


rock conditions are known to be continuous to a depth of 100 ft (3 


0 
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m), surficial shear wave velocity measurements to maximum depths less 
than: 100 ft are permitted to be extrapolated to assess “. 


Table 20.6.2-1 Site Classification 


Ÿ Calculated Using Measured 
or Estimated Shear Wave 
Site Class Velocity Profile (ft/s) 
A. Hard Rock > 5,000 
B. Medium Hard Rock > 3,000 to 5,000 
BC. Soft Rock > 2,100 to 3,000 
C. Very Dense Sand or Hard Clay > 1,450 to 2,100 
CD. Dense Sand or Very Stiff Clay > 1,000 to 1,450 
D. Medium Dense Sand or Stiff Clay > 700 to 1,000 
DE. Loose Sand or Medium Stiff Clay > 500 to 700 
E. Very Loose Sand or Soft Clay < 500 


20.6.3 Estimation of shear wave velocity profiles. Where measured 
shear wave velocity data are not available, shear wave velocity shall 
be estimated as a function of depth using correlations with suitable 


eotechnical parameters, including standard penetration test (SPT 


blow counts, shear strength, overburden pressure, void ratio, or cone 


enetration tes 


Site class 


t (CPT) tip resistance, measured at the site. 


based on estimated values of * shall be derived using 


“, */1.3, and 1.3* when correlation models are used to derive shear 


wave velocities 


. Where correlations derived for specific local regions 


can be demonstrated to have greater accuracy, factors less than 1.3 


can be used if approved by the authority having jurisdiction. If the 


different average velocities result in different site classes per Ta- 


ble 20.6.2-1, the most critical of the site classes for ground motion 


analysis at each period shall be used. 


Where the available data used to establish the shear wave veloci- 


ty profile extends to depths less than 100 ft (30 m) but more than 50 


ft (15 m), and the site geology is such that soft layers are unlikely 


to be encounter 


d between 50 and 100 ft, the shear wave velocity of 


the last layer in the profile shall be extended to 100 ft for the cal- 


Vs 3 


om 


culation of i EFquation (20.4-1). Where the data does not extend to 


depths of 50 ft (15 m default site classes, as described in Section 
20.6.1, shall be used unless another site class can be justified on 


1613.4.6 ASCE 7 


the basis of the site geology. 


Section 21.3.1. Amend ASCE 7 Section 21.3 to include 


the following section: 


Section 21.3.1 Alternate minimum design spectral response accelera- 
tions. As an alternate approach to Section 21.3, the lower limit of Sa 
is permitted to be determined according to this section. The design 
spectral response acceleration at any period shall not be taken less 
than 80% of the multiperiod design response spectrum as determined by 
Section 11.4.8.1. 

For sites classified as Site Class F requiring site-specific 
analysis in accordance with Section 11.4.8, the design spectral re- 
sponse acceleration at any period shall not be less than 80% of S, de- 
termined for Site Class E. 


EXCEPTION: Where a different site class can be justified using the site-specific classification procedures in accordance with Section 20.6.2.2, a lower 


limit of 80% of S, for the justified site class shall be permitted to be used. 
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[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-21-021, § 
51-50-1613, filed 10/9/20, effective 11/9/20; WSR 20-01-090, § 
51-50-1613, filed 12/12/19, effective 7/1/20; WSR 19-02-038, § 
51-50-1613, filed 12/26/18, effective 7/1/19; WSR 10-03-097, § 
51-50-1613, filed 1/20/10, effective 7/1/10. Statutory Authority: RCW 
19.27.190, 19.27.020, and chapters 19.27 and 34.05 RCW. WSR 08-01-110, 
§ 51-50-1613, filed 12/18/07, effective 4/1/08.] 


AMENDATORY SECTION (Amending WSR 21-12-075, filed 5/28/21, effective 
6/28/21) 


WAC 51-50-1615 Tsunami loads. 
1615.1 General. The design and construction of Risk Category III and 
IV buildings and structures located in the Tsunami Design Zones shall 
be in accordance with Chapter 6 of ASCE ((7)) 7-22, except as modified 
by this code. 


USER NOTE: The intent of the Washington state amendments to ASCE 7 Chapter 6 (Tsunami Loads and Effects) is to require use of the Washington 
Tsunami Design maps to determine inundation limits, i.e., when a site is within a tsunami design zone, where those maps are available. 
If they are not available for a given site, ASCE 7 maps are to be used. For sites where the Washington state department of natural 
resources has parameters for tsunami inundation depth and flow velocity available, those parameters are required to be used in ((the 
)) lieu of ASCE 7 methodology, and as a basis for comparison in the probabilistic tsunami 


hazard analysis in this chapter. 


1615.2 Modifications to ASCE 7. The text of Chapter 6 of ASCE 7 shall 
be modified as indicated in this section. 


1615.2.1 ASCE 7 Section 6.1.1. Modify the third paragraph and its ex- 
ception in ASCE 7 Section 6.1.1 to read as follows: 

The Tsunami Design Zone shall be determined using the Washington 
Tsunami Design Zone maps (WA-TDZ). The WA-TDZ maps are available at 
https://www.dnr.wa.gov/wa-tdz. For areas not covered by the extent of 
the WA-TDZ maps, the Tsunami Design Zone shall be determined using the 
ASCE Tsunami Design Geodatabase of geocoded reference points shown in 
Fig. 6.1-1. The ASCE Tsunami Design Geodatabase of geocoded referenc 
points of runup and associated inundation Limits of the Tsunami Design 
Zone is available at http://asce7tsunami.online. 


EXCEPTION: For coastal regions subject to tsunami inundation and not covered by WA-TDZ maps or Fig. 6.1-1, Tsunami Design Zone, inundation 
limits, and runup elevations shall be determined using the site-specific procedures of Section 6.7, or for Tsunami Risk Category II or II 
structures, determined in accordance with the procedures of Section 6.5.1.1 using Fig. 6.7-1. 


1615.2.2 ASCE 7 Section 6.1.1. Add new fifth paragraph and user note 
to ASCE 7 Section 6.1.1 to read as follows: 
Whenever a Tsunami Design Zone or Fig. 6.1-1 is referenced in 
ASCE 7 Chapter 6, it shall include the WA-TDZ maps, within the extent 
of those maps. 


USER NOTE: Tsunami inundation depths and flow velocities may be obtained from the Washington state department of natural resources. See https:// 
www.dnr.wa.gov/wa-tdz. 


1615.2.3 ASCE 7 Section 6.2. Modify ASCE 7 Section 6.2 definitions to 
read as follows: 

MAXIMUM CONSIDERED TSUNAMI: A probabilistic tsunami having a 2% 
probability of being exceeded in a 50-year period or a 2,475-year mean 
recurrence, or a deterministic assessment considering the maximum tsu- 
nami that can reasonably be expected to affect a site. 
TSUNAMI DESIGN ZONE MAP: The Washington Tsunami Design Zone maps 
(WA-TDZ) designating the potential horizontal inundation limit of the 
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Maximum Considered Tsunami, or outside of the extent of WA-TDZ maps, 
the map given in Fig. 6.1-1. 


1615.2.4 ASCE 7 Section 6.2. Add new definitions to ASCE 7 Section 6.2 
to read as follows: 
SHORELINE AMPLITUDE: The Maximum Considered Tsunami amplitude at 
the shoreline, where the shoreline is determined by vertical datum in 
North American Vertical Datum (NAVD 88). 
WASHINGTON TSUNAMI DESIGN ZONE MAP (WA-TDZ): The Washington de- 
partment of natural resources maps of potential tsunami inundation 
limits for the Maximum Considered Tsunami, designated as follows: 


Anacortes Bellingham area MS 2018-02 Anacortes 


Bellingham 

Columbia River DOGAMI SP-51 (L1 
scenario) adopted by WA 
DNR 

Elliott Bay Seattle OFR 2003-14 

Everett area OFR 2014-03 

Port Angeles MS 2022-01 


(Port Angeles-and)) Port MS 2018-03 (Pert 


Townsend area 


Fewnsend)) 

Port Townsend MS 2018-03 (Partially 
superseded by MS 
2022-01) 

Puget Sound MS 2021-01 

San Juan Islands MS 2016-01 (Partially 


superseded on its eastern 
edge by MS 2021-01) 


Southern Washington MS 2018-01 
Coast 
Tacoma area OFR 2009-9 


The Washington state department of natural resources geodatabase 
of design parameters for tsunami inundation depth and flow velocity 
for a maximum considered tsunami from select published sources is 
available at the Washington TDZ website https://www.dnr.wa.gov/wa-tdz. 


1615.2.5 ASCE 7 Section 6.5.1. Add new second paragraph to ASCE 7 Sec- 
tion 6.5.1 to read as follows: 

6.5.1 Tsunami Risk Category II and III buildings and other struc- 
tures. The Maximum Considered Tsunami inundation depth and tsunami 
flow velocity characteristics at a Tsunami Risk Category II or III 
building or other structure shall be determined by ( (#Simeg—ehe-Frerey 
Grade—bine aAnatysis—_e£ Seetion 66s ing—the—_tniundetien—_tint+—and+a— 


-)) the WA-TDZ maps. Those 


parameters shall be used as the Maximum Considered Tsunami inundation 
depth and tsunami flow velocity characteristics in lieu of the Energy 
Grade Line Analysis in Section 6.6. Where WA-TDZ maps are not availa- 
ble the tsunami inundation depth and tsunami flow velocity character- 
istics shall be determined using the Energy Grade Line Analysis of 
Section 6.6 using the inundation limit and runup elevation of the Max- 
imum Considered Tsunami given in Fig. 6.1-1. 
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1615.2.6 ASCE 7 Section 6.5.1.1. Modify the first paragraph of ASCE 7 
Section 6.5.1.1 to read as follows: 

6.5.1.1 Runup evaluation for areas where no map values are given. 
For Tsunami Risk Category II and III buildings and other structures 
where no mapped inundation limit is shown in the Tsunami Design Zone 
map, the ratio of tsunami runup elevation above Mean High Water Level 
to Offshore Tsunami Amplitude, R/H;, shall be permitted to be deter- 
mined using the surf similarity parameter 199, according to Eqs. 
(6.5-2a, b, c, d, or e) and Fig. 6.5-1. 


1615.2.7 ASCE 7 Section 6.5.2. Add new second exception to the first 
paragraph ((#6)) of ASCE 7 Section 6.5.2 to read as follows: 

6.5.2 Tsunami Risk Category IV buildings and other structures. 
The Energy Grade Line Analysis of Section 6.6 shall be performed for 
Tsunami Risk Category IV buildings and other structures, and the site- 
specific Probabilistic Tsunami Hazard Analysis (PTHA) of Section 6.7 
shall also be performed. Site-specific velocities determined by site- 
specific PTHA determined to be less than the Energy Grade Line Analy- 
sis shall be subject to the limitation in Section 6.7.6.8. Site-spe- 
cific velocities determined to be greater than the Energy Grade Line 
Analysis shall be used. 


EXCEPTIONS: For structures other than Tsunami Vertical Evacuation Refuge Structures, a site-specific Probabilistic Tsunami Hazard Analysis need not 
be performed where the inundation depth resulting from the Energy Grade Line Analysis is determined to be less than 12 ft (3.66 m) at 
any point within the location of the Tsunami Risk Category IV structure. 


Where desi flow velocities are available 
es 


is)) fon WA. TDZ maps, those parameters shall be used in lieù of the Energy Grade 


Line Analysis as the basis of comparison with the site-specific velocities determined by site-specific PTHA. 


1615.2.8 ASCE 7 Section 6.6.1. Add new ( (€#i*d peracgraph)) user note 
to ASCE 7 Section 6.6.1 to read as follows: 

6.6.1 Maximum inundation depth and flow velocities based on run- 
up. The maximum inundation depths and flow velocities associated with 
the stages of tsunami flooding shall be determined in accordance with 
Section 6.6.2. Calculated flow velocity shall not be taken as less 
than 10 ft/s (3.0 m/s) and need not be taken as greater than the less- 
er of 1.5 (ghmax)1/? and 50 ft/s (15.2 m/s). 

Where the maximum topographic elevation along the topographic 
transect between the shoreline and the inundation limit is greater 
than the runup elevation, one of the following methods shall be used: 
1. The site-specific procedure of Section 6.7.6 shall be used to 
determine inundation depth and flow velocities at the site, subject to 
the ((abeve)) range of calculated velocities defined in the first 
paragraph of this section. 
2. For determination of the inundation depth and flow velocity at 
the site, the procedure of Section 6.6.2, Energy Grade Line Analysis, 
shall be used, assuming a runup elevation and horizontal inundation 
limit that has at least 100% of the maximum topographic elevation 
along the topographic transect. 


3. Where the site lies within a completely overwashed area for 


which inundation depth points are provided in the ASCE Tsunami Design 
Geodatabase, the inundation elevation profiles shall be determined us- 


E 


ing the Energy Grade Line Analysis with the following modifications. 
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a. The Energy Grade Line Analysis shall be initiated from the in- 
land edge of the overwashed land with an inundation elevation equal to 
the maximum topographic elevation of the overwashed portion of the 
transect. 

b. The Froude number shall be 1 at the inland edge of the over- 
washed land and shall vary linearly with distance to match the value 
of the Froude number determined at the shoreline per the coefficient 
Q. 


c. The Energy Grade Line Analysis flow elevation profile shall be 
uniformly adjusted with a vertical offset such that the computed inun- 
dation depth at the inundation depth point is at least the depth 
specified by the ASCE Tsunami Design Geodatabase, but the flow eleva- 
tion profile shall not be adjusted lower than the topographic eleva- 
tions of the overwashed land transect. 


USER NOTE: Where tsunami inundation depths and flow velocities are available from the WA-TDZ maps, those parameters shall be used as the 
Maximum Considered Tsunami inundation depth and tsunami flow velocity in lieu of the Energy Grade Line Analysis in Section 6.6.2. 


1615.2.9 ASCE 7 Section 6.7. Modify ASCE 7 Section 6.7 and add a user 
note to read as follows: 

When required by Section 6.5, the inundation depths and flow ve- 
locities shall be determined by site-specific inundation studies com- 
plying with the requirements of this section. Site-specific analyses 
shall use an integrated generation, propagation, and inundation model 
that replicates the given offshore tsunami waveform amplitude and pe- 
riod from the seismic sources aay in Section 6.7.2. 


USER NOTE: (CWashineton a map 4 and flew 
resources) WA- TDZ maps are paced on an i integrated generation, propagation, and inundation model replicating waveforms from the 
seismic sources specific to Washington state. ((Medeldata-ca byera a Ə atura 
reseurees-)) See https://www.dnr.wa.gov/wa-tdz. 


1615.2.10 ASCE 7 Section 6.7.5.1 ((;—ttem4)). ((Medi*y)) Add new ex- 
ceptions to ASCE 7 Section 6.7.5.1, Item 4, Item 5, and Item 6, to 
read as follows: 

6.7.5.1 Offshore tsunami amplitude for distant seismic sources. 
Offshore tsunami amplitude shall be probabilistically determined in 
accordance with the following: 


4. ( (Fhe—vahec—of tsunami _wave—ampii tude shail be net tess than 


wave—prepagatieon-)) The extent ae F Ecua ee points 
considered for the site shall include the following: 


a. For sites within Washington, Oregon, California, and Hawaii, 
the extent shall include points within at least 40 mi (64.4 km) but 


not exceeding 50 mi (80.5 km) of projected length along the coastline 
centered on the site within a tolerance of plus or minus 6 mi (9.7 
km) ; 


b. For sites within Alaska, the extent shall include points with- 
in at least 100 mi 161 km) but not exceeding 125 mi 201 km cen- 


tered on the site within a tolerance of plus or minus 15 mi 24.1 km 


c. For sites within bays, the designated center of the computed 


offshore tsunami amplitude points shall be taken either offshore of 
the mouth of the bay or centered in accordance with criteria a. or b. 
above, whichever produces the more severe flow conditions at the site. 
d. For island locations where the projected width of the island 
is less than 40 mi (64.4 km it shall be permitted to consider the 
extent of offshore tsunami amplitude points corresponding to the pro- 
jected width of the island. Shorter extents of offshore tsunami ampli- 
tude points shall be permitted for island locations, but shall not be 
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less than 10 mi (16.1 km). In addition, the tsunami source development 
and inundation modeling are subject to an independent peer review by a 
tsunami modeler approved by the authority having jurisdiction, who 
shall present a written report to the authority having jurisdiction as 
to the hazard consistency of the modeling with the requirements of 
Section 6.7. 


EXCEPTION: Where tsunami inundation depths are available from the WA-TDZ maps, the shoreline tsunami amplitudes shall be used as the basis of 
comparison, in lieu of the offshore tsunami amplitudes. The extents of shoreline tsunami amplitude points considered for the site shall 
be determined along the coastline, in the same manner as those of offshore tsunami amplitude points, but without projecting from the 
coastline toward the offshore. 


5. The mean value of the computed offshore tsunami wave ampli- 
tudes shall be not less than 100% of the mean value for the coinciding 


offshore tsunami amplitude data given by the ASCE Tsunami Design Geo- 
database. 


EXCEPTION: Where tsunami inundation depths are available from the WA-TDZ maps, the computed shoreline tsunami amplitudes shall be used as 
the basis of comparison, in lieu of the computed offshore tsunami amplitudes, with the coinciding shoreline tsunami inundation data 
associated with the WA-TDZ maps as measured in the direction of the incoming wave propagation. 


6. The individual values of the computed offshore tsunami wave 
amplitude shall be not less than 80% of the coinciding offshore tsuna- 
mi amplitude values given by the ASCE Tsunami Design Geodatabase. 


EXCEPTION: Where tsunami inundation depths are available from the WA-TDZ maps, the computed shoreline tsunami amplitudes shall be used as 
the basis of comparison, in lieu of the computed offshore tsunami amplitudes, with the coinciding shoreline tsunami inundation data 
associated with the WA-TDZ maps as measured in the direction of the incoming wave propagation. 


1615.2.11 ASCE 7 Table 6.7-2. Modify ASCE 7 Table 6.7-2 to read as 
follows: 


Table 6.7-2 


Maximum Moment Magnitude 


Moment Magnitude 
Subduction Zone Mwmax 
Alaskan-Aleutian 9.2 
Cascadia 9.0 
Chile-Peru 9.5 
Izu-Bonin-Mariana 9.0 
Kamchatka-Kurile and 9.4 


Japan Trench 


1615.2.12 ASCE 7 Section 6.7.5.2. ( (Medify)) Add new exception to the 
first paragraph of ASCE 7 Section 6.7.5.2 to read as follows: 

6.7.5.2 Direct computation of probabilistic inundation and runup. 
It shall be permitted to compute probabilistic inundation and runup 
directly from a probabilistic set of sources, source characteriza- 
tions, and uncertainties consistent with Section 6.7.2, Section 6.7.4, 
and the computing conditions set out in Section 6.7.6. ( (PRe—-shereline 


1€15.2-43)) The offshore wave amplitudes computed shall comply with 
the requirements of Sections 6.7.5.1.4, 6.7.5.1.5, and 6.7.5.1.6. 


EXCEPTION: Where tsunami inundation depths are available from the WA-TDZ maps, the computed shoreline tsunami amplitudes shall be used as 
the basis of comparison, in lieu of the computed offshore tsunami amplitudes for complying with the requirements of Sections 6.7.5.1.4, 
6.7.5.1.5, and 6.7.5.1.6. 


1615.2.13 ASCE 7 Section 6.7.5.3. Add new exceptions to ASCE 7 Section 
6.7.5. 3.1(b) and (c) to read as follows: 
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b. The mean value of the computed offshore tsunami amplitudes is 
at least 85% of the mean value for the coinciding offshore tsunami am- 
plitude data of the ASCE Tsunami Design Geodatabase. 


EXCEPTION: Where tsunami inundation depths are available from the WA-TDZ maps, the computed shoreline tsunami amplitudes shall be used as 
the basis of comparison, in lieu of the computed offshore tsunami amplitudes, with the coinciding shoreline tsunami inundation data 
associated with the WA-TDZ maps as measured in the direction of the incoming wave propagation. 


c. The values of the computed offshore tsunami wave amplitude are 
not less than 75% of the coinciding offshore tsunami amplitude values 
of the ASCE Tsunami Design Geodatabase. 
EXCEPTION: Where tsunami inundation depths are available from the WA-TDZ maps, the computed shoreline tsunami amplitudes shall be used as 


the basis of comparison, in lieu of the computed offshore tsunami amplitudes, with the coinciding shoreline tsunami inundation data 
associated with the WA-TDZ maps as measured in the direction of the incoming wave propagation. 


1615.2.14 ASCE 7 Section 6.7.6.2. Modify ASCE 7 Section 6.7.6.2 and 
add a user note to read as follows: 

6.7.6.2 Seismic subsidence before tsunami arrival. Where the 
seismic source is a local earthquake event, the Maximum Considered 
Tsunami inundation shall be determined for an overall elevation subsi- 
dence value shown in Fig. 6.7-3(a) and 6.7-3(b) or shall be directly 
computed for the seismic source mechanism. The GIS digital map layers 
of subsidence are available in the ASCE Tsunami Design Geodatabase at 
http://asce7tsunami.online. 


USER NOTE: The WA-TDZ maps include computed subsidence and uplift (where applicable) in the inundation results. Subsidence data may be 
obtained from the Washington state department of natural resources. See https://www.dnr.wa.gov/wa-tdz. 


( (4645.2-44)) 1615.2.15 ASCE 7 Section 6.8.9. Modify the first sen- 
tence of ASCE 7 Section 6.8.9 to read as follows: 

6.8.9 Seismic effects on the foundations preceding maximum con- 
sidered tsunami. Where designated in the Tsunami Design Zone map as a 
site subject to a tsunami from a local earthquake, the structure shall 
be designed for the preceding coseismic effects. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 21-12-075, S$ 
51-50-1615, filed 5/28/21, effective 6/28/21.] 


AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51-50-1702 ( (Seetien—1+702 Definitiens-)) Reserved. 


( (4702.1 Definitions- The folowing terms arce defined Chapter 7: 


Certificate of ecompiiane 
Designated _seismiesystem 
Fabricated item 
EREUMESECH 


tings 
SMALL- BUSINESS- 
Speecitat inspection 
Conti nusus—_specta nspecticon 
Pesiedie—specia pspection 
Special inspector 
Sprayed _—fire-resistant materiats 
Steucturat observation) ) 
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[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, § 
51-50-1702, filed 1/19/16, effective 7/1/16. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067, S$ 
51-50-1702, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.074, 19.27.020, and chapters 70.92, 19.27, and 34.05 RCW. WSR 

1 1-50-1702, filed 12/19/06, effective 7/1/07. Statutory 
Authority: RCW 19.27.031 and 19.27.074. WSR 04-01-108, § 51-50-1702, 
filed 12/17/03, effective 7/1/04.] 


oO 
J 
| 
oO 
|æ 
| 
(æ) 
Ko) 

`~ 
ea) 
Oo 


AMENDATORY SECTION (Amending WSR 20-01-090, filed 12/12/19, effective 
7/1/20) 


WAC 51-50-1705 Section 1705—Required special inspections and 
tests. 
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Conti Periodi 

3-3—Adhesiveanchors-not x 

definedin 32 

3-4 Belted connections. X 

3-5-Ceneeated 

connections- X 
170511-1 Structural _weed.Continucus_speciat inspection is required 
during—t a—stiiesgesesatiesns—6=_etlemernts—ef hepa Ss SE oree 
sisting—system.—Periodiespecial inspection is_-recuired _ for nating; 
bolting,—ancheoring—and ether fastening—of elements _of the main wind- 
foree-resisting system,ineliding weed shear walts,weed diaphragms; 
drag—sterts, braces—and held-dewns 
EXCEPTION: 


+705.142.2 Structural 
steuetures—assigned 


wood Fos the sei 


toSeismie Design 


ispectten 


tAteUs—_special + 
cae 


Cx ne 


s—ofthe_seismie _— feoree-resistinge system 


g 
2. Periediespeciati 
f j ng—eother fastening 


- +e 
botting, anchering—a 


ng—syst 
£ 


ern ime 


D 
I 
9 
H 
gO) 
D d 
$ 
p 


uding wood 
+s—ane 


shear _welis,—weed diaphragms; 
Rete—dewss. 


470542~-6€)) 1705.13.6 Plumbing, mechanical and electrical components. 
Periodic special inspection of plumbing, mechanical and electrical 
components shall be required for the following: 

1. Anchorage of electrical equipm 


power systems in str 
E or Eh 
2. Anchorage of 


3. Installation 
hazardous materials 

4. Installation 
ardous materials in 
D, E or F. 

5. Installation 


inch (6.4 mm) or les 


ent for emergency and standby 


uctures assigned to Seismic Design Category C, D, 


other e 


and anc 
and thei 


and anc 
structur 


and anc 


s betw 


lectrical 


to Seismic Design Category E or F. 
] horage of piping systems designed to carry 


r associat 


horage of 
es assigne 


S 
m 

tures assigned to Seismic Design Category C, D, E or F. 
S 
e 


traint. 


ductwork, piping sys 


tems and 


6. Installation of mechanical and 


horage of vibration is 
structures assigned to Seismic Design 
approved construction documents requir 
T 

S 


equipment in structures assigned 


ed mechanical units in struc- 


ductwork designed to carry haz- 
d to Seismic Design Category C, 


olation systems in 
Category C, D, E or F where the 
e a nominal clearance of .25 


n the equipment support frame and re- 


electrical equipment, including 


their structural supports, where automat- 


ic fire sprinkler systems are installed in Risk Category IV structures 
assigned to Seismic Design Category C, 


following: 


D, E or F to verify one of the 


6.1. Minimum clearances have been provided as required by Section 


13.2.3 ASCE/SEI 7. 
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ay 


6.2. A nominal clearance of not less than 3 inches (76 mm) has 
been provided between ( (f+*e-peetecticn)) automatic sprinkler system 
drops and sprigs and: Structural members not used collectively or in- 
dependently to support the sprinklers; equipment attached to the 
building structure; and other systems' piping. 

Where flexible sprinkler hose fittings are used, special inspec- 


tion of minimum clearances is not required. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-01-090, § 
51-50-1705, filed 12/12/19, effective 7/1/20; WSR 19-02-038, § 
51-50-1705, filed 12/26/18, effective 7/1/19; WSR 16-03-064, § 
51-50-1705, filed 1/19/16, effective 7/1/16. Statutory Authority: RCW 
1 

5 


9.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067, § 
1-50-1705, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51-50-17090 Preconstruction load tests. 


1709.5 Exterior window and door assemblies. The design pressure rating 

of exterior windows and doors in buildings shall be determined in ac- 

cordance with Section 1709.5.1 or 1709.5.2. For (C(the-püurpö5es5- 6f his 
oe l desi boii , 


73)) exterior 
windows and doors tested in accordance with Section 1709.5.1 or 
1709.5.2, required design wind pressures determined from ASCE 7 shall 
be permitted to be converted to allowable stress design by multiplying 
by 0.6. 

EXCEPTIONS: 1. Structural wind load design pressures for window ((units-smaHerthan the size tested in accordance with Seetiont 709-54 oF 1709-52 


used, they sha be-validated-by-an-additionaltest of the window unit havine the hichest alowable desien pressure)) or door assemblies 
other than the size tested in accordance with Section 1709.5.1 or 1709.5.2 shall be permitted to be different than the design value of the 
tested assembly, provided that such pressures are determined by accepted engineering analysis or validated by an additional test of the 
window or door assembly to the alternative allowable design pressure in accordance with Section 1709.5.2. Components of the alternate 
size assembly shall be the same as the tested or labeled assembly. Where engineering analysis is used, it shall be performed in 
accordance with the analysis procedures of AAMA 2502. 

2. Custom exterior windows and doors manufactured by a small business shall be exempt from all testing requirements in Section 1709 
of the International Building Code provided they meet the applicable provisions of Chapter 24 of the International Building Code. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, $ 
51-50-17090, filed 1/19/16, effective 7/1/16.] 


AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51-50-1710 ((Seetien—+710—) ) Reserved. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, § 
51-50-1710, filed 1/19/16, effective 7/1/16. Statutory Authority: RCW 
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19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067, § 
51-50-1710, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 13-04-067, filed 2/1/13, effective 
7/1/13) 


WAC 51-50-1715 ((Seetion—1#15—) ) Reserved. 


[Statutory Authority: RCW 19.27.031 and chapters 19.27 and 34.05 RCW. 
WSR 13-04-067, § 51-50-1715, filed 2/1/13, effective 7/1/13. Statutory 
Authority: RCW 19.27.031 and 19.27.074. WSR 10-03-097, amended and re- 
codified as § 51-50-1715, filed 1/20/10, effective 7/1/10. Statutory 
Authority: RCW 19.27.074, 19.27.020, and chapters 70.92, 19.27, and 
34.05 RCW. WSR 07-01-091, § 51-50-1714, filed 12/19/06, effective 
7/1/07. ] 


AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51-50-1901 ( (Seetien—1901—) ) Reserved. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, § 
51-50-1901, filed 1/19/16, effective 7/1/16. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067, S 
51-50-1901, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51-50-1903 ( (Seetien—1903—) ) Reserved. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, $ 
51-50-1903, filed 1/19/16, effective 7/1/16. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067, S$ 
51-50-1903, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51-50-1904 ((Seetieon1904—) ) Reserved. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, § 
51-50-1904, filed 1/19/16, effective 7/1/16. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067, S$ 
51-50-1904, tiled 2/1/13, effective 7/1/7134] 
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AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51-50-1905 ((Seetion—ł4905—))Reserved. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, § 
51-50-1905, filed 1/19/16, effective 7/1/16; WSR 13-20-119, § 
51-50-1905, filed 10/1/13, effective 11/1/13. Statutory Authority: RCW 
1 

5 


9.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067, § 
1-50-1905, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51-50-1908 ( (Seetien1908—) ) Reserved. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, $ 
51-50-1908, filed 1/19/16, effective 7/1/16. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067; $ 
51-50-1908, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51-50-1909 ( (Seetien—1909—) ) Reserved. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, S$ 
51-50-1909, filed 1/19/16, effective 7/1/16. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067, $ 
51-50-1909, filed 2/1/13, effective 1/1713. | 


NEW SECTION 


WAC 51-50-2103 Section 2103—Mortar. 


2103.2.4 Mortar for adhered masonry veneer. Mortar for use with ad- 

hered masonry veneer shall conform to ASTM C270 for Type N or S, or 

shall comply with ANSI A118.4 or A118.15 for modified dry-set cement 
mortar. The cementitious bond coat shall comply with ANSI A118.4 or 

A118.15. 


[] 


AMENDATORY SECTION (Amending WSR 13-04-067, filed 2/1/13, effective 
7/1/13) 


WAC 51-50-2104 ((Seetien—2104—) ) Reserved. 
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[Statutory Authority: RCW 19.27.031 and chapters 19.27 and 34.05 RCW. 
WSR 13-04-067, § 51-50-2104, filed 2/1/13, effective 7/1/13. Statutory 
Authority: RCW 19.27.031 and 19.27.074. WSR 10-03-097, § 51-50-2104, 
filed 1/20/10, effective 7/1/10.] 


AMENDATORY SECTION (Amending WSR 20-21-021, filed 10/9/20, effective 
11/9/20) 


WAC 51-50-21070 Section 2107—Allowable stress design. 


2107.2 TMS 402/ACI 530/ASCE 5, Section 2.1.8.7.1.1, lap splices. In 
lieu of Section 2.1.8.7.1.1, it shall be permitted to design lap spli- 
ces in accordance with Section 2107.2. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-21-021, § 
51-50-21070, filed 10/9/20, effective 11/9/20; WSR 20-01-090, $ 
51-50-21070, filed 12/12/19, effective 7/1/20; WSR 16-03-064, $ 
51-50-21070, filed 1/19/16, effective 7/1/16. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067; $ 
51-50-21070, filed 2/1/13, effective 7/1/13. Statutory Auphority: RCW 
19.27.031 and 19.27.074. WSR 10-03-097, S$ 51-50-21070, filed 1/20/10, 
effective 7/1/10.] 


AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51-50-2111 Section 2111—Masonry fireplaces. 


2111.8 Fireplaces. Fireplaces shall be provided with each of the fol- 
lowing: 
Tightly fitting flue dampers, operated by a readily accessible 
manual or approved automatic control. 


EXCEPTION: Fireplaces with gas logs shall be installed in accordance with the International Mechanical Code Section 901, except that the standards 
for liquefied petroleum gas installations shall be NFPA 58 (Liquefied Petroleum Gas Code) and NFPA 54 (National Fuel Gas Code). 


2. An outside source for combustion air ducted into the firebox. 
The duct shall be at least 6 square inches, and shall be provided with 
an operable outside air duct damper. 


EXCEPTION: Washington certified fireplaces shall be installed with the combustion air systems necessary for their safe and efficient combustion and 
specified by the manufacturer in accordance with IBC Section ((2H4 (WAC 54-50-2H4))) 2115 (WAC 51-50-2115). 


3. Site built fireplaces shall have tight fitting glass or metal 
doors, or a flue draft induction fan or as approved for minimizing 
back-drafting. Factory built fireplaces shall use doors listed for the 
installed appliance. 


2111.8.1 Lintel and throat. Masonry over a fireplace opening shall be 
supported by a lintel of noncombustible material. The minimum required 
bearing length on each end of the fireplace opening shall be 4 inches 
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(102 mm). The fireplace throat or damper shall be located a minimum of 
8 inches (203 mm) above the top of the fireplace opening. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, $ 
51-50-2111, filed 1/19/16, effective 7/1/16. Statutory Authority: RCW 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067, S$ 
51-50-2111, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 10-03-097, § 51-50-2111, filed 1/20/10, 
effective 7/1/10.] 


AMENDATORY SECTION (Amending WSR 20-01-090, filed 12/12/19, effective 
7/1/20) 


WAC 51-50-2303 Section 2303—Minimum standards and quality. 


.1.1.3 Used solid-sawn lumber. Used sol- 
id-sawn dimensional lumber in good condition and devoid of areas of 
decay, not meeting the requirements of Section 2303.1.1, 2303.1.1.1, 
or 2303.1.1.2, that has a nominal thickness of 2 inches with a nominal 
width of 6 inches or less, shall be assumed to be spruce-pine-fir stud 
qrade and shall have structural properties assigned in accordance with 
current adopted standards. All other dimensional lumber shall be as- 
sumed to be hem-fir No. 2 grade and shall have structural properties 
assigned in accordance with current adopted standards. 


2303.6 Nails and staples. Nails and staples shall conform to require- 
ments of ASTM F1667, including Supplement 1. Nails used for framing 
and sheathing connections shall have minimum average bending yield 
strengths as follows: 80 kips per square inch (ksi) (551 MPa) for 
shank diameters larger than 0.177 inch (4.50 mm) but not larger than 
0.254 inch (6.45 mm), 90 ksi (620 MPa) for shank diameters larger than 
0.142 inch (3.61 mm) but not larger than 0.177 inch (4.50 mm) and 100 
ksi (689 MPa) for shank diameters of not less than 0.099 inch (2.51 
mm) but not larger than 0.142 inch (3.61 mm). Staples used for framing 
and sheathing connections shall have minimum average bending moments 
as follows: 3.6 in.-lbs (0.41 N-m) for No. 16 gage staples, 4.0 in.- 
lbs (0.45 N-m) for No. 15 gage staples, and 4.3 in.-lbs (0.49 N-m) for 
No. 14 gage staples. Staples allowable bending moments shall be listed 
on the construction documents. 


ANSPHAPA- PRO B20) 2303 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-01-090, § 
51-50-2303, filed 12/12/19, effective 7/1/20; WSR 19-02-038, § 
51-50-2303, filed 12/26/18, effective 7/1/19.] 


AMENDATORY SECTION (Amending WSR 20-21-021, filed 10/9/20, effective 
11/9/20) 


WAC 51-50-2304 Section 2304—General construction requirements. 
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2304.11.2.1 Exterior walls. Exterior walls shall be permitted to be 


cross-laminated timber not less than 3.5 inches (88 mm) in actual 
thickness meeting the requirements of Section 2303.1.4. 


2304.11.2.2 Interior walls and partitions. Interior walls and parti- 
tions shall be of solid wood construction formed by not less than two 
layers of l-inch (25 mm) matched boards or laminated construction 3.5 
inches (88 mm) in actual thickness, or of 1l-hour fire-resistance-rated 
construction. 


2304.11.3.1 Cross-laminated timber floors. Cross-laminated timber 
shall be not less than 3.5 inches (88 mm) in actual thickness. Cross- 
laminated timber shall be continuous from support to support and me- 
chanically fastened to one another. Cross-laminated timber shall be 
permitted to be connected to walls without a shrinkage gap providing 
swelling or shrinking is considered in the design. Corbelling of ma- 
sonry walls under the floor shall be permitted to be used. Discussion 
at committee level. 


2304.11.4.1 Cross-laminated timber roofs. Cross-laminated timber roofs 
shall be not less than 2.5 inches (63 mm) in actual thickness and 
shall be continuous from support to support and mechanically fastened 
to one another. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-21-021, S$ 
51-50-2304, filed 10/9/20, effective 11/9/20.] 


AMENDATORY SECTION (Amending WSR 10-03-097, filed 1/20/10, effective 
7/1/10) 


WAC 51-50-2400 ( (Chapter 24—Głass-and-głazing-)) Reserved. 
( (Seetion2405—Steped_glazing—and_-skyiights— 
qi ihi 


2405.3 Sereening._Where used o ronohHhHhhe ohren ee 
strengthened—-glhess—ard—fukty tempered—-gkass—shah —have—serceens—ihhstat- 
ted betoew the_¢gtleazing materiekh —Fhe—sercens and—their _— fastenings 
shal: 

+41)}Be—eapab o=—_sHpeesSis¢ ice phe weight ef het eeisG 
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[Statutory Authority: RCW 19.27.031 and 19.27.074. 


51-50-2400 


WSR 10-03-097, § 


filed 1/20/10, effective 7/1/10.] 
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NEW SECTION 


WAC 51-50-2405 Section 2405—Sloped glazing and skylights. 


2405.3 Screening. Where used in 


heat stren 


monolithic glazing systems, annealed, 
thened, fully tempered and wired glass shall have broken 
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EXCEPTION: 


Certified 


thin 4 inches (102 mm) of the glass. 
1l be constructed of a noncombustible material not 
an No. 12 B&S gage (0.0808 inch) with mesh not larger than 1 
inch (25 mm by 25 mm). In a corrosive atmosphere, structur- 


ally equivalent noncorrosive screen materials shall be used. Annealed, 


when used in multi- 
walking 


fully tempered and wired glass, 
tems as the bottom glass layer over th 


gthened, 
glazing sys 


shall be equipped with screening that conforms to the re- 


thic glazing systems. 


In monolithic and multiple-layer sloped glazing systems, the following applies: 

1. Fully tempered glass installed without protective screens where glazed between intervening floors at a slope of 30 degrees (0.52 rad) 
or less from the vertical plane shall have the highest point of the glass 10 feet (3048 mm) or less above the walking surface. 

2. Screens are not required below any glazing material, including annealed glass, where the walking surface below the glazing material 
is permanently protected from the risk of falling glass or the area below the glazing material is not a walking surface. 

3. Any glazing material, including annealed glass, is permitted to be installed without screens in the sloped glazing systems of 
commercial or detached noncombustible greenhouses used exclusively for growing plants and not open to the public, provided that the 
height of the greenhouse at the ridge does not exceed 30 feet (9144 mm) above grade. 

4. Screens shall not be required within individual dwelling units in Groups R-2, R-3, and R-4 where fully tempered glass is used as 
single glazing or as both panes in an insulating glass unit, and the following conditions are met: 

4.1. Each pane of the glass is 16 square feet (1.5 m2) or less in area. 

4.2. The highest point of the glass is 12 feet (3658 mm) or less above any walking surface or other accessible area. 

4.3. The glass thickness is 3/16 inch (4.8 mm) or less. 
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5. Screens shall not be required for laminated glass with a 15 mil (0.38 mm) polyvinyl butyral (or equivalent) interlayer within the 
following limits: 
5.1. Each pane of glass is 16 square feet (1.5 m2) or less in area. 


5.2. The highest point of the glass is 12 feet (3658 mm) or less above a walking surface or other accessible area. 


AMENDATORY SECTION 


IT AS PS) 


WAC 51-50-3500 Chapter 35—Referenced standards. 


ence standards as follows: 


(Amending WSR 22-13-094, 


filed 6/14/22, 


Standard reference 
number 


Title 


Referenced in code 
section number 


ACI 561-21 


Assessment, Repair. 


405.1.1 


and Rehabilitation of 


Existing Concrete 
Structures 


ASCE/SEI 7-16 


Minimum Design 
Loads and 


Associated Criteria 
for Buildings and 
Other Structures 
with Supplement No. 
1, Supplement No. 2 
and Supplement No. 
3 


ASCE/SEI 7-22 Minimum Design 1615 
Loads and 
Associated Criteria 
for Buildings and 
Other Structures 

NFPA 130-20 Standard for Fixed 3101.1, 3116 
Guideway Transit 
and Passenger Rail 
Systems 

NFPA 13-16 Standard for the 403.3.3, 712.1.3.1, 
Installation of 903.3.1.1, 903.2, 
Sprinkler Systems 903.3.8.2, 903.8.5, 


(except 8.15.5.3(5)) 


904.13, 905.3.4, 


907.6.4, 1019.3 


[Statutory 

51-50-3500, filed 6/14/22, 
51-50-3500, filed 10/9/20, 
51-50-3500, filed 12/12/19, 
51-50-3500, filed 12/26/18, 
51-50-3500, filed 1/19/16, 
19.27.031 and chapters 
51-50-3500, filed 2/1/13, 


Authority: RCW 19.27.031 and 


effective 7/1/23; 
effective 11/9/20; 


19.27.074. 


WSR 22-13 


WSR 20-21-021, 
WSR 20-01-090, 


effective 7/1/20; WSR 19-02-038, 
effective 7/1/19; WSR 16-03-064, 
effective 7/1/16. 


effective 7/1/1 


Bia] 


effective 


Add the refer- 


-094, $ 
S 
S 
S 
S 


Statutory Authority: RCW 


19.27 and 34.05 RCW. WSR 13-04-067, § 


INTERNATIONAL EXISTING BUILDING CODE 
( (2048)) 2021 EDITION 


Certified on 8/31/2022 


[ 


524 | 


WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-151 


AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51-50-480102 ( (Seetion—402—) ) Reserved. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, § 
51-50-480102, filed 1/19/16, effective 7/1/16. Statutory Authority: 
RCW 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067, § 
51-50-480102, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 10-03-097, § 51-50-480102, filed 1/20/10, 
effective 7/1/10. Statutory Authority: RCW 19.27.074, 19.27.020, and 
chapters 70.92, 19.27, and 34.05 RCW. WSR 07-01-091; $ 51-50-480102, 
filed 12/19/06, effective 7/1/07.] 


AMENDATORY SECTION (Amending WSR 21-12-103, filed 6/2/21, effective 
7/3/21) 


WAC 51-50-480200 Section 201.3—Definitions. 


201.3 Terms defined in other codes. Where terms are not defined in 
this code and are defined in the other International Codes and the 
Uniform Plumbing Code, such terms shall have the meanings ascribed to 
them in those codes. 


202 General definitions. 


ADULT FAMILY HOME. A dwelling, licensed by the state of Washington depart- 
ment of social and health services, in which a person or persons pro- 
vide personal care, special care, room and board to more than one but 
not more than six adults who are not related by blood or marriage to 
the person or persons providing the services. An existing adult family 
home may provide services to up to eight adults upon approval from the 
department of social and health services in accordance with RCW 
70.128.066. 

SUBSTANTIAL DAMAGE. For the purpose of determining compliance with the flood 
provisions of this code, damage of any origin sustained by a structure 
whereby the cost of restoring the structure to its before damaged con- 
dition would equal or exceed 50 percent of the value determined using 
the latest building valuation data published by the International Code 
Council. If ICC building valuation data is not applicable to this 
building or structure, the value may be established using an approved 
market valuation of the structure before the damage occurred. 
SUBSTANTIAL IMPROVEMENT. For the purpose of determining compliance with the 
flood provisions of this code, any repair, alteration, addition, or 
improvement of a building or structure, the cost of which equals or 
xceeds 50 percent of the value determined using the latest building 
aluation data published by the International Code Council. If ICC 
uilding valuation data is not applicable to this building or struc- 
ure, the value may be established using an approved market valuation 
f the structure, before the improvement or repair is started. If the 
tructure has sustained substantial damage, any repairs are considered 
ubstantial improvement regardless of the actual repair work per- 
formed. The term does not, however, include either of the following: 
1. Any project for improvement of a building required to correct 
existing health, sanitary or safety code violations identified by the 
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pr ay 


code official and that is the minimum necessary to ensure safe living 
conditions. 

2. Any alteration of a historic structure, provided that the al- 
teration will not preclude the structure's continued designation as a 
historic structure. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 21-12-103, S$ 
51-50-480200, filed 6/2/21, effective 7/3/21; WSR 20-21-021, $ 
51-50-480200, filed 10/9/20, effective 11/9/20.] 


AMENDATORY SECTION (Amending WSR 20-21-021, filed 10/9/20, effective 
11/9/20) 


WAC 51-50-480302 Section 302—General provisions. 


((302.3)) 302.2 Additional codes. Alterations, repairs, additions and 
changes of occupancy to, or relocation of, existing buildings and 
structures shall comply with the provisions for alterations, repairs, 
additions and changes of occupancy or relocation, respectively, in 
this code and the Washington State Energy Code, International Fire 
Code, International Fuel Gas Code, International Mechanical Code, Uni- 
form Plumbing Code, and International Residential Code. Where provi- 
sions of the other codes conflict with provisions of this code, the 
provisions of this code shall take precedenc 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-21-021, § 
51-50-480302, filed 10/9/20, effective 11/9/20; WSR 10-03-097, § 
51-50-480302, filed 1/20/10, effective 7/1/10. Statutory Authority: 
RCW 19.27.074, 19.27.020, and chapters 70.92, 19.27, and 34.05 RCW. 
WSR 07-01-091, § 51-50-480302, filed 12/19/06, effective 7/1/07.] 


NEW SECTION 


WAC 51-50-480306 Section 306—Structural. 


306.6 Additions. Provisions for new construction shall apply to addi- 
tions. An addition that affects the accessibility to, or contains an 
area of, a primary function shall comply with the requirements in Sec- 
tion 306.7.1. Limited-use/limited-application elevators installed in 
accordance with ASME A17.1 shall be permitted as a component of an ac- 
cessible route connecting the existing construction to the addition. 


Option 1 


306.7.1 Alterations affecting an area containing a primary function. 
Where an alteration affects the accessibility to, or contains an area 
of primary function, the route to the primary function area shall be 
accessible. The accessible route to the primary function area shall 
include toilet facilities and drinking fountains serving the area of 
primary function. Priority shall be given to the improvements affect- 
ing the accessible route to the primary function area. 


EXCEPTIONS: 1. The costs of providing the accessible route are not required to exceed 20 percent of the costs of the alterations affecting the area of 
primary function. 
2. This provision does not apply to alterations limited solely to windows, hardware, operating controls, electrical outlets and signs. 


3. This provision does not apply to alterations limited solely to mechanical systems, electrical systems, installation or alteration of fire 
protection systems and abatement of hazardous materials. 
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4. This provision does not apply to alterations undertaken for the primary purpose of increasing the accessibility of a facility. 
5. This provision does not apply to altered areas limited to Type B dwelling and sleeping units. 


Option 2 


306.7.1 Alterations affecting an area containing a primary function. 
Where an alteration affects the accessibility to or contains an area 
of primary function, the route to the primary function area shall be 
accessible. Toilet facilities and drinking fountains serving the area 
of primary function, including the route from the area of primary 
function to these facilities, shall be accessible. 


EXCEPTIONS: 1. The cumulative costs of providing the accessible route of travel, toilet facilities, and drinking fountains are not required to exceed 20 
percent of the costs of the alterations affecting the area of primary function. 
2. This provision does not apply to alterations limited solely to windows, hardware, operating controls, electrical outlets, and signs. 
3. This provision does not apply to alterations limited solely to mechanical systems, electrical systems, installation or alteration of fire 
protection systems, and abatement of hazardous materials. 
4. This provision does not apply to alterations undertaken for the primary purpose of increasing the accessibility of a facility. 
5. This provision does not apply to altered areas limited to Type B dwelling and sleeping units. 


306.7.8 Platform lifts and limited-use/limited-application elevators. 
Vertical and inclined platform (wheelchair) lifts complying with ICC 
A117.1 and installed in accordance with ASME A18.1 shall be permitted 
as a component of an accessible route. 

Limited-use/Limited-application elevators installed in accordance 
with ASME A17.1 shall be permitted as a component of an accessible 
route. 


[] 


NEW SECTION 


WAC 51-50-480401 Section 401—General. 


401.2 Compliance. The work shall not make the building less complying 
than it was before the repair was undertaken. Work on nondamaged com- 
ponents that is necessary for the required repair of damaged compo- 
nents shall be considered part of the repair and shall not be subject 
to requirements for alterations. 


401.4 Demolition and replacement. Where a building is effectively de- 
molished by damage or where the intended method of repair is demoli- 
tion and replacement, the replaced building, including its replaced 
foundation, or remaining foundation as approved by the code official, 
shall comply with requirements for new construction in the Interna- 
tional Building Code. 


[] 


AMENDATORY SECTION (Amending WSR 13-04-067, filed 2/1/13, effective 
7/1/13) 
WAC 51-50-480405 Section 405—((Reserved)) Structural. 


405.1 General. Structural repairs shall be in compliance with this 
section and Section 401.2. 
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Repair of structural concrete is 


permit 


ted to comply with ACI 562 Section 1.7, 


except where Se 


ction 


405.2.2, 405.2.3, 


or 405.2.4.1 requires compliance with Section 304.3. 


[Statu 
WSR 13-04-0067, 
tory A 


tive 7/1/07.] 


NEW SECTION 


S 51 


filed 2/1/13, 
and chap 


19.27.020, 


-50-48040 


tory Authority: RCW 19.27.031 and chapters 19.27 and 34. 
§ 51-50-480405, 
uthority: RCW 19.27.074, 
and 34.05 RCW. WSR 07-01-091, 


effec 


ters 70.92, 


5, filed 12/19/06, 


WAC 51-50-480503 Section 503—Alterations. 


503.13 Voluntary lateral force-resisting system alterations. 
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force resis 
code, shall 
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al 
y with the 


19.4. 


tha 


H, or S used for 


tegory C, 
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L system includes unreinforced masonry 
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applica- 


n 20 per- 
storage 


Or iB 
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1. A cumulative increase in the occupant load of less than 50 for occupancy categories A or I. 


2. A cumulative increase in the occupant load of less than 25 for E occupancies. 

3. R-3 occupancies, and all other R occupancies with an increase of 5 dwelling or sleeping units or less. 
4. A cumulative increase in occupant load of less than 100 for occupancy categories M or B. 

5. A cumulative increase in the occupant load of less than 10 for H occupancies or S occupancies using hazardous materials. 
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503.19.1 Large buildings. Buildings four or more stories or buildings 
more than 12,000 square feet shall be required to perform seismic 
evaluation in accordance with IEBC 304.3. Any lateral resisting ele- 
ments shall be required to comply with design requirements for reduced 
seismic forces in accordance with Section 304.3.2 where found to be 
deficient. 


503.19.2 Parapet bracing. Buildings with parapets constructed of un- 
reinforced masonry where the parapet height to thickness ratio exceeds 
1.5:1 shall be required to have parapets anchored, removed, or altered 
to resist out-of-plane seismic forces unless an evaluation demon- 
strates compliance of such items. Use of reduced seismic forces in ac- 
cordance with Section 304.3.2 shall be permitted. 


503.19.3 Floor and roof wall anchors. The alteration work shall in- 
clude the installation of wall anchors at the floor and roof lines un- 
less an evaluation demonstrates compliance of existing wall anchorage. 
Use of reduced seismic forces in accordance with Section 304.3.2 shall 
be permitted. 


503.19.4 Bracing of partitions and nonstructural walls. Unreinforced 
masonry partitions and nonstructural walls within the alteration area 
and adjacent to egress paths from the alteration area shall be anch- 
ored, removed, or altered to resist out-of-plane seismic forces unless 
an evaluation demonstrates compliance of such items. Use of reduced 
seismic forces in accordance with Section 304.3.2 shall be permitted. 


[] 


NEW SECTION 


WAC 51-50-480603 Section 603—Alteration-Level 2. 


603.1 Scope. Level 2 alterations include the addition or elimination 
of any door or window, the reconfiguration or extension of any system, 
or the installation of any additional equipment, and shall apply where 
the work is below the threshold of a Level 3 alteration. 


EXCEPTION: The movement or addition of nonfixed and movable fixtures, cases, racks, counters and partitions not over 5 feet 9 inches (1753 mm) in 
height shall not be considered a Level 2 alteration. 


[] 


NEW SECTION 


WAC 51-50-480604 Section 604—Alteration-Level 3. 


604.1 Scope. Level 3 alterations apply where one of the criteria is 
exceeded: 

1. The work meets or exceeds the threshold of either substantial 
improvement or substantial damage; or 

2. The alteration area exceeds 50 percent of the building area. 


[] 
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AMENDATORY SECTION (Amending WSR 20-21-021, filed 10/9/20, effective 
11/9/20) 


WAC 51-50-480702 Section 702—Building elements and materials. 


( (7#02.-6)) 702.7 Materials and methods. New work shall comply with the 
materials and methods requirements in the International Building Code, 
Washington State Energy Code, International Mechanical Code, and Uni- 
form Plumbing Code, as applicable, that specify material standards, 
detail of installation and connection, joints, penetrations, and con- 
tinuity of any element, component, or system in the building. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-21-021, S$ 
51-50-480702, filed 10/9/20, effective 11/9/20.] 


AMENDATORY SECTION (Amending WSR 13-04-067, filed 2/1/13, effective 
7/1/13) 


WAC 51-50-480704 ((Seetien—704—) ) Reserved. 


[Statutory Authority: RCW 19.27.031 and chapters 19.27 and 34.05 RCW. 
WSR 13-04-067, § 51-50-480704, filed 2/1/13, effective 7/1/13. Statu- 
tory Authority: RCW 19.27.074, 19.27.020, and chapters 70.92, 19.27, 

and 34.05 RCW. WSR 07-01-091, § 51-50-480704, filed 12/19/06, effec- 

tive 7/1/07.] 


AMENDATORY SECTION (Amending WSR 13-04-067, filed 2/1/13, effective 
7/1/13) 


WAC 51-50-480711 ((Seetien—_7i1—) ) Reserved. 


[Statutory Authority: RCW 19.27.031 and chapters 19.27 and 34.05 RCW. 
WSR 13-04-067, § 51-50-480711, filed 2/1/13, effective 7/1/13. Statu- 
tory Authority: RCW 19.27.031 and 19.27.074. WSR 10-03-097, $ 
51-50-480711, filed 1/20/10, effective 7/1/10.] 


NEW SECTION 


WAC 51-50-480805 Section 805—Structural. 


805.4 Voluntary lateral force-resisting system alterations. Structural 
alterations that are intended exclusively to improve the lateral force 
resisting system and are not required by other sections of this code 
shall not be required to meet the requirements of Section 1609 or Sec- 
tion 1613 of the International Building Code, provided that the fol- 
lowing conditions are met: 
1. The capacity of existing structural systems to resist forces 
is not reduced. 

2. New structural elements are detailed and connected to existing 
or new structural elements as required by the International Building 
Code for new construction. 
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EXCEPTION: New lateral force-resisting systems designed in accordance with the International Building Code are permitted to be of a type 
designated as "ordinary" or "intermediate" where ASCE 7 Table 12.2-1 states these types of systems are not permitted. 


3. New or relocated nonstructural elements are detailed and con- 
nected to existing or new structural elements as required by the In- 
ternational Building Code for new construction. 

4. The alterations do not create a structural irregularity as de- 
fined in ASCE 7 or make an existing structural irregularity more se- 
vere. 


805.5 Seismic requirements for Level 2 alterations with increased oc- 
cupant load of unreinforced masonry or hollow clay tile buildings. In 
addition to the requirements in IEBC 805.3, Level 2 alterations meet- 
ing all of the following conditions shall comply with the applicable 
requirements in Sections 805.5.1 through 805.5.4. 
1. The occupant load of a building increases by more than 20 per- 
cent for occupancy groups A, I, E, R, M, B, H, or S used for storage 
of hazardous materials. 

2. Buildings assigned to Seismic Design Category C, D, E or F. 

3. The building's structural system includes unreinforced masonry 
and hollow clay tile bearing walls. 
Where there is a change of occupancy with the alteration, the 
most restrictive seismic requirements in accordance with IEBC 1006 and 

this section shall apply. The cumulative effect of alterations com- 
pared with the original occupant load that have an increase in occu- 
pant load over time exceeding 20 percent shall comply with these pro- 
visions. 


EXCEPTIONS: 1. An increase in the occupant load of less than 50 for occupancy categories A or I. 
2. An increase in the occupant load of less than 25 for E occupancies. 
3. R-3 occupancies, and all other R occupancies with an increase of 5 dwelling or sleeping units or less. 
4. An increase in occupant load of less than 100 for occupancy categories M or B. 
5. A cumulative increase in the occupant load of less than 10 for H occupancies or S occupancies using hazardous materials. 


805.5.1 Large buildings. Buildings four or more stories or buildings 
more than 12,000 square feet shall be required to perform seismic 
evaluation in accordance with IEBC 304.3. Any lateral resisting ele- 
ments shall be required to comply with design requirements for reduced 
seismic forces in accordance with Section 304.3.2 where found to be 
deficient. 


805.5.2 Parapet bracing. Buildings with parapets constructed of un- 
reinforced masonry where the parapet height to thickness ratio exceeds 
1.5:1 shall be required to have parapets anchored, removed or altered 
to resist out-of-plane seismic forces, unless an evaluation demon- 
strates compliance of such items. Use of reduced seismic forces in ac- 
cordance with Section 304.3.2 shall be permitted. 


805.5.3 Floor and roof wall anchors. The alteration shall include the 
installation of wall anchors at the floor and roof lines, unless an 
evaluation demonstrates compliance of existing wall anchorage. Use of 
reduced seismic forces in accordance with IEBC 304.3.2 shall be per- 
mitted. 


805.5.4 Bracing of partitions and nonstructural walls. Unreinforced 
masonry partitions and nonstructural walls within the work area and 
adjacent to egress paths from the alteration area shall be anchored, 
removed or altered to resist out-of-plane seismic forces, unless an 
evaluation demonstrates compliance of such items. Use of reduced seis- 
mic forces in accordance with Section 304.3.2 shall be permitted. 


[] 
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AMENDATORY SECTION (Amending WSR 13-04-067, filed 2/1/13, effective 
TRBL) 


WAC 51-50-480807 ( (Seetien—807—) ) Reserved. 


[Statutory Authority: RCW 19.27.031 and chapters 19.27 and 34.05 RCW. 
WSR 13-04-067, § 51-50-480807, filed 2/1/13, effective 7/1/13. Statu- 
tory Authority: RCW 19.27.031 and 19.27.074. WSR 10-03-097, S$ 
51-50-480807, filed 1/20/10, effective 7/1/10. Statutory Authority: 
RCW 19.27.074, 19.27.020, and chapters 70.92, 19.27, and 34.05 RCW. 
WSR 07-01-091, § 51-50-480807, filed 12/19/06, effective 7/1/07.] 


AMENDATORY SECTION (Amending WSR 13-04-067, filed 2/1/13, effective 
TAEL) 


WAC 51-50-480808 ( (Seetiene08—))Reserved. 


[Statutory Authority: RCW 19.27.031 and chapters 19.27 and 34.05 RCW. 
WSR 13-04-067, § 51-50-480808, filed 2/1/13, effective 7/1/13. Statu- 
tory Authority: RCW 19.27.031 and 19.27.074. WSR 10-03-097, § 
51-50-480808, filed 1/20/10, effective 7/1/10.] 


AMENDATORY SECTION (Amending WSR 20-21-021, filed 10/9/20, effective 
11/9/20) 


WAC 51-50-480809 Section 809—((Pliumbing)) Energy conservation. 
809.1 Minimum ( (f4xtures——tWhrere the ceecupant _teacd eof the _steryis—in- 
2) ; z0 Tombi c: E , halt 


based-on_the_imereased ceeupanttead.)) requirements. Level 2 altera- 
tions to existing buildings or structures shall comply with the Wash- 
ington State Energy Code (chapter 51-11C WAC). 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-21-021, S$ 
51-50-480809, filed 10/9/20, effective 11/9/20.] 


AMENDATORY SECTION (Amending WSR 21-06-035, filed 2/23/21, effective 
3/26/21) 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 21-06-035, $ 
51-50-480810, filed 2/23/21, effective 3/26/21.] 
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AMENDATORY SECTION (Amending WSR 13-04-067, filed 2/1/13, effective 


TIALS LS) 


WAC 51-50-480912 ((Seetieon—912—) ) Reserved. 


[Statuto 
WSR 13-0 
tory Aut 
and 34.0 
tive 7/1 


ry Authority: RCW 19.27.031 and chapters 19.27 and 34.05 RCW. 
4-067, S$ 51-50-480912, filed 2/1/13, effective 7/1/13. Statu- 
hority: RCW 19.27.074, 19.27.020, and chapters 70.92, 19.27, 
5 RCW. WSR 07-01-091, § 51-50-480912, filed 12/19/06, effec- 
LOT] 


AMENDATORY SECTION (Amending WSR 20-01-090, filed 12/12/19, effective 


7/1/20) 

WAC 51-50-481002 Section 1002—Special use and occupancy. 

( (1002.1 Compliance withthe -building code Where the character orus 

ofan existing buhkdihng—or— part of an existihhg-buhHkdHhng—s—changed—e 

onc—of£ the foltlowing—speeiattuse—orecceupaney categeries—as—defined in 

the _Trternationat Builtding—Code,—_thebuitiding—shatitecompthyiwithahtet 

the—appiicable +equirements—_eof the trternationalt Buitding Code: 
+._Cevered and epen malt bus tenes; 

2. Atriums} 

3. Meton vehe e=- e hreg sceesoaseies> 

4.Atreraft-related cecevpancies; 

5._Moeticn picture projection rooms} 

6._Stagesand platteorms; 

7._Speciat amusement _—buitidings; 

8. reidentat euse areas; 

9. Hazardous materiatis; 

10. Ambo a Sesy ease sae Epes; 

—G+eue t-4 eeocupaheies; 

Cron r h esc= +68 ~,_£6= censure aes an assisted iving 
facihhhHy under chapter 388-78A W or- residentie treatment _—facitiity 
qrder—ehapter 24e i WA) ) 

1002.3 Change of occupancy in health care. Where a change of occupancy 
occurs to a Group I-2 or I-1 facility, the work area with the change 
of occupancy shall comply with the International Building Code. 

The International Building Code shall apply to Group I-1, Condi- 
tion 2, for licensure as an assisted living facility under chapter 
388-78A WAC or residential treatment facility under chapter 246-337 
WAC. 

EXCEPTION: A change in use or occupancy in the following cases shall not be required to meet the International Building Code: 
1. Group I-2, Condition 2 to Group I-2, Condition 1. 
2. Group IJ-2 to ambulatory health care. 
3. Group I-2 to Group I-1. 
4. Group I-1, Condition 2 to Group I-1, Condition 1. 
[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-01-090, $ 
51-50-481002, filed 12/12/19, effective 7/1/20.] 
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AMENDATORY SECTION (Amending WSR 13-04-067, filed 2/1/13, effective 
7/1/13) 


WAC 51-50-481103 ((Seetien—1103—) ) Reserved. 
( (4403-9 Reserved-) ) 


[Statutory Authority: RCW 19.27.031 and chapters 19.27 and 34.05 RCW. 
WSR 13-04-067, § 51-50-481103, filed 2/1/13, effective 7/1/13. Statu- 
tory Authority: RCW 19.27.074, 19.27.020, and chapters 70.92, 19.27, 

and 34.05 RCW. WSR 07-01-091, § 51-50-481103, filed 12/19/06, effec- 

tive 7/1/07.] 


AMENDATORY SECTION (Amending WSR 13-04-067, filed 2/1/13, effective 
7/1/13) 


WAC 51-50-481105 ((Seetien—1105—) ) Reserved. 


[Statutory Authority: RCW 19.27.031 and chapters 19.27 and 34.05 RCW. 
WSR 13-04-067, § 51-50-481105, filed 2/1/13, effective 7/1/13. Statu- 
tory Authority: RCW 19.27.074, 19.27.020, and chapters 70.92, 19.27, 

and 34.05 RCW. WSR 07-01-091, § 51-50-481105, filed 12/19/06, effec- 

tive 7/1/07.] 


AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51-50-481201 Section 1201—Historic buildings—General. 


1201.1 Scope. ( (f#—is—the trtent e£)) This chapter is intended to pro- 
vide means for the preservation of historic buildings. It is the pur- 
pose of this chapter to encourage cost-effective preservation of orig- 
inal or restored architectural elements and features and to provide a 
historic building that will result in a reasonable degree of safety, 
based on accepted life and fire safety practices, compared to the ex- 
isting building. Historical buildings shall comply with the provisions 
of this chapter relating to their repair, alteration, relocation and 
change of occupancy. 


SECTION 1202—Reserved. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, § 
51-50-481201, filed 1/19/16, effective 7/1/16. Statutory Authority: 
RCW 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067, § 
51-50-481201, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 10-03-097, § 51-50-481201, filed 1/20/10, 
effective 7/1/10.] 


AMENDATORY SECTION (Amending WSR 20-01-090, filed 12/12/19, effective 
7/1/20) 


WAC 51-50-481205 Reserved. 
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[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-01-090, § 
51-50-481205, filed 12/12/19, effective 7/1/20. Statutory Authority: 
RCW 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067, $ 
51-50-481205, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51-50-481301 ( (Rełocated-or moved-buildings—6Generał-)) Re- 


served. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, § 
51-50-481301, filed 1/19/16, effective 7/1/16. Statutory Authority: 
RCW 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-067, § 
51-50-481301, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.031 and 19.27.074. WSR 10-03-097, § 51-50-481301, filed 1/20/10, 
effective 7/1/10. Statutory Authority: RCW 19.27.074, 19.27.020, and 
chapters 70.92, 19.27, and 34.05 RCW. WSR 07-01-091, § 51-50-481301, 
filed 12/19/06, effective 7/1/07.] 


AMENDATORY SECTION (Amending WSR 13-04-067, filed 2/1/13, effective 
7/1/13) 


WAC 51-50-481302 ((Requirements—)) Reserved. 
( (PRis _secticn is net adepted.) ) 


[Statutory Authority: RCW 19.27.031 and chapters 19.27 and 34.05 RCW. 
WSR 13-04-067, § 51-50-481302, filed 2/1/13, effective 7/1/13.] 
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WAC 51-50-481401 Relocated or moved buildings—General. 


1401.2 Conformance. Buildings or structures moved into or within the 
jurisdiction shall comply with the provisions of this code, the Inter- 
national Residential Code (chapter 51-51 WAC), the International Me- 
chanical Code (chapter 51-52 WAC), the International Fire Code (chap- 
ter 51-54 WAC), the Uniform Plumbing Code and Standards (chapters 
51-56 and 51-57 WAC), the Washington State Energy Code (chapter 51-11 
WAC) and the Washington State Ventilation and Indoor Air Quality Code 
(chapter 51-13 WAC) for new buildings or structures. 


EXCEPTION: Group R-3 buildings or structures are not required to comply if: 
1. The original occupancy classification is not changed; and 
2. The original building is not substantially remodeled or rehabilitated. 


For the purposes of this section, a building shall be considered 
to be substantially remodeled when the costs of remodeling exceed 60 
percent of the value of the building exclusive of the costs relating 
to preparation, construction, demolition or renovation of foundations. 


[] 


NEW SECTION 


WAC 51-50-481402 Requirements. This section is not adopted. 


AMENDATORY SECTION (Amending WSR 20-21-021, filed 10/9/20, effective 
11/9/20) 


WAC 51-50-481500 Section 1501—General. 


( (4504.4)) 1501.7 Facilities required. Sanitary facilities shall be 
provided during construction or demolition activities in accordance 
with the Uniform Plumbing Code. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-21-021, § 
51-50-481500, filed 10/9/20, effective 11/9/20; WSR 10-03-097, § 
51-50-481500, filed 1/20/10, effective 7/1/10. Statutory Authority: 
RCW 19.27.074, 19.27.020, and chapters 70.92, 19.27, and 34.05 RCW. 
WSR 07-01-091, § 51-50-481500, filed 12/19/06, effective 7/1/07.] 


AMENDATORY SECTION (Amending WSR 16-03-064, filed 1/19/16, effective 
7/1/16) 


WAC 51- 50-490000 (Oppen N poar en) Reserved. 


( (The—provisions—contaihhed—ihnhthis—eppendix are not mandatory uitess 
specifically referenced the hoe adopting ordinare 

4901011 General A solar zonce—shah be- proyvided—on nonresident ie 
builidings—_of any siz hat—are—_5_steries—or ss—inheieghtabeve—qead 
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[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-03-064, § 
51-50-490000, filed 1/19/16, effective 7/1/16.] 
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WSR 22-17-153 
PROPOSED RULES 
BUILDING CODE COUNCIL 


[Filed August 23, 


Original Notice. 


2022, 


4:50 p.m.] 


Preproposal statement of inquiry was filed as WSR 22-02-060. 


Title of Rule and Other Identifying Information: 


Chapter 51-56 


WAC, Adoption and amendment of the 2021 edition of the Uniform Plumb- 


ing Code. 

Hearing Location(s): 
North 2nd Street, Yakima, 
a.m., at 
the meetings in-person, 
and phone are provided in 

Date of Intended Adoption: 


WA 98901; 


On September 30, 


1500 Jefferson Street S.E., 
or via Zoom or conference call. 
the agenda at sbcc.wa.gov. 

November 4, 


2022, at 10:00 a.m., at 129 
or on October 14, 2022, at 10:00 
Olympia, WA 98504. Please access 
The Zoom link 


2022. 


Submit Written Comments to: State Building Code Council (SBCC), 
P.O. Box 41449, Olympia, WA 98504-1449, email sbcc@des.wa.gov, by Oc- 
tober 14, 2022. 

Assistance for Persons with Disabilities: Contact Annette Ha- 


worth, phone 360-407-9255, 
2022. 


Purpose of the Proposal and Its Anticipated Effects, 


Any Changes in Existing Rules: 
tion of the Uniform Plumbing Code 


al Association of Plumbing and Mechanical 
ments to incorporate proposed changes as adopted by SBCC. 
will provide increased clarity and lif 


construction in Washington state. 


email sbcc@des.wa.gov, 


by September 16, 


Including 
The proposed rule adopts the 2021 edi- 
(UPC), published by the Internation- 


with state amend- 
The rules 
ty measures for building 


Officials, 


saf 


SUMMARY OF PROPOSED CHANGES 
2021 UPC Amendments to Chapter 51-56 WAC 


WAC Section Changes in 2021 Rationale/Discussion 
51-56 Replaces 2018 with 2021 Refers to the current model code. 
51-56-003 Adds Appendix M to the 21-GP2-038 proposed the adoption of Appendix M, Peak 
adopted appendices. Water Demand Calculator, in the Washington state 
plumbing code. 
This appendix is proposed to be adopted as optional, not 
mandatory, allowing use of its provisions and guidance in 
the installation and sizing of potable water distribution 
systems 
within the state. 
51-56-008 Modifies the The modification changes the implementation date to 
implementation date. July 2, 2023. 
51-56-0200 211.0 Deletes the existing The existing amendment is no longer needed; it is 
amendment. addressed in the model code. 
51-56-0300 301.3 Deletes the existing The existing amendment is no longer needed; it is 
amendment. addressed in the model code. 
312.6 Replaces the requirement The proposed modification provides consistency with the 
for R-3 insulation with a energy code. 
reference to the Washington 
State Energy Code. 
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WAC Section Changes in 2021 Rationale/Discussion 
51-56-0400 | 408.4 Corrects section references Align the existing amendment with the model code 
and the water use for the language. 
shower. 
411.2.1 Deletes the existing The existing amendment is no longer needed; it is 
amendment. addressed in 
the model code. 
420.1 Deletes the existing The existing amendment is no longer needed. The existing 
amendment. amendment eliminates some standards. New model code 
language is clearer. 
51-56-0500 504.1 Corrects section references. | Incorporates renumbering in the model code. 
511.0 Deletes the existing The existing amendment specifies that Section 511.00 is 
amendment. not adopted. The existing amendment is no longer needed 
because Section 511.0 is no longer in the UPC. 
51-56-0600 603.4.9 Deletes the existing The existing amendment is no longer needed; it is 
amendment. addressed in 
the model code. 
603.5.14 Deletes the existing The existing amendment is no longer needed; it is 
amendment. addressed in 
the model code. 
606.5 Deletes the existing The existing amendment is no longer needed; it is 
amendment. addressed in 
the model code. 
608.3 Deletes the existing The existing amendment is no longer needed; it is 
amendment. addressed in 
the model code. 
608.5(1) Modifies the existing Editorial modification; incorporates changes in the model 
amendment. code. 
608.5(2) Modifies the existing This proposal is intended to provide a safe drainage of the 
amendment. T&P relief termination. Retaining full size and avoiding a 
reduction 
from crimping or crushing of the T&P line. A catastrophic 
event can occur with a crimped or crushed relief drain. (21- 
GP2-021R) 
608.5(8) Modifies the existing Incorporates model code changes. 
amendment. 
609.9 Deletes the existing The existing amendment is no longer needed; it is 
amendment. addressed in 
the model code. 
51-56-0700 | Table Deletes the existing The existing amendment is no longer needed; it is 
703.2 amendment. addressed in 


the model code. 
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WAC Section Changes in 2021 Rationale/Discussion 
51-56-0900 908.2.4 Deletes the existing The existing amendment is in alignment with circuit 
amendment. venting indicating there is no required order of fixture 
placement. The deletion was recommended by the UPC 
technical advisory group (TAG). 
911.1 Modifies the existing The modification incorporates the newly adopted model 
amendment. code language. 

913.0 New sections pertaining to This proposal allows air admittance valves within the UPC. 
913.1 air admittance valves. Section 913 is proposed as optional and will be effective if 
913.2 adopted by a local ordinance. 
913.3 21-GP2-057 
913.3.1 
913.4 
913.5 
913.6 
913.6.1 
913.7 
913.7.1 
913.7.2 
913.7.3 
913.7.4 

51-56-1100 1101.12.2 New sections. This proposal aligns the UPC with the requirements for rain 
1101.12.2. loading on roofs in ASCE 7, and with the 2021 IBC rain 
1 load requirements. Without this change, secondary drainage 
1101.12.2. systems could be undersized, which could result in damage 
2 to roofs and possibly, collapse. 
1101.12.2. See detailed rationale here: 21-GP2-100 
2.1 
1101.12.2. 
22 
1103.0 
1103.1 
1103.2 
1103.3 
1103.4 


Note: 


tion: 
360-407-92 
A school 
RCW 28A.30 
A cost-benefit analysis is required 
liminary cost-benefit analysis may be obtained 


Bumba] 1500 Jefferson Street S.E. 


Statu 


Statu 
Rule 


decision. 


Name 
Name 


OV, 


Stoyan 


te 
is 


of 
of 


Proponent: 
Agency Personnel 
Bumbalov, 


1500 


IT; 


Enforcement: 


Local 


RCW 19.27.031 and 
tory Authority for Adoption: 
Being Implemented: RCW 19.27.031 and 19. 
not necessitated by federal 


SBCC, governmental. 
Responsible for Drafting and Implementa- 
Jefferson Street S.E., 
jurisdictions. 


Sections not listed on the table above remain as adopted in 2018 UPC. 
Reasons Supporting Proposal: 


19.27.074. 

and 19.27.074. 
27.074. 

or state court 


RCW 19.27.031 


law, federal 


Olympia, WA 98504, 


5.135). 


360-407-92 


Is exempt 


Ths 


Sta 


other Wash 


district fiscal 


impact 


email sbcc@des.wa.gov. 
This rule proposal, 
requirements of the Regula 
t under RCW 19.85.025(3) 
corporatin 


or portions 


other than 
Significance, 
tional con 
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Scope 


The proposed rul 
Following is 
costs were cal 
received six proposal 
posals as submitted or as modified. The council approved four 
Only one proposal was iden 


nesses. 


als to be incl 
the proponent and TAG as having a cost 
businesses. 
is necessary to avoid conflicts betw 


Code (IBC) 


existing requirements in UPC. However, 
new construction, 
more stringent requirement 
driven by IBC with or without 2 


Washington State Register, 


standards 
the same 
corporati 
rors, 
rule wi 


make address or name changes, 
thout changing its effect. 
Explanation of exemptions: 
the 2021 UPC with new and existing amendments. 
amendments are modified 
to clarify languag 


Issue 22-17 


, if the material adopted or incorpora 
subject matter and conduct as the adopt 
ng rule; and rules only correc 


or clarify 
The proposed rule adopts 
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are thr 


te changes 


Th 
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ted regulates 
ing or in- 


t typographical er- 


language of a 


by reference 


Many of the existing 
to the model codes or 


to the model 


the model code changes are exempt 


(3) and 34.05.310 (4) (c) 
tion for rule proposal: 
lly exempt: 
anation of partial exemp 
ts by reference the 2021 
dments. Many of the exis 
to incorporate changes 
ify languag There ar 
code with econo 


1 code changes are exemp 


tions: 
UPC with new 


to 
thr 
mic impact. 


and are not part of 


34.05.310 (4) (c) 
e does 


and are not part of 


the 2021 code adoption cycle, 
The UPC TAG recommended approval 


Ss. 
in the CR-102. 
(increase) 
taff research showed tha 


S t Proposal 


Ud 


for complian 


this 


The proposed rule 


and existing 


ing amendments are modi- 
the model codes or 
significant changes 
However, 
under RCW 19.85.0 


TO 


the 
25 (3) 


this report. 

not impose more-than-minor costs on busi- 
a summary of the agency's analysis showin 
culated. For 


g how 
the council 
of three pro- 
propos- 
tified by 
ce on 
#21-GP2-100 


n the International 


Building 


It increases the cons 
both 
flict between IBC 
Therefor th 


there is a con 


would apply. 
1-GP2-10 


1 


Or. 


cost wi 


truction cost compared to the 
codes are applicab 


le for 
and UPC, the 
ll be 


A copy of the detailed cost calculations may be obtained by con- 


tacting Stoyan Bumbalov, 1500 Jefferson Street S.E., Olympia, WA 
98504, phone 360-407-9277, email sbcc@des.wa.gov. 
August 23, 2022 
Tony Doan 
Council Chair 
OTS-4044.1 


Chapter 51-56 WAC 


STATE BUILDING CODE ADOPTION AND AMENDMENT OF THE ((2018)) 2021 EDI- 
TION OF THE UNIFORM PLUMBING CODE 
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AMENDATORY SECTION (Amending WSR 20-02-072, filed 12/26/19, effective 
7/1/20) 


WAC 51-56-003 Uniform Plumbing Code. The ((20+8)) 2021 edition 
of the Uniform Plumbing Code, including Appendices A, B, ((aRé)) I, 
and M, published by the International Association of Plumbing and Me- 
chanical Officials, is hereby adopted by reference with the following 
additions, deletions and exceptions: Provided that chapters 12 and 14 
of this code are not adopted. Provided further, that those require- 
ments of the Uniform Plumbing Code relating to venting and combustion 
air of fuel fired appliances as found in chapter 5 and those portions 
of the code addressing building sewers are not adopted. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-02-072, § 
1-56-0003, filed 12/26/19, effective 7/1/20; WSR 16-02-044, § 
1-56-003, filed 12/30/15, effective 7/1/16. Statutory Authority: RCW 
19.27.074, 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-054, 
§ 51-56-003, filed 2/1/13, effective 7/1/13; WSR 10-03-101, § 
51-56-003, filed 1/20/10, effective 7/1/10. Statutory Authority: RCW 
19.27.190, 19.27.020 and chapters 19.27 and 34.05 cee WSR 07-01-094, 
§ 51-56-003, filed 12/19/06, effective 7/1/07. Statutory Authority: 
RCW 19.27.031 and 19.27.074. WSR 04-01-110, § 51- 56-003. filed 
12/17/03, effective 7/1/04; WSR 02-01-114, § 51-56-003, filed 
12/18/01, effective 7/1/02.] 


UI Olr 


AMENDATORY SECTION (Amending WSR 21-11-066, filed 5/14/21, effective 
6/14/21) 


WAC 51-56-008 Implementation. The Uniform Plumbing Code adopted 
by chapter 51-56 WAC shall becom ffective in all counties and cities 


of this state on ( (Febeuer;+—2624)) July 1, 2023. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 21-11-066, § 
51-56-008, filed 5/14/21, effective 6/14/21; WSR 20-02-072, $ 
51-56-008, filed 12/26/19, effective 7/1/20; WSR 16-02-044, § 
51-56-008, filed 12/30/15, effective 7/1/16. Statutory Authority: RCW 
19.27.074 and 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 
13-04-054, § 51-56-008, filed 2/1/13, effective 7/1/13; WSR 10-03-101, 
§ 51-56-008, filed 1/20/10, effective 7/1/10. Statutory Authority: RCW 
19.27.190, 19.27.020 and chapters 19.27 and 34.05 RCW. WSR 07-01-094, 
§ 51-56-008, filed 12/19/06, effective 7/1/07. Statutory Authority: 
RCW 19.27.031 and 19.27.074. WSR 04-01-110, § 51-56-008, filed 
12/17/03, effective 7/1/04; WSR 02-01-114, § 51-56-008, filed 
12/18/01, effective 7/1/02.] 


AMENDATORY SECTION (Amending WSR 20-02-072, filed 12/26/19, effective 
7/1/20) 


WAC 51-56-0200 Chapter 2—Definitions. 


205.0 Certified Backflow Assembly Tester - A person certified by the 
Washington state department of health under chapter 246-292 WAC to in- 
spect (for correct installation and approval status) and test (for 
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proper operation), maintain and repair (in compliance with chapter 
18.106 RCW) backflow prevention assemblies, devices and air gaps. 


210.0 Hot Water - Water at a temperature exceeding or equal to 100°F. 


218.0 Plumbing System - Includes all potable water, building supply 
and distribution pipes, all reclaimed or other alternate source water 


systems, all rainwater systems, a plumbing fixtures and traps, all 
drainage and vent pipe(s), and all building drains including their re- 
spective joints and connection, devices, receptors, and appurtenances 
within the property lines of the premises and shall include potable 
water piping, potable water treating or using equipment, medical gas 
and medical vacuum systems, and water heaters: Provided, That no cer- 
tification shall be required for the installation of a plumbing system 
within the property lines and outside a building. 


221.0 Spray Sprinkler Body - The exterior case or shell of a sprinkler 
incorporating a means of connection to the piping system designed to 
convey water to a nozzle or orifice. 


225.0 Water Heater (consumer electric storage) - A consumer product 
that uses electricity as the energy source to heat domestic potable 
water, has a nameplate input rating of twelve kilowatts or less, con- 
tains nominally forty gallons but no more than one hundred twenty gal- 
lons of rated hot water storage volume, and supplies a maximum hot wa- 
ter delivery temperature less than one hundred eighty degrees Fahren- 
heit 


Water Heater (mini-tank electric) - A small electric water heater 
that has a measured storage volume of more than one gallon and a rated 
storage volume of less than twenty gallons. 

Water/Wastewater Utility - A public or private entity, including 
a water purveyor as defined in chapter 246-290 WAC, which may treat, 
deliver, or do both functions to reclaimed (recycled) water, potable 
water, or both to wholesale or retail customers. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-02-072, $ 
51-56-0200, filed 12/26/19, effective 7/1/20; WSR 16-02-044, § 
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51-56-0200, filed 12/30/15; effective 7/1/16. Statutory Authority: RCW 
19.27A.025, 19.27A.045, and 19.27.074. WSR 13-23-094, § 51-56-0200, 
filed 11/20/13, effective 4/1/14. Statutory Authority: RCW 19.27.074, 
19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-054, § 
51-56-0200, filed 2/1/13, effective 7/1/13; WSR 10-03-101, § 
51-56-0200, filed 1/20/10, effective 7/1/10. Statutory Authority: RCW 
19.27.1900, 19.27.020 and chapters 19.27 and 34.05 RCW. WSR 07-01-094, 
§ 51-56-0200, filed 12/19/06, effective 7/1/07. Statutory Authority: 
RCW 19.27.031 and 19.27.074. WSR 04-01-110, § 51-56-0200, filed 
12/17/03, effective 7/1/04; WSR 02-01-114, § 51-56-0200, filed 
12/18/01, effective 7/1/02.] 


AMENDATORY SECTION (Amending WSR 16-02-044, filed 12/30/15, effective 
7/1/16) 


WAC 51-56-0300 Chapter 3—General regulations. 


301.2.2 Standards. Standards listed or referred to in this chapter or 
other chapters cover materials which will conform to the requirements 
of this code, when used in accordance with the limitations imposed in 
this or other chapters thereof and their listing. Where a standard 
covers materials of various grades, weights, quality, or configura- 
tions, the portion of the listed standard that is applicable shall be 
used. Design and materials for special conditions or materials not 
provided for herein shall be permitted to be used by special permis- 
sion of the authority having jurisdiction after the authority having 
jurisdiction has been satisfied as to their adequacy in accordance 
with Section 301.2. 


310.4 Use of Vent and Waste Pipes. Except as hereinafter provided in 
Sections 908.0 through 911.0 and Appendix C, no vent pipe shall be 
used as a soil or waste pipe, nor shall any soil or waste pipe be used 


as a vent. 


312.6 Freezing Protection. No water, soil, or waste pipe shall be in- 
stalled or permitted outside of a building, in attics or crawl spaces, 
or in an exterior wall unless, where necessary, adequate provision is 
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made to protect such pipe from freezing. All hot and cold water pipes 
installed outside the conditioned space shall be insulated to ((a—-mie- 
imuaR-3)) meet the minimum requirements of the Washington State Ener- 
gy Code. 

312.7 Fire-Resistant Construction. All pipe penetrating floor/ceiling 


assemblies and fire-resistance rated walls or partitions shall be pro- 
tected in accordance with the requirements of the building code. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-02-044, § 
51-56-0300, filed 12/30/15, effective 7/1/16. Statutory Authority: RCW 
19.27.074, 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-054, 
§ 51-56-0300, filed 2/1/13, effective 7/1/13; WSR 10-03-101, § 
51-56-0300, filed 1/20/10, effective 7/1/10. Statutory Authority: RCW 
19.27.1900, 19.27.020 and chapters 19.27 and 34.05 RCW. WSR 07-01-094, 
S 51-56-0300, filed 12/19/06, effective 7/1/07. Statutory Authority: 
RCW 19.27.031 and 19.27.074. WSR 04-01-110, § 51-56-0300, filed 
12/17/03, effective 7/1/04; WSR 02-01-114, § 51-56-0300, filed 
12/18/01, effective 7/1/02.] 


AMENDATORY SECTION (Amending WSR 21-01-125, filed 12/15/20, effective 
1/15/21) 


WAC 51-56-0400 Chapter 4—Plumbing fixtures and fixture fit- 
tings. 


402.5 Setting. Fixtures shall be set level and in proper alignment 
with reference to adjacent walls. No water closet or bidet shall be 
set closer than fifteen (15) inches (381 mm) from its center to any 
side wall or obstruction nor closer than thirty (30) inches (762 mm) 
center to center to any similar fixture. The clear space in front of 
any water closet or bidet shall be not less than twenty-four (24) in- 
ches (610 mm). No urinal shall be set closer than twelve (12) inches 
(305 mm) from its center to any side wall or partition nor closer than 
twenty-four (24) inches (610 mm) center to center. 


EXCEPTIONS: 1. The clear space in front of a water closet, lavatory or bidet in dwelling units and sleeping units shall be not less than 21 inches (533 


2 The installation of paper dispensers or accessibility grab bars shall not be considered obstructions. 
405.4 Application. No individual, public or private corporation, firm, 
political subdivision, government agency, or other legal entity, may, 
for purposes of use in the state of Washington, distribute, sell, of- 
fer for sale, import, install, or approve for installation any plumb- 
ing fixtures or fittings unless the fixtures or fittings meet the 
standards as provided for in this chapter. 


407.2 Water Consumption. The maximum water flow rate of faucets shall 
comply with Section 407.2.1 through 407.2.2. 


407.2.1 Maximum Flow Rate. The maximum flow rate for public lavatory 
faucets shall not exceed 0.5 gpm at 60 psi (1.9 L/m at 414 kPa). 


407.2.1.1 Residential Lavatory Faucets. The maximum flow rate of resi- 
dential lavatory faucets shall not exceed 1.2 gallons (4.54 L) per mi- 
nute at 60 psi. The minimum flow rate of residential lavatory faucets 
shall not be less than 0.8 gallons (3.03 L) per minute at 20 psi. 


407.2.1.2 Lavatory Faucets in Common and Public Use Areas. The maximum 
flow rate of lavatory faucets, installed in common and public use 
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areas (outside of dwellings or sleeping units) in residential build- 
ings, shall not exceed 0.5 gallons (1.89 L) per minute at 60 psi. 


407.2.2 Metering Faucets. Metered faucets shall deliver a maximum of 
0.25 gallons (1.0 L) per metering cycle in accordance with ASME 
A112.18.1/CSA B125.1. 


407.4 Metering Valves. Lavatory faucets located in restrooms intended 
for use by the general public shall be equipped with a metering valve 
designed to close by spring or water pressure when left unattended 
(self-closing). 


EXCEPTIONS: 1. Where designed and installed for use by persons with a disability. 
2. Where installed in day care centers, for use primarily by children under 6 years of age. 


408.2 Water Consumption. Showerheads shall meet the maximum flow rate 
of 1.8 gallons (6.81 L) per minute measured at 80 psi. Showerheads 
shall be certified to the performance criteria of the U.S. EPA Water- 
Sense Specification for Showerheads. 


EXCEPTION: Emergency use showers shall be exempt from the maximum water usage rates. 


408.2.1 Multiple Showerheads Serving One Shower. When a shower is 
served by more than one showerhead, including handheld showerheads, 
the combined flow rate of all showerheads and/or other shower outlets 
controlled by a single valve shall not exceed 1.8 gallons (6.81 L) per 
minute at 80 psi, or the shower shall be designed to allow only one 
shower outlet to be in operation at a time. 


408.4 Waste Outlet. Showers shall have a waste outlet and fixture 
tailpiece not less than two (2) inches (50 mm) in diameter. Fixture 
tailpieces shall be constructed from the materials specified in Sec- 
tion ((404+4+)) 701.2 for drainage piping. Strainers serving shower 
drains shall have a waterway at least equivalent to the area of the 
tailpiece. 


EXCEPTION: In a residential dwelling unit where a 2 inch waste is not readily available and approval of the AHJ has been granted, the waste outlet, 
fixture tailpiece, trap and trap arm may be 1-1/2 inch when an existing tub is being replaced by a shower sized per Section ((408-6@))) 
408.2. This exception only applies where one shower head rated at ((2-5)) 1.8 gpm is installed. 


408.6 Shower Compartments. Shower compartments, regardless of shape, 
shall have a minimum finished interior of nine hundred (900) square 


inches (0.58 m*) and shall also be capable of encompassing a thirty 
(30) inch (762 mm) circle. The minimum required area and dimensions 
shall be measured at a height equal to the top of the threshold and at 
a point tangent to its centerline. The area and dimensions shall be 
maintained to a point of not less than seventy (70) inches (1,778 mm) 
above the shower drain outlet with no protrusions other than the fix- 
ture valve or valves, shower head, soap dishes, shelves, and safety 
grab bars or rails. Fold-down seats in accessible shower stalls shall 
be permitted to protrude into the thirty (30) inch (762 mm) circle. 


EXCEPTIONS: 1. Showers that are designed to comply with ICC/ANSI A117.1. 
2. The minimum required area and dimension shall not apply for a shower receptor having overall dimensions of not less than thirty 
(30) inches (762 mm) in width and sixty (60) inches (1,524 mm) in length. 
411.2 Water Consumption. Th ffective flush volume of all water clos- 
ets shall not exceed 1.28 gallons (4.8 L) per flush when tested in ac- 
cordance with ASME A112.19.2/CSA B45.1. 
EXCEPTIONS: 1. Water closets located in day care centers, intended for use by young children may have a maximum water use of 3.5 gallons per flush 
or 13.25 liters per flush. 
2. Water closets with bed pan washers may have a maximum water use of 3.5 gallons per flush or 13.25 liters per flush. 


3. Blow out bowls, as defined in ANSI/ASME A112.19.2M, Section 5.1.2.3 may have a maximum water use of 3.5 gallons per flush or 
13.25 liters per flush. 


( (444.2.1 Buali FiushWaterClesets.brat ftish wetter etesets—_shatt 
compihy with ASMEAIH? 19-44. -Freeffective fhish—vetime_ferdrat— fhish 
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ef twe—redreecd_ —tistes—ancerne— fot +sh-) ) 
411.2.2 Performance. Water closets installed shall meet or exceed the 
minimum performance criteria developed for certification of high-effi- 


ciency toilets under the WaterSense program sponsored by the U.S. En- 
vironmental Protection Agency (EPA). 


411.2.3 Flushometer Valve Activated Water Closets. Flushometer valve 
activated water closets shall have a maximum flush volume of 1.28 gal- 
lons (4.8 Lpf) of water per flush in accordance with ASME 
A112.19.2/CSA B45.1. 


412.1 Application. Urinals shall comply with ASME A112.19.2/CSA B45.1, 
ASME A112.19.19, or CSA B45.5/IAPMO 2124. Wall-mounted urinals shall 
have an average water consumption not to exceed 0.125 gallons (0.47 L) 
per flush. Other urinals shall have an average water consumption not 
to exceed 0.5 gallons (1.89 L) per flush. 


414.3 Drainage Connection. Domestic dishwashing machines shall dis- 
charge indirectly through an air gap fitting in accordance with Sec- 
tion 807.3 into a waste receptor, a wye branch fitting on the tail- 
piece of a kitchen sink, or dishwasher connection of a food waste dis- 
poser. Commercial dishwashing machines shall discharge indirectly 
through an air gap. 


415.2 Drinking Fountain Alternatives. This section is not adopted. See 
Building Code chapter 29. 


418.3 Location of Floor Drains. Floor drains shall be installed in the 
following areas: 
1. Toilet rooms containing two (2) or more water closets ora 
combination of one (1) water closet and one (1) urinal, except in a 
dwelling unit. The floor shall slope toward the floor drains. 

2. Laundry rooms in commercial buildings and common laundry fa- 
cilities in multifamily dwelling buildings. 


420.0 Sinks 


420.2 Water Consumption. Sink faucets shall have a maximum flow rate 
of not more than 2.2 gpm at 60 psi (8.3 L/m at 414 kPa) in accordance 
with ASME A112.18.1/CSA B125.1. 

EXCEPTION: Clinical sinks, laundry trays, service sinks. 


420.2.1 Kitchen Faucets. Kitchen faucets shall have a maximum flow 
rate of not more than 1.8 gallons (6.81 L) per minute at 60 psi. 
Kitchen faucets may temporarily increase the flow above the maximum 
rate, but not to exceed 2.2 gallons (8.3 L) per minute at 60 psi, and 
must default to a maximum flow rate of 1.8 gallons (6.81 L) per minute 
at 60 psi. 


EXCEPTION: Where faucets meeting the maximum flow rate of 1.8 gpm (6.81 L) are unavailable, aerators or other means may be used to achieve 
reduction. 


420.3 Prerinse Spray Valve. Commercial food service prerinse spray 
valves shall have a maximum flow rate of 1.6 gallons per minute (gpm) 
at 60 pounds-force per square inch (psi) (6.0 L/m at 414 kPa) in ac- 
cordance with ASME A112.18.1/CSA B125.1 and shall be equipped with an 
integral automatic shutoff. 
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Number of 1 to 1.5 2 to 2.5 3 to 3.5 
Bathrooms 

First Hour Rating, 38 49 49 49 62 62 74 62 74 74 74 
Gallons 


Notes: 'The first hour rating is found on the "Energy Guide" label. 


2Nonstorage and solar water heaters shall be sized to meet the appropriate first hour rating as shown in the table, and shall be capable of 
delivering hot water at the maximum system demand flow, as calculated in Section 610.0 or Appendix A, as applicable. 
3For replacement water heaters, see Section 102.4. 


501.1.2 Consumer Electric Storage Water Heater Requirements. Consumer 
electric storage water heaters must have a modular demand response 
communications port compliant with the March 2018 version of the ANSI/ 
CTA-2045-A communication interface standard, or equivalent and the 
March 2018 version of the ANSI/CTA-2045-A application layer require- 
ments. The interface standard and application layer requirements re- 
quired in this subsection are the versions established on March 16, 
2018. 


EXCEPTIONS: 1. Water heaters manufactured prior to January 1, 2021. 
2. Electric storage water heaters other than heat pump type water heaters manufactured prior to January 1, 2022. 


501.1.3 Mini-tank Electric Water Heaters. The standby energy consump- 
tion of hot water dispensers and mini-tank electric water heaters man- 
ufactured on or after January 1, 2010, shall be not greater than 35 
watts. Mini-tank electric water heaters shall be tested in accordance 
with the method specified in the California Code of 39 Regulations, 
Title 20, section 1604 in effect as of July 26, 2009. 


504.1 Location. Water heater installation in bedrooms and bathrooms 
shall comply with one of the following: 
1) Fuel-burning water heaters may be installed in a closet loca- 
ted in the bedroom or bathroom provided the closet is equipped with a 
listed, gasketed door assembly and a listed self-closing device. The 
self-closing door assembly shall meet the requirements of Section 
( (505.4.4)) 504.1.1. The door assembly shall be installed with a 
threshold and bottom door seal and shall meet the requirements of Sec- 
tion ((5905.4.2)) 504.1.2. All combustion air for such installations 
shall be obtained from the outdoors in accordance with the Interna- 
tional Mechanical Code. The closet shall be for the exclusive use of 
the water heater. 
(2) Water heater shall be of the direct vent type. 


~ 


505.2 Safety Devices. All storage-type water heaters deriving heat 
from fuels or types of energy other than gas, shall be provided with, 
in addition to the primary temperature controls, an over-temperature 
safety protection device constructed, listed, and installed in accord- 
ance with nationally recognized applicable standards for such devices 
and a combination temperature and pressure relief valve. 


506.0 Combustion Air. For issues relating to combustion air, see the 
Mechanical Code. 


Sections 506.1 through 506.9 are not adopted. 


Sections 507.6 through 507.9 are not adopted. 


507.2 Seismic Provisions. Water heaters shall be anchored or strapped 
to resist horizontal displacement due to earthquake motion. Strappings 
shall be at points within the upper one-third and lower one-third of 
its vertical dimensions. At the lower point, a distance of not less 
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than four (4) inches (102 mm) shall be maintained from the controls to 


spaces that open to the garage and are not part 


a dwelling unit shall be installed so that 


of the living space of 


t burners, burner-ignition 


devices and ignition sources are located not less than eighteen (18) 
inches above the floor unless listed as flammable vapor ignition re- 


Sistant. 


507.16 Venting of Flue Gases - Delete entire section. 
Sections 507.18 through 507.22 are not adopted. 


509.0 Venting of Equipment. Delet ntire section. 


510.0 Sizing of Category I Venting Systems. Del 


t ntire section. 
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[Statutory Authority: RCW 19.27.035 and 


19.27.074. WSR 21-01-125, § 


51-56-0500, filed 12/15/20, effective 1/15/21. Statutory Authority: 


RCW 19.27.031 and 19.27.074. WSR 20-02-072, 


S 51-56-0500, filed 


12/26/19, effective 7/1/20; WSR 17-10-074, § 51-56-0500, filed 5/3/17, 


effective 6/3/17; WSR 16-02-044, § 51 
tive 7/1/16. Statutory Authority: RCW 19.27.074, 
ters 19.27 and 34.05 RCW. WSR 13-04-054, 


effective 7/1/13; WSR 11-05-037, § 51 
7/1/13; WSR 10-03-101, § 51-56-0500, 


-56-0500, filed 12/30/15, effec- 


19.27.031 and chap- 


S 51-56-0500, filed 2/1/13, 


L-56-0500, filed 2/8/11, effective 
filed 1/20/10, effective 7/1/10. 


Statutory Authority: RCW 19.27.190, 


34.05 RCW. WSR 07-01-094, § 51-56-0500, filed 12 
7/1/07. Statutory Authority: RCW 19.27.031 and 1 


04-01 


19.27.020 and chapters 19.27 and 


/19/06, effective 
9.27.074. WSR 


10, § 51-56-0500, filed 12/17/03, effective 7/1/04; WSR 


02-01-114, § 51-56-0500, filed 12/18/01, effective 7/1/02.] 


AMENDATORY SECTION (Amending WSR 20-02-072, 


filed 12/26/19, effective 


7/1/20) 


WAC 51-56-0600 Chapter 6—Water supply and distribution. 
601.1 Applicability. This chapter shall govern the materials, design 


and installation of water supply systems, 


including backflow preven- 


tion devices, assemblies and methods used for backflow prevention. 


603.1 General. Cross-connection control shall be provided in accord- 


ance with the provisions of this chapter. 


Devices or assemblies for 


protection of the public water system must be models approved by the 
department of health under WAC 246-290-490. The 
risdiction shall coordinate with the local water purveyor where appli- 


cable in all matters concerning cross-connec 


property lines of the premises. 


authority having ju- 


tion control within the 
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603.2 Approval of Devices or Assemblies. Before any device or assembly 
is installed for the prevention of backflow, it shall have first been 
approved by the authority having jurisdiction. Devices or assemblies 
shall be tested for conformity with recognized standards or other 
standards acceptable to the authority having jurisdiction. Backflow 
prevention devices and assemblies shall comply with Table 603.2, ex- 
cept for specific applications and provisions as stated in Section 
603.5.1 through 603.5.21. 
All devices or assemblies installed in a potable water supply 
system for protection against backflow shall be maintained in good 
working condition by the person or persons having control of such de- 
vices or assemblies. Such devices or assemblies shall be tested in ac- 
cordance with Section 603.4.2 and WAC 246-290-490. If found to be de- 
fective or inoperative, the device or assembly shall be replaced or 
repaired. No device or assembly shall be removed from use or relocated 
or other device or assembly substituted, without the approval of the 
authority having jurisdiction. 
Testing shall be performed by a Washington state department of 
health certified backflow assembly tester. 


TABLE 603.2 
Backflow Prevention Devices, Assemblies and Methods 
The following line is deleted from the table: 


Pollution Contamination 
(Low Hazard) (High Hazard) 
Device, Assembly or Applicable Back Back Back Back 
Method Standards Siphonage Pressure Siphonage Pressure Installation 
Backflow preventer ASSE 1022 x Installation includes 
for carbonated carbonated beverage 
beverage dispensers machines or 
(two independent dispensers. These 
check valves with a devices operate under 
vent to the intermittent or 
atmosphere.) continuous pressure 
conditions. 


603.4.2 Testing. For devices and assemblies other than those regulated 
by the Washington department of health in conjunction with the local 
water purveyor for the protection of public water systems, the author- 
ity having jurisdiction shall ensure that the premise owner or respon- 
sible person shall have the backflow prevention assembly tested by a 
Washington state department of health certified backflow assembly 
tester; 
(1) At the time of installation, repair or relocation; and 


(2) At least on an annual schedule thereafter, unless more fre- 
quent testing is required by the authority having jurisdiction. 


603.5.6 Protection from Lawn Sprinklers and Irrigation Systems. Pota- 
ble water supplies to systems having no pumps or connections for pump- 
ing equipment, and no chemical injection or provisions for chemical 
injection, shall be protected from backflow by one of the following: 
(1) Atmospheric vacuum breaker (AVB). 
(2) Pressure vacuum breaker backflow prevention assembly (PVB). 
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(3) Spill-resistant pressure vacuum breaker (SVB). 

(4) Reduced pressure principle backflow prevention assembly (RP). 

(5) A double check valve backflow prevention assembly (DC) may be 
allowed when approved by the water purveyor and the authority having 
jurisdiction. 


603.5.10 Steam or Hot Water Boilers. Potable water connections to 
steam or hot water boilers shall be protected by an air gap or a re- 
duced pressure principle backflow preventer. 


603.5.12 Beverage Dispensers. Potable water supply to carbonators 


shall be protected by a listed reduced pressure principle backflow 
preventer as approved by the authority having jurisdiction for the 
specific use. The backflow preventer shall comply with Section 
603.4.3. The piping downstream of the backflow preventer shall not be 
of copper, copper alloy, or other material that is affected by carbon 
dioxide. 


604.14 Plastic Pipe Termination. Plastic water service piping may ter- 
minate within a building, provided the connection to the potable water 
distribution system shall be made as near as is practical to the point 
of entry and shall be accessible. Barbed insert fittings with hose 
clamps are prohibited as a transition fitting within the building. 
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608.5 Discharge Piping. The discharge piping serving a temperature re- 
lief valve, pressure relief valve or combination of both shall have no 
valves, obstructions or means of isolation and be provided with the 
following: 
(1) ((Bevette)) Not less than the size of the valve outlet and 
shall discharge full size to the flood level of the area receiving the 
discharge and pointing down. 
(2) Materials shall be rated at not less than the operating tem- 
perature of the system and approved for such use or shall comply with 
ASME Al112.4.1. Materials shall be straight, rigid lengths only, with- 
out coils or flexes. 
(3) Discharge pipe shall discharge independently by gravity 
through an air gap into the drainage system or outside of the building 
with the end of the pipe not exceeding 2 feet (610 mm) and not less 
than 6 inches (152 mm) above the ground pointing downwards. 
(4) Discharge in such a manner that does not cause personal in- 


jury or structural damage. 

(5) No part of such discharge pipe shall be trapped or subject to 
freezing. 

(6) The terminal end of the pipe shall not be threaded. 

(7) Discharge from a relief valve into a water heater pan shall 
be prohibited. 

(8) The discharge termination point shall be readily observable. 
EXCEPTION: Where no drainage was provided, replacement water heating equipment shall only be required to provide a drain pointing downward 


from the relief valve to extend between two (2) feet (610 mm) and six (6) inches (152 mm) from the floor. No additional floor drain 
need be provided. 
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609.11 Insulation of Potable Water Piping. Domestic water piping with- 
in commercial buildings shall be insulated in accordance with Section 
C403.2.8 and Table C403.2.8 or Section C404.6 of the Washington State 
Energy Code, as applicable. 


610.4 Sizing Water Supply and Distribution Systems. Systems within the 
range of Table 610.4 may be sized from that table or by the method set 
forth in Section 610.5. 

Listed parallel water distribution systems shall be installed in 
accordance with their listing. 


611.1 Application. Drinking water treatment units shall comply with 
NSF 42 or NSF 53. Water softeners shall comply with NSF 44. Ultravio- 
let water treatment systems shall comply with NSF 55. Reverse osmosis 
drinking water treatment systems shall comply with NSF 58. Drinking 
water distillation systems shall comply with NSF 62. 
The owner of a building that serves potable water to twenty-five 
or more people at least sixty or more days per year and that installs 
drinking water treatment units including, but not limited to, the 
treatment units in Section 611.1, may be regulated (as a Group A pub- 
lic water system) by the Washington state department of health under 
chapter 246-290 WAC. See Washington state department of health publi- 
cation 331-488 for guidance. 


612.1 General. Where residential fire sprinkler systems are installed, 
they shall be installed in accordance with the International Building 
Code or International Residential Code. 


Sections 612.2 through 612.7.2 are not adopted. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-02-072, $ 
51-56-0600, filed 12/26/19, effective 7/1/20; WSR 17-10-074, § 
51-56-0600, filed 5/3/17, effective 6/3/17; WSR 16-02-044, $ 
51-56-0600, filed 12/30/15, effective 7/1/16. Statutory Authority: RCW 
19.27A.025, 19.27A.045, and 19.27.074. WSR 13-23-094, § 51-56-0600, 
filed 11/20/13, effective 4/1/14. Statutory Authority: RCW 19.27.074, 


19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-054, § 
51- 56-0600, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
1927: 031; 19.27.035, 19.27.074, and chapters 19.27 and 34.05 RCW. WSR 
12-07-018, $ 51-56-0600, filed 3/12/12, effective 4/12/12. Statutory 


Authority: RCW 19.27.074, 19.27.031 and chapters 19.27 and 34.05 RCW. 
WSR 10-03-101, 5 51-56-0600, filed 1/20/10, effective 7/1/10. Statuto- 
ry Authority: RCW 19.27.190, 19.27.020 and chapters 19.27 and 34.05 
RCW. WSR 07-01-094, § 51-56-0600, filed 12/19/06, effective 7/1/07. 
Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 04-01-110, S$ 
51-56-0600, filed 12/17/03, effective 7/1/04; WSR 02-01-114, S$ 
51-56-0600, filed 12/18/01, effective 7/1/02.] 


AMENDATORY SECTION (Amending WSR 17-10-074, filed 5/3/17, effective 
6/3/17) 


WAC 51-56-0700 Chapter 7—Sanitary drainage. 


701.2 Drainage Piping. Materials for drainage piping shall be in ac- 
cordance with one of the referenced standards in Table 701.1 except 
that: 
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1. No galvanized wrought-iron or galvanized steel pipe shall be 


used underground and shall be kept not less than 6 inches 


above ground. 


2. ABS and PVC DWV piping installa 


cordance with applicable standards in Table 
terial 


vidual single family dwelling units, ma 


smoke developed index of 50, 
and UL 723. 


3. No vitrified clay pipe or fit 
or where pressurized by a pump or ejector. 
than 12 inches 

4. Copper tube for drainage and vent 
of not less than that of copper drainag 

5. Stainless steel 304 pipe and fi 
underground and shall be kept not less 


ground. 


6. Cast-iron soil pipe and fit 
accordance with standards referenced in Table 1701.1. 
fittings shall be marked with count 


They shall 


(152 mm) 
tions shall be installed in ac- 
1701.1. Except for indi- 


ls exposed within ducts or 
plenums shall have a maximum flame-spread index of 25 and 


a maximum 


when tested in accordance with ASTM E-84 


tings shall be used above ground 


be kept not less 


(305 mm) below ground. 


ttings shall be 


tub 


typ 


t piping shal 


ttings shall 
than 6 inches 


ll have a weight 
DWV. 


not be installed 


(152 mm) 


above 


listed and tested in 
Such pipe and 
try of origin and identification of 


the original manufacturer in addition to markings required by refer- 


enced standards. 


704.3 Commercial Sinks. 
nected indirectly to the drainage system, 


all 


Except where specifically required 


to be con- 


or when first approved by 


the authority having jurisdiction, 
purtenances, 
age system of 


the building or premises. 


plumbing fixtures, 
and appliances shall be directly connected to 


drains, ap- 
the drain- 


707.4 Location. Each horizontal drainage pipe shall be provided with a 


cleanout at its upper terminal, 


and each run of piping, 


than 100 feet (30,480 mm) in total developed length, 
with a cleanout for each 100 feet (30,480 mm), 
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length of such piping. An additional cleanout shall be provided in a 
drainage line for each aggregate horizontal change of direction ex- 
ceeding 135 degrees (2.36 rad). 


EXCEPTIONS: 1. Cleanouts shall be permitted to be omitted on a horizontal drain line less than 5 feet (1,524 mm) in length unless such line is serving 
sinks or urinals. 
2. Cleanouts shall be permitted to be omitted on a horizontal drainage pipe installed on a slope of 72 degrees (1.26 rad) or less from the 
vertical angle (one-fifth bend). 
3. Except for the building drain, its horizontal branches, and urinals, a cleanout shall not be required on a pipe or piping that is above 
the floor level of the lowest floor of the building. 
4. An approved type of two-way cleanout fitting, installed inside the building wall near the connection between the building drain and 
the building sewer or installed outside of a building at the lower end of a building drain and extended to grade, shall be permitted to be 
substituted for an upper terminal cleanout. 


707.9 Clearance. Each cleanout in piping 2 inches (50 mm) or less in 
size shall be so installed that there is a clearance of not less than 
12 inches (457 mm) in front of the cleanout. Cleanouts in piping ex- 
ceeding 2 inches (50 mm) shall have a clearance of not less than 18 
inches (610 mm) in front of the cleanout. Cleanouts in under-floor 
piping shall be extended to or above the finished floor or shall be 
extended outside the building where there is less than 18 inches (457 
mm) vertical overall, allowing for obstructions such as ducts, beams, 
and piping, and 30 inches of (762 mm) horizontal clearance from the 
means of access to such cleanout. No under-floor cleanout shall be lo- 
cated exceeding 20 feet (1,524 mm) from an access door, trap door, or 
crawl hole. 


CHAPTER 7, PART II—BUILDING SEWERS 


Part II Building Sewers. Delete all of Part II (Sections 713 through 


723, and Tables 717.1 and 721.1). 
[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 17-10-074, $S 
51-56-0700, filed 5/3/17, effective 6/3/17; WSR 16-02-044, $ 
51-56-0700, filed 12/30/15, effective 7/1/16. Statutory Authority: RCW 
9.2 1:074; 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-054, 
§ 51-56-0700, filed 2/1/13, effective 7/1/13; WSR 10-03-101, § 
51-56-0700, filed 1/20/10, effective 7/1/10. Statutory Authority: RCW 
9.27.190, 19.27.020 and chapters 19.27 and 34.05 RCW. WSR 07-01-094, 
§ 51-56-0700, filed 12/19/06, effective 7/1/07. Statutory Authority: 
RCW 19.27.031, 19.27.074. WSR 02-01-114, § 51-56-0700, filed 12/18/01, 


effective 7/1/02.] 


AMENDATORY SECTION (Amending WSR 20-02-072, filed 12/26/19, effective 
7/1/20) 


WAC 51-56-0900 Chapter 9—Vents. 
( (9082.4 WaterCleset.—Fhis section is _netacdepted-) ) 


911.1 Circuit Vent Permitted. A maximum of eight fixtures connected to 
a horizontal branch drain shall be permitted to be circuit vented. 
Each fixture drain shall connect horizontally to the horizontal branch 
being circuit vented. The horizontal branch drain shall be classified 
as a vent from the most downstream fixture drain connection to the 
most upstream fixture drain connection to the horizontal branch. Given 
its grease-producing potential, restaurant kitchen equipment shall not 
be connected to a circuit vented system. Each trap arm shall connect 
horizontal to the horizontal branch being circuit vented in accordance 
with Table 1002.2. 
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EXCEPTION: Back-outlet and wall-hung water closets shall be permitted to be circuit vented provided that no floor-outlet fixtures are connected to the 
same horizontal branch. 


913.0 Air Admittance Valves. This section is optional and will be ef- 
fective if adopted by a local ordinance. 


913.1 General. Vent systems utilizing air admittance valves shall com- 
ply with this section. 


913.2 Where Permitted. Individual fixtures, a branch vent, a vertical 
wet vent, and a horizontal wet vent shall be permitted to terminate 
with a connection to an air admittance valve. Fixtures connected to an 
air admittance valve shall be located on the same floor level. 


913.3 Installation. Air admittance valves shall conform to ASSE 1051 
for single fixtures, and ASSE 1050 for multiple fixtures, and shall be 
installed as required in this section and the manufacturer's installa- 


tions guidelines. 


913.3.1 Location. 

(1) Air admittance valves shall be accessible and located in an 
area that allows air to enter the valve. 

(2) The air admittance valve shall be located a minimum of four 
(4) inches above the trap arm. 

(3) The air admittance valve that serves as a vent termination 
for a branch vent, or vertical and horizontal wet vent, shall be loca- 
ted at a minimum of six (6) inches above the flood level rim of the 
highest fixture being vented. 

(4) The air admittance valve shall be located within the maximum 
developed length permitted for the vent as shown in Table 703.2. 

(5) The air admittance valve shall be installed not less than six 
(6) inches above insulation materials. 


913.4 Size. The air admittance valve shall be rated in accordance with 
the standard for the vent size as determined in Table 703.2. 


913.5 Vent Required. Not less than one plumbing vent sized as required 
by Section 904.1, shall extend to the exterior of the building as re- 
quired in Section 906.1. 


913.6 Relief Vent. When a horizontal branch drain utilizes an individ- 
ual or branch type air admittance valve, a relief vent shall be in- 

stalled when the horizontal branch drain is located more than four (4) 
branch intervals from the top of the building drain (waste stack), and 
the relief vent shall extend to the outdoors or connect to a vent 
Ss 
9 


tack. The relief vent shall be sized in accordance with Section 
04.1, installed in accordance with Section 905.0, and shall be per- 
mitted to serve as the vent for other fixtures. 


913.6.1 Prior Approval. Installations that require a relief vent shall 
be submitted for an installation design review. 


913.7 Prohibited Installations. 


913.7.1 Sumps. Air admittance valves shall not be utilized to vent 
sumps or tanks of any type. 


913.7.2 Chemical Waste Systems. Air admittance valves shall not be in- 
stalled in nonneutralized chemical waste systems without a design re- 
view and approval by the authority having jurisdiction. 


913.7.3 FOG Disposal Systems. Air admittance valves shall not be in- 
stalled on any fixtures that are connected to a FOG disposal system. 
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913.7.4 Plenums. Air admittance valves shall not be located in spaces 
utilized as supply or return air plenums. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 20-02-072, § 
51-56-0900, filed 12/26/19, effective 7/1/20; WSR 16-02-044, § 
51-56-0900, filed 12/30/15, effective 7/1/16. Statutory Authority: RCW 
19.27.074, 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-054, 
§ 51-56-0900, fil ed 2/1/13, effective 7/1/13; WSR 10-03-101, § 
51-56-0900, filed 1/20/10, effective 7/1/10. Statutory Authority: RCW 
19.27.1900, 19.27.020 and chapters 19.27 and 34.05 RCW. WSR 07-01-094, 
§ 51-56-0900, filed 12/19/06, effective 7/1/07. Statutory Authority: 
RCW 19.27.031, 19.27.074. WSR 02-01-114, § 51-56-0900, filed 12/18/01, 


effective 7/1/02.] 


AMENDATORY SECTION (Amending WSR 16-02-044, filed 12/30/15, effective 
7/1/16) 


WAC 51-56-1100 Chapter 11—Storm drainage. 


1101.4 Material Uses. Pipe, tube, and fittings conveying rainwater 
shall be of such materials and design as to perform their intended 
function to the satisfaction of the authority having jurisdiction. 
Conductors within a vent or shaft shall be of cast iron, galvanized 
steel, wrought iron, copper, copper alloy, lead, Scheduled 40 ASB DWV, 
Scheduled 40 PVC DWV, stainless steel 304 or 316L (stainless steel 304 
pipe and fittings shall not be installed underground and shall be kept 
not less than six (6) inches (152 mm) aboveground), or other approved 
materials, and changes in direction shall conform to the requirements 
of Section 706.0. ABS and PVC DWV piping installations shall be in- 
stalled in accordance with IS 5 and IS 9. Except for individual sin- 
gle-family dwelling units, materials exposed within ducts or plenums 
shall have a maximum flame-spread index of 25 and a maximum smoke-de- 
veloped index of 50, when tested in accordance with ASTM E-84 and UL 
123 


1101.12.2 Secondary Drainage. Secondary (emergency) roof drainage 
shall be provided by one of the methods specified in Section 
1101.12.2.1 or Section 1101.12.2.2. 


1101.12.2.1 Roof Scuppers or Open Side. Secondary roof drainage shall 
be provided by an open-sided roof or scuppers where the roof perimeter 
construction extends above the roof in such a manner that water will 
be entrapped. An open-sided roof or scuppers shall be sized to prevent 
the depth of ponding water from exceeding that for which the roof was 
designed as determined by Section 1101.12.1. Scupper openings shall be 


not less than four (4) inches (102 mm) high and have a width equal to 


the circumference of the roof drain required for the area served, 
sized in accordance with Table 1103.1, based on double the rainfall 
rate for the local area. 

EXCEPTION: Scupper openings shall be permitted to be sized for the normal rainfall rate where the structural design of the roof includes a ponding 


instability analysis in accordance with ASCE 7 for the additional ponding load resulting from twice the normal rainfall rate or a 15- 
minute duration/100-year return period storm. The analysis shall assume the primary drain system is blocked. 


1101.12.2.2 Secondary Roof Drain. Secondary roof drains shall be pro- 
vided. The secondary roof drains shall be located not less than two 
(2) inches (51 mm) above the roof surface. The maximum height of the 
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roof drains shall be a height to prevent the depth of ponding water 
from exceeding that for which the roof was designed as determined by 
Section 1101.12.1. The secondary roof drains shall connect to a piping 
system in accordance with Section 1101.12.2.2.1 or Section 
CIOT- AO PED 2 


1101.12.2.2.1 Separate Piping System. The secondary roof drainage sys- 
tem shall be a separate system of piping, independent of the primary 
roof drainage system. The discharge shall be above grade, in a loca- 
tion observable by the building occupants or maintenance personnel. 
Secondary roof drain systems shall be sized in accordance with Section 
1101.12.1 based on double the rainfall rate for the local area. 


EXCEPTION: The secondary drainage system shall be permitted to be sized for the normal rainfall rate where the structural design of the roof includes 
a ponding instability analysis in accordance with ASCE 7 for the additional ponding load resulting from twice the normal rainfall rate or 
a 15-minute duration/100-year return period storm. The analysis shall assume the primary drain system is blocked. 


1101.12.2.2.2 Combined System. The secondary roof drains shall connect 
to the vertical piping of the primary storm drainage conductor down- 
stream of the last horizontal offset located below the roof. The pri- 
mary storm drainage system shall connect to the building storm water 
that connects to an underground public storm sewer. The combined sec- 
ondary and primary roof drain systems shall be sized in accordance 
with Section 1103.0 based on double the rainfall rate for the local 
area. 


1101.13 Cleanouts. Cleanouts for building storm drains shall comply 
with the requirements of this section. 


1101.13.1 Locations. Rain leaders and conductors connected to a build- 
ing storm sewer shall have a cleanout installed at the base of the 

outside leader or outside conductor before it connects to the horizon- 
tal drain. Cleanouts shall be placed inside the building near the con- 
nection between the building drain and the building sewer or installed 
outside the building at the lower end of the building drain and exten- 
ded to grade. 


1101.13.2 Cleaning. Fach cleanout shall be installed so that it opens 
to allow cleaning in the direction of flow of the soil or waste or at 
right angles thereto, and except in the case of wye branch and end-of- 
line cleanouts, shall be installed vertically above the flow line of 
the pipe. 


1101.13.3 Access. Cleanouts installed under concrete or asphalt paving 
shall be made accessible by yard boxes, or extending flush with paving 
with approved materials and be adequately protected. 


1101.13.4 Manholes. Approved manholes may be installed in lieu of 
cleanouts when first approved by the authority having jurisdiction. 
The maximum distance between manholes shall not exceed three hundred 
(300) feet (91.4 m). 
The inlet and outlet connections shall be made by the use of a 
exible compression joint no closer than twelve (12) inches (305 mm) 
o, and not farther than three (3) feet (914 mm) from the manhole. No 
lexible compression joints shall be embedded in the manhole base. 


h ct Fh 


1103.0 Size of Leaders, Conductors, and Storm Drains. 


1103.1 Vertical Conductors and Leaders. Vertical conductors and lead- 
ers shall be sized by the maximum projected roof area and Table 
1103.1. Vertical conductors and leaders for secondary roof drains 

shall be sized based on double the rainfall rate for the local area. 
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EXCEPTION: Vertical conductors and leaders for secondary drainage systems shall be permitted to be sized for the normal rainfall rate where the 
structural design of the roof includes a ponding instability analysis in accordance with ASCE 7 for the additional ponding load resulting 
from twice the normal rainfall rate or a 15-minute duration/100-year return period storm. The analysis shall assume the primary drain 
system is blocked. 


1103.2 Size of Horizontal Storm Drains and Sewers. The size of build- 
ing storm drains, or building storm sewers or their horizontal branch- 
es shall be based on the maximum projected roof or paved area to be 
handled and Table 1103.2. Building storm drains, building storm sew- 
ers, or their horizontal branches receiving drainage from secondary 
roof drain systems shall be sized based on double the rainfall rate 
for the local area. 


EXCEPTION: Building storm drains, building storm sewers, or their horizontal branches receiving drainage from secondary drainage systems shall be 
permitted to be sized for the normal rainfall rate where the structural design of the roof includes a ponding instability analysis in 
accordance with ASCE 7 for the additional ponding load resulting from twice the normal rainfall rate or a 15-minute duration/100-year 
return period storm. The analysis shall assume the primary drain system is blocked. 


1103.3 Size of Roof Gutters. The size of semi-circular gutters shall 
be based on the maximum projected roof area and Table 1103.3. 


1103.4 Side Walls Draining onto a Roof. Where vertical walls project 
above a roof to permit storm water to drain into the roof area below, 
the adjacent roof area shall be permitted to be computed from Table 
1103.1 as follows: 
1 No change to Items (1) through (6 


Secondary drainage systems for the adjacent roof area shall be 
sized based on double the rainfall rate for the local area. 


EXCEPTION: Secondary drainage systems for the adjacent roof area shall be permitted to be sized for the normal rainfall rate where the structural 
design of the roof includes a ponding instability analysis in accordance with ASCE 7 for the additional ponding load resulting from 


twice the normal rainfall rate or a 15-minute duration/100-year return period storm. The analysis shall assume the primary drain system 
is blocked. 


1105.0 Controlled-Flow Roof Drainage. This section is not adopted. 


[Statutory Authority: RCW 19.27.031 and 19.27.074. WSR 16-02-044, § 
51-56-1100, filed 12/30/15, effective 7/1/16. Statutory Authority: RCW 
19.27.074, 19.27.031 and chapters 19.27 and 34.05 RCW. WSR 13-04-054, 
§ 51-56-1100, filed 2/1/13, effective 7/1/13. Statutory Authority: RCW 
19.27.1900, 19.27.020 and chapters 19.27 and 34.05 RCW. WSR 07-01-094, 
§ 51-56-1100, filed 12/19/06, effective 7/1/07. Statutory Authority: 
RCW 19.27.031 and 19.27.074. WSR 04-01-110, § 51-56-1100, filed 
12/17/03, effective 7/1/04.] 
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A cost-benefit analysis is not required under RCW 34.05.328. RCW 
34.05.328 does not apply to HCA rules unless requested by the joint 
administrative rules review committee or applied voluntarily. 

Scope of exemption for rule proposal from Regulatory Fairness Act 
requirements: 

Is not exempt. 

The proposed rule does not impose more-than-minor costs on busi- 
nesses. Following is a summary of the agency's analysis showing how 
costs were calculated. The proposed rule applies to client program el- 
igibility and does not impact small businesses. 


August 23, 2022 
Wendy Barcus 
Rules Coordinator 


OTS-4012.1 


AMENDATORY SECTION (Amending WSR 17-12-017, filed 5/30/17, effective 
6/30/17) 


WAC 182-505-0211 Washington apple health—Foster care. (1) A 
((peeser)) client under the age of ((młetee#)) 18 is eligible for 
Washington apple health foster care coverage when they: 

(a) Are in foster care, as determined by the department of chil- 
dren, youth, and families (DCYF), under the legal responsibility of 
the state, or a federally recognized tribe located within the state; 
and 


(b) Meet Washington residency requirements as described in WAC 
182-503-0520 or 182-503-0525. 

(2) A ((peeser)) client age ( (twernty)) 20 or younger is eligible 
for coverage when the ((pexsen)) client meets: 

(a) Washington residency requirements as described in WAC 
182-503-0520 or 182-503-0525; 

(b) Citizenship or immigration status requirements as described 
in WAC 182-503-0535; 

(c) Social Security number requirements as described in WAC 
182-503-0515; and 

(d) One of the following requirements: 

(i) Is in foster care, or is eligible for continued foster care 
services as determined by ( (€he—ehitdren's—administratieon)) DCYF, un- 
der the legal responsibility of the state, or a federally recognized 
tribe located within the state; or 

(ii) Receives subsidized adoption services through ( (¢he—ehite- 
vents—administeatier)) DCYF; or 

(iii) Is enrolled in the unaccompanied refugee minor (URM) pro- 
gram as authorized by the office of refugee and immigrant assistance 
(ORIA); or 

(iv) Is living in a ((q¥eup—FReme)) community facility (as defined 
in WAC 110-700-0005) operated or contracted by ( (##e—yren+t+e—+ehabil- 
station odministeation;o4 


dtsabitities)) DCYF's Juvenile rehabilitation. 
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(3) A ((pe*sen)) client age ((Himeteen)) 18 or older but under 
age ( (#wenty-six)) 26 is eligible for Washington apple health coverage 
when the ((peesen)) client: 

(a) Was ((betł)) in foster care under the legal responsibility of 
((4he)) any state or a federally recognized tribe located within 
((€he)) any state ((and-enrotted in medicaid) ): 

(i) On the ( (pe*esents—eightecnth)) client's 18th birthday; or 

(ii) At such higher age ((a—wRieR)) as to when the state or 
tribe extends foster care ( (assisternce—ended)) coverage; and 

(b) Meets residency, Social Security number, and citizenship re- 
quirements as described in subsection (2) of this section. 

(4) A ((peeser)) client described in subsections (1) through (3) 
of this section is not eligible for full-scope coverage if the ((pe=— 
sen)) client is confined to a public institution as defined in WAC 
182-500-0050, except: 

(a) If the ((peesen)) client is under age ( (4wenty-ene)) 21; 

(b) Resides in an institution for mental disease (IMD); and 

(c) Meets the institutional status requirements in WAC 
( (+82-505-6246)) 182-513-1320, 182-514-0250, or 182-514-0260. 


[Statutory Authority: RCW 41.05.021 and 41.05.160. WSR 17-12-017, § 
182-505-0211, filed 5/30/17, effective 6/30/17. Statutory Authority: 
RCW 41.05.021, Patient Protection and Affordable Care Act (P.L. 
111-148), 42 C.F.R. §§ 431, 435, 457, and 45 C.F.R. § 155. WSR 
14-01-021, § 182-505-0211, filed 12/9/13, effective 1/9/14.] 
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Reasons Supporting Proposal: The amendment would align the rule 
with the method currently utilized by the Draeger Alcotest 9510. The 
amendment is intended to be remedial in nature. 

Statutory Authority for Adoption: RCW 46.61.506. 

Statute Being Implemented: RCW 46.61.506. 

Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Proponent: Washington state patrol (WSP), governmental. 

Name of Agency Personnel Responsible for Drafting and Implementa- 
tion: Lt. Jeffrey Leonard, Seattle, Washington, 206-720-3018; Enforce- 
ment: Washington state patrol, Olympia, Washington, 206-720-3018. 
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A cost-benefit analysis is not required under RCW 34.05.328. RCW 


34. 
fore adopting a rule described in 
req 
legislative rules of certain ident 


34. 


vi 
th 
in 


05.328 


ose iden 

agency 
e agency 
ew commi 


requirement of preparing a CBA is no 


makes t 


(5) (a) (i) 


h 


05.328 provides that a cost-benefit analysis 


(CBA) 


is required be- 


subsection (5) 


uiremen 


ified agencies. 


tified agencies. 


ttee. 


See R 
This 


g. 


CW 34.05.328 
rule proposal, 


Certified on 8/31/2022 


Th 


if the section is volun 
or by a majority vote of the joint adminis 
Neither of these conditions have been 


T 


(5) (a) (ii). 
or portions of 
requirements of the Regulatory Fairness Act because the proposal: 


[ 


quirements also a 
tarily made appli 


t applicab 


the propos 


565 ] 


of the sta 
ts applicable to significant 


tute. RCW 
WSP is not one of 
pply to any rule of 
cable to the rule by 
tra rules re- 
me erefore 
tO e mak- 


SEF. 


this rul 


le 


al, is exempt from 


WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-156 


Is exempt under RCW 19.85.025(3) as the rules relate only to in- 
ternal governmental operations that are not subject to vio- 
lation by a nongovernment party. 
Is exempt under RCW 19.85.025(4). 
Explanation of exemptions: A small business economic impact 
statement is not required because the proposed rule change in WAC 
448-16-060 would modify the internal standards approved by the state 
toxicologist and would not affect small business and would not be sub- 
ject to violation by a nongovernment party. 
Scope of exemption for rule proposal: 
Is fully exempt. 


August 24, 2022 
John R. Batiste 
Chief 


OTS-3911.1 


AMENDATORY SECTION (Amending WSR 10-24-066, filed 11/30/10, effective 
12/31/10) 


WAC 448-16-060 Determining agreement of duplicate breath sam- 
ples. Pursuant to RCW 46.61.506 the following method is approved for 
determining whether two breath samples agree to within plus or minus 
((€en)) 10 percent of their mean. 

(1) The breath test results will be reported, truncated to three 
decimal places. 

(2) For the DataMaster instruments, the mean of the two breath 
test results will be calculated and rounded to four decimal places. 
For the Drager instrument, the mean of all four results will be calcu- 
lated and ( (¥eumded)) truncated to four decimal places. 


(3) The lower acceptable limit will be determined by multiplying 
the above mean by 0.9, and truncating to three decimal places. 

(4) The upper acceptable limit will be determined by multiplying 
the mean by 1.1 and truncating to three decimal places. 

(5) If the individual results fall within and inclusive of the 
upper and lower acceptable limits, the two breath samples are valid. 


[Statutory Authority: RCW 46.61.506. WSR 10-24-066, § 448-16-060, 
filed 11/30/10, effective 12/31/10; WSR 04-19-144, § 448-16-060, filed 
9/22/04, effective 10/23/04.] 
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NEW SECTION 


WAC 392-122-430 


sh 


Physical, 
staff—Apportionment of state moneys. 


(1) 


social, and emotional support (PSES) 
State moneys for PSES staff 
all be allocated as provided in this chapter. 


(2) PSES staff allocations based on the prototypical school for- 
mula provided in RCW 28A.150.260 and the Omnibus Appropriations Act 
for PSES staff will be based upon budgeted assumptions as provided in 
the F-203 revenue estimate from September through December for the 
year budgeted. 

(3) School districts, charter schools, and tribal compact schools 
must input their estimated PSES staffing penalty units, if applicable, 
for purposes of funding from September through December. 

(4) Enrollment will only include student full-time equivalent 
(FTE) enrolled in the general education program 01 as defined in RCW 
28A.150.260. 

(5) Funded ratios starting with January apportionment will be 
based on actual average annual FTE enrollment reported in the P-223. 

(6) School districts, charter schools, and tribal compact schools 
must meet the legislative compliance requirements of PSES staffing to 
generate the full allotment. 
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ty root 46 - All activities - Psychologists; 

ty root 47 - All activities - Nurse; 

ty root 48 - All activities - Physical therapist; 

ty root 49 - All activities - Behavior therapist; 

ty root 64 - All activities Contractor ESA; 

ty root 96 - Activity 24 - Family engagement coordinator; 

ty roots 91 = 99 - Activity 25 - Pupil management and safety; 
ty roots 91 - 99 - Activity 26 - Health/related services. 
S-275 data as of the published apportionment cutoff dates in 

March, and June will be considered in the calculation. 
Districts must prioritize funding allocated for PSES staff to 
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NEW SECTION 


WAC 392-122-445 Physical, social, and emotional support (PSES) 
compliance—Contracted and supplemental staff. (1) Eligible staff 
working under contract and staff not required to be reported in the 
S-275 must be reported to the superintendent of public instruction 
prior to the published S-275 apportionment cutoff dates in January, 
March, and June to be considered. 


(2) The full-time equivalency of supplemental staff reported must 
be reported as less than a 1.0 full-time equivalent (FTE). 
(3) The full-time equivalency (FTE) of staff providing services 


under contract should be reported as determined in the contracting 
agreement or defined at the local school district level. 

(4) Supplemental staff reporting should include decreases as well 
as increases in staff after October 1st and not reflected in report 
S-275. Decreases include terminations, retirements, unpaid leave, and 
reassignments of staff. 


[] 


NEW SECTION 


WAC 392-122-450 Physical, social, and emotional support (PSES) 
compliance—Calculations. (1) Funded staffing units will be calcula- 
ted using each grade level funding formula calculations. 

(2) Staffing units will be combined at the district level and 
compared to the staffing units generated using the prototypical fund- 
ing model. 

(3) Penalty units are determined by subtracting the prototypical 
funded staff units from the district's actual funded units. 

(4) Staff in the S-275 or the supplemental tool not assigned to a 
valid grade grouping will be included into the high school funding 
formula. 


[] 


NEW SECTION 


WAC 392-122-455 Physical, social, and emotional support (PSES)— 
Penalty for noncompliance. (1) Penalty units identified by the calcu- 
lations will be split between certificated instructional staff and 
classified staff based on the percentage that each contributes to the 
combined total of certificated instructional staff and classified 
staff in the physical, social, and emotional support staff for that 
school year at the state level. 

(2) Any adjustments to those calculations will be made in Janu- 
ary, March, and June apportionment payments. 


[] 
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A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 34.05.328. 
This rule proposal, or portions of the proposal, is exempt from 
requirements of the Regulatory Fairness Act because the proposal: 
Is exempt under RCW 19.85.025(4). 
Is exempt under RCW 19.85.030. 

Explanation of exemptions: No small business economic impact 
statement has been prepared under chapter 19.85 RCW. The proposed 
amendment does not have an impact on small business and therefore does 
not meet the requirements for a statement under RCW 19.85.030 (1) or 
(2). 


Scope of exemption for rule proposal: 
Is fully exempt. 


August 15, 2022 
Chris P. S. Reykdal 
State Superintendent of Public Instruction 


OTS-2985.2 


AMENDATORY SECTION (Amending WSR 06-23-014, filed 11/3/06, effective 
12/4/06) 


WAC 392-210-015 Criteria for the selection of Washington state 
honors award students. The Washington state honors award program 
shall recognize the top ten percent of the students in the state in 
each year's public and private high school graduating class who have 
demonstrated outstanding academic achievement. Outstanding academic 
achievement shall be determined by the following criteria: 

(1) (( ma haa aal 1 aa 


)) The office of superintendent of public instruction 
shall identify the top ten percent of students in the state using the 
cumulative high school grade point average (calculated as provided in 
WAC 180-57-055) ((48)) including, but not limited to, the academic 
core subjects of English, mathematics, science, social studies, the 
arts, and languages other than English which may include American In- 
dian languages ( (and the—-cembined verbat and orantitativeecompesite 
seeres—en)) 7 

(2) For students with a grade point average (GPA) in the top ten 
percent in the state, high schools shall use at least one of the as- 
sessments available for students, which can include the Scholastic Ap- 
titude Test (SAT) ((e*)), the American College Test (ACT), the state- 
wide English language arts and mathematics assessments, or local as- 
sessments to evaluate students' academic achievement; 

( (+2) Gredits—_as_defined in waAct80-Si—-030}_easned in_grades 

1 j 1 j j 1 1 j +)) 

(3) Completion of at least seventy-five percent of the graduation 
requirements for the high school in which the candidate is enrolled; 
and 


(4) Enrollment in at least three academic core subjects in grade 
twelve. 
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[Statutory Authority: RCW 28A.600.070. WSR 06-23-014, § 392-210-015, 
filed 11/3/06, effective 12/4/06. Statutory Authority: RCW 
28A.150.220. WSR 93-23-038 (Order 93-24), § 392-210-015, filed 


11/10/93, effective 12/11/93. Statutory Authority: Chapter 28A.03 RCW. 
WSR 86-01-018 (Order 85-13), § 392-210-015, filed 12/9/85.] 


AMENDATORY SECTION (Amending WSR 06-23-014, filed 11/3/06, effective 
12/4/06) 


WAC 392-210-020 ((Betermination—ef)) Identification of students 
for the Washington state honors award ( (academic—achievement—index)). 


students—en the aeademie—_achievementindex,)) All participating high 


schools shall use the eligibility criteria to identify the qualifying 
students for the award on or before the date provided by the superin- 
tendent of public instruction. 


[Statutory Authority: RCW 28A.600.070. WSR 06-23-014, § 392-210-020, 
filed 11/3/06, effective 12/4/06. Statutory Authority: Chapter 28A.03 
RCW. WSR 86-01-018 (Order 85-13), § 392-210-020, filed 12/9/85.] 


AMENDATORY SECTION (Amending WSR 06-23-014, filed 11/3/06, effective 
12/4/06) 


WAC 392-210-035 Notification of students eligible for honors 
award. Commencing with the ninth grade, and each year thereafter, 
each participating high school shall provide each enrolled student 


with a copy of the eligibility criteria for the Washington state hon- 
ors award. ( ( 


[Statutory Authority: RCW 28A.600.070. WSR 06-23-014, § 392-210-035, 
filed 11/3/06, effective 12/4/06. Statutory Authority: Chapter 28A.03 
RCW. WSR 86-01-018 (Order 85-13), § 392-210-035, filed 12/9/85.] 
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AMENDATORY SECTION (Amending WSR 06-23-014, filed 11/3/06, effective 
12/4/06) 


WAC 392-210-045 Washington honors award certificate. The super- 
intendent of public instruction shall prepare annually for each honors 
award recipient a suitable ((p¥itmted)) certificate which shall de- 
scribe the purposes of the award, indicate the year in which the award 
was given, and be signed by the superintendent of public instruction. 
The certificate for each honors award recipient shall be delivered to 
the participating high school principal on or before May 30 of each 
school year. ( (Heaekh participating prineioat shalt erevide_‘feorissting 

E: ) PA ; 1 hiel , 1 


[Statutory Authority: RCW 28A.600.070. WSR 06-23-014, § 392-210-045, 
filed 11/3/06, effective 12/4/06. Statutory Authority: Chapter 28A.03 
RCW. WSR 86-01-018 (Order 85-13), § 392-210-045, filed 12/9/85.] 


REPEALER 


The following sections of the Washington Administrative Code are 
repealed: 


WAC 392-210-025 Credits earned in academic core 
subjects. 

WAC 392-210-030 Enrollment in academic core subjects 
during grade twelve required. 

WAC 392-210-040 Notification of Washington honors award 


recipients. 
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WSR 22-17-165 
PROPOSED RULES 
PUBLIC EMPLOYMENT 


RELATIONS COMMISSION 
[Filed August 24, 2022, 10:08 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 22-07-045. 

Title of Rule and Other Identifying Information: Revisions to Ti- 
tle 391 WAC. 
Hearing Location(s): October 7, 2022, at 10:00 a.m., by Zoom 
https://perc-wa-gov.zoom. us/j/2679794803. Public viewing also availa- 
ble at 112 Henry Street, Suite 300, Olympia, WA 90504 [98504]. 

Date of Intended Adoption: November 8, 2022. 

Submit Written Comments to: Michael Sellars, 112 Henry Street, 
Suite 300, Olympia, WA 98504, email mike.sellars@perc.wa.gov, fax 
360-570-7334, info@perc.wa.gov, by September 30, 2022. 

Assistance for Persons with Disabilities: Contact Diane Tucker, 
phone 360-570-7335, fax 360-570-7334, email diane.tucker@perc.wa.gov, 
info@perc.wa.gov, by September 30, 2022. 

Purpose of the Proposal and Its Anticipated Effects, Including 
Any Changes in Existing Rules: Revision of rules that govern agency 
practice and procedures in all types of cases, including representa- 
tion cases, unit clarification cases, unfair labor practice cases, im- 
passe resolution cases, grievance arbitration cases, and grievance me- 
diation cases as well as public records requests. 

Reasons Supporting Proposal: Agency rules need revision to 
streamline agency procedures to reflect changes in practice to add 
greater efficiencies and to reflect changes of agency practice based 
upon recent agency case law. Rules are also needed to implement chap- 
ter 13, Laws of 2021 (SB 5055), which requires the agency to maintain 
a law enforcement disciplinary grievance arbitration roster. 

Statutory Authority for Adoption: RCW 28B.52.080, 41.56.090, 
41.58.050, 41.59.110, 41.76.060, 41.80.080, 47.64.135, 49.39.060. 
Statute Being Implemented: RCW 41.58.070. 

Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Proponent: Public employment relations commission, gov- 
ernmental. 
Name of Agency Personnel Responsible for Drafting: Dario de la 
Rosa, Dianne Ramerman, Christopher Casillas, 112 Henry Street, Suite 
300, Olympia, WA 98504, 360-570-7300; Implementation and Enforcement: 
Michael P. Sellars, 112 Henry Street, Suite 300, Olympia, WA 98504, 
360-570-7306. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 34.05.328. The 
proposed amendments to the agency's rules are procedural in nature re- 
lating to any agency hearings and any filing or related process re- 
quirement for making application to an agency or a policy statement 
pertaining to the consistent internal operations of an agency. 

This rule proposal, or portions of the proposal, is exempt from 
requirements of the Regulatory Fairness Act because the proposal: 

Is exempt under RCW 19.85.025(3) as the rules relate only to in- 
ternal governmental operations that are not subject to vio- 
lation by a nongovernment party; and rules adopt, amend, or 
repeal a procedure, practice, or requirement relating to 
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agency hearings; or a filing or related process requirement 
for applying to an agency for a license or permit. 

Scope of exemption for rule proposal: 
Is fully exempt. 


August 10, 2022 
Dario de la Rosa 
Rules Coordinator 


OTS-3724.1 


Chapter 391-15 WAC 
PUBLIC RECORDS REQUESTS—PUBLIC EMPLOYMENT RELATIONS COMMISSION 


NEW SECTION 


WAC 391-15-001 Scope—Contents—Other rules. This chapter gov- 
erns public records requests submitted to the agency and establishes 
its procedures to provide full access to its public records under the 
Public Records Act, chapter 42.56 RCW. 


[] 


NEW SECTION 


WAC 391-15-010 Agency records—Public records officer—Contact 
information. (1) Any person wishing to request access to public re- 
cords of the agency or seeking assistance in making that request 
should contact the agency's public records officer: 


Public Records Officer 

Public Employment Relations Commission 
P.O. Box 40919 
Olympia, Washington 98504-0919 
360-570-7300 

info@perc.wa.gov 


Information is also available on the agency's website at 
www.perc.wa.gov. 

(2) The public records officer will oversee compliance with the 
act but another staff member may process the request. Therefore, thes 
rules refer to the public records officer "or designee." The public 
records officer or designee will provide the "fullest assistance" to 
requestors, ensure that public records are protected from damage or 
disorganization, and prevent fulfilling public records requests from 
causing excessive interference with essential functions of the agency. 


[] 
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WAC 391-15-020 Agency records—Confidentiality. The agency 
shall preserve the confidentiality of certain records, as follows: 
(1) To protect the privacy of individual employees, the agency 
shall not disclose evidence furnished as a showing of interest in sup- 
port of a representation petition or motion for intervention. 
(2) To respect the confidential nature of mediation, the agency 
shall not disclose notes and memoranda made by any member of the com- 
mission or agency staff as a recording of communication made or re- 
ceived while acting in the capacity of a mediator between the parties 
to a labor dispute. 


[] 


NEW SECTION 


WAC 391-15-030 Agency offices. (1) The agency maintains its 
principal office in Olympia, Washington. 
a) The street address of the Olympia office is: 


( 
112 Henry Street N.E., Suite 300 
Olympia, Washington 98506-4470. 


(b) The mailing address of the Olympia office is: 


P.O. Box 40919 
Olympia, Washington 98504-0919. 


(2) The agency maintains a branch office at: 


9757 N.E. Juanita Drive, Suite 201 
Kirkland, Washington 98034. 


NEW SECTION 


WAC 391-15-040 Agency records—Availability—Organization—Re- 
quests. (1) Hours for inspection of records. Public records are 
available for inspection and copying during normal business hours, 
Monday through Friday, 8:00 a.m. to 5:00 p.m., excluding legal holi- 
days. Records must be inspected at the agency's Olympia office. 

(2) Organization of records. The agency will maintain its records 
in a reasonably organized manner. The agency will take reasonable ac- 
tions to protect records from damage and disorganization. A requestor 
may not take agency records from its offices without the permission of 
the public records officer or designee. A variety of records are 
available on the agency website at www.perc.wa.gov. Requestors are en- 
couraged to view the documents available on the website before submit- 
ting a records request. 

(3) Making a request for public records. 

(a) Any person wishing to inspect or copy the agency's public re- 
cords should make the request by email to info@perc.wa.gov, by letter, 
or by submitting the request in person at the agency's Olympia office 
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addressed to the public records officer and including the following 
information: 

(i) Name of requestor; 

(ii) Email address, mailing address, and telephone number of the 
requestor; 

(iii) Identification of the public records adequate for the pub- 
lic records officer or designee to locate the records; and 

(iv) The date and time of the request. 

(b) If the requestor wishes to have copies of the records made 
instead of simply inspecting them, the requestor should so indicate 
and make arrangements to pay for copies of the records or make a de- 
posit. 
(c) The public records officer or designee may accept oral re- 
quests for public records that contain the above information by tele- 
phone or in person. If the public records officer or design accepts 
an oral request, the records officer will confirm receipt of the in- 
formation and the substance of the request in writing. 

(d) If requestors refuse to identify themselves or provide suffi- 
cient contact information, the agency will respond to th xtent fea- 
sible and consistent with the law. 


[] 


NEW SECTION 


WAC 391-15-050 Processing of public records requests. (1) Pro- 
viding "fullest assistance." The public records officer or designee 
will process requests in the order allowing the most requests to be 
processed in the most efficient manner. 

(a) Upon receipt of a request, the agency will assign it a track- 
ing number and enter it into a log. 

(b) The public records officer or designee will evaluate the re- 
quest according to the nature of the request, the volume of requested 
records, and the availability of the requested records. 

(2) Acknowledging receipt of request. Within five business days 
of receipt of the request, the public records officer will do one or 
more of the following: 

(a) Make the records available for inspection or copying by: 

(i) If copies are available on the agency's website, providing a 
link to the website where the requested records are located; 

(ii) If copies are requested and payment of a deposit for the 
copies, if any, is made or terms of payment are agreed upon, sending 
the copies to the requestor; 

(b) Provide a reasonable estimate of when records will be availa- 
ble (the public records officer or designee may revise th stimate of 
when records will be available); 

(c) If the request is unclear or does not sufficiently identify 
the requested records, request clarification from the requestor. 

(i) Clarification may be requested and provided by telephone and 
memorialized in writing; 

(ii) If the requestor fails to respond to a request for clarifi- 
cation and th ntire request is unclear, the agency need not respond 
to it. The agency will respond to those portions of a request that are 
clear. 

(d) Deny the request. 
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(3) Protecting rights of others. If the requested records contain 


information that may affect rights of others and may be exempt from 
disclosure, the public records officer may, 


before providing the re- 


cords, give notice to any persons whose rights may be affected by the 
disclosure. That notice should be given so as to make it possible for 
those other persons to contact the requestor and ask the requestor to 


revise the request or, if necessary, 
prevent or limit the disclosure. The notice to the affec 


seek an order from a court to 


will include a copy of the request. 


(4) Records exempt from disclosure. 


disclosure, in whole or in part. If the agency believes 


is exempt from disclosure and should be withheld, 


ted persons 


Some records are exempt from 
that a record 
the public records 


officer will state the specific exemption and provide a brief explana- 
tion of why the record or a portion of the record is being withheld. 
If only a portion of a record is exempt from disclosure but the re- 
mainder is not exempt, the public records officer will redact the ex- 


empt portions, provide the nonexempt portions, and indicate to the re- 


questor why portions of the 


(5) Inspection of records. 
(a) Consistent with other demands, 


record were redacted. 


the agency shall promptly pro- 


vide space to inspect public records. A member of the public may not 


remove a document from the viewing area wit 


thout permission or disas- 


semble or alter any document. The requestor may indicate which docu- 
ments the requestor would like the agency to copy. 
claim or review the assembled records 

within 30 days of the agency's notification that the records are 

copying. The agency will notify the re- 
questor in writing of this requirement and ask the requestor to con- 
tact the agency to make arrangements to claim or review 


(b) The requestor must 


available for inspection or 


If the requestor or a representative of the req 
or review the records within the 30-day period or make o 


ments, the agency may clos 


th 


records. 


cords. Other public records 


sequent request by the same person for the same or almost 


uestor fails to claim 
ther arrange- 


the request and refile the assembled re- 
requests can be processed ahead of a sub- 


records, which can be processed as a new request. 


(6) Providing copies of records. After inspect 


identical 


tion is complete, 


the public records officer or designee shall make the requested copies 


or arrange for copying. 


(7) Providing records in installments. When th 
large number of records, the public records officer or designee will 
provide access for inspection and copying in installment 
lic records officer or designee reasonably determine that it would be 


ÈS; 


practical to provide the records in that manner. If, wit 
the requestor fails to inspect th ntire set of records or one or 
more of the installments, the public records officer or designee may 
stop searching for the remaining records and close the request. 

(8) Completion of inspection. When the inspection of the reques- 
ted records is complete and all requested copies are provided, the 


public records officer or designee will indicate that 


completed a diligent search 


cated nonexempt records available for inspection. 

(9) Closing withdrawn or abandoned request. When 
t or fails to inspect the records or pay 

t for the requested copies, the public re- 


either withdraws the request 
the deposit or final payment 


request is for a 


if the pub- 


thin 30 days, 


the agency has 


for the requested records and made any lo- 


cords officer will close th 
that the agency has closed 
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(10) Later-discovered documents. If, after the agency has in- 
formed the requestor that it has provided all available records, the 
agency becomes aware of additional responsive documents existing at 
the time of the request, it will promptly inform the requestor of the 
additional documents and provide them on an expedited basis. 


[] 


NEW SECTION 


WAC 391-15-060 Processing of public records requests—Electronic 
records. (1) Requesting electronic records. The process for request- 
ing electronic public records is the same as for requesting paper pub- 
lic records. 

(2) Providing electronic records. When a requestor requests elec- 
tronic records in an electronic format, the public records officer 
will provide the nonexempt records or portions of those records that 
are reasonably locatable in an electronic format that is used by the 
agency and is generally commercially available, or in a format that is 
reasonably translatable from the format in which the agency keeps the 
record. 

(3) Customized electronic access services. With the consent of 
the requestor, the agency may provide customized access services and 
assess charges under RCW 42.56.120 (2) (f). A customized service charge 
applies only if the agency estimates that the request would require 
the use of information technology expertise to prepare data compila- 
tions or provide customized electronic access services when such com- 
pilations and customized access services are not used by the agency 
for other purposes. The agency may charge a fee consistent with RCW 
42.56.120 (2) (f) for such customized access. 


[] 


NEW SECTION 


WAC 391-15-070 Exemptions to public records. (1) The Public Re- 
cords Act provides that a number of types of documents are exempt from 
public inspection and copying. In addition, documents are exempt from 
disclosure if any other statute exempts or prohibits disclosure. 

(2) The agency is prohibited by statute from disclosing lists of 
individuals for commercial purposes. 


[] 


NEW SECTION 
WAC 391-15-080 Costs of providing copies of public records. (1) 


Inspection. There is no fee for inspecting public records, including 
records on the agency website at www.perc.wa.gov. 
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(2) Costs. A requestor may obtain standard copies for 15 cents 
per page. 

(3) Processing payments. Before beginning to make the copies or 
processing a customized service, the public records officer or desig- 
nee may require a deposit of up to 10 percent of the estimated costs 
of copying all the records selected by the requestor. The public re- 
cords officer or designee may also require the payment of the remain- 
der of the copying costs before providing all the records, or the pay- 
ment of the costs of copying an installment before providing that in- 
stallment. The agency will not charge sales tax when it makes copies 
of public records. 

(4) Electronic records. There is no charge for emailing electron- 
ic records to a requestor, unless another cost applies. 

(5) Costs of mailing. The agency may also charge actual costs of 
mailing, including the cost of the shipping container. 

(6) Payment may be made by cash, check, or money order to the 
"Public Employment Relations Commission." 


[] 


NEW SECTION 


WAC 391-15-090 Review of denial of public records. (1) Petition 
for internal administrative review of denial of access. Any person who 
objects to the initial denial or partial denial of a records request 
may petition in writing to the public records officer for a review of 
that decision. The petition must include a copy of or reasonably iden- 
tify the written statement by the public records officer or designee 
denying the request. 

(2) Consideration of petition for review. The public records of- 
ficer shall promptly provide the petition and any other relevant in- 
formation to the executive director who will immediately consider the 
petition and either affirm or reverse the denial within two business 
days, or a mutually agreed time, following the agency's receipt of the 
petition. 

(3) Review by the attorney general's office. Under RCW 42.56.530, 
if the agency denies a requestor access to public records because it 
claims the record is exempt in whole or in part from disclosure, the 
requestor may request the attorney general's office to review the mat- 
ter under WAC 44-06-160. 

(4) Judicial review. Any person may obtain court review of deni- 
als of public records requests at the conclusion of two business days 
after the initial denial of the request regardless of any internal ad- 
ministrative appeal. 


[] 


OTS-3725.1 
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AMENDATORY SECTION (Amending WSR 03-03-064, filed 1/14/03, effective 
2/14/03) 


WAC 391-25-001 Scope—Contents—Other rules. This chapter gov- 
erns representation prococdings ( (befere the -pubtiie—empteoymentrete— 


Penn aera) rae epee rae antes all chapters of the Revised 
Code of Washington (RCW) administered by the ( (commissten.—Fheprevi- 


)) agency. To the extent these rules of practice and 
procedure differ from the model rules in chapter 10-08 WAC or this 
agency's general rules of practice and procedure in chapter 391-08 
WAC, these special rules prevail. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
41.06.340, 41.76.060. WSR 03-03-064, § 391-25-001, filed 1/14/03, ef- 
fect ive 2/14/03. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.1100, 41.58.050. WSR 01-14-009, $ 391-25-001, filed 6/22/01, ef- 
fective 8/1/01; WSR 96-07-105, § 391-25-001, filed 3/20/96, effective 
4/20/96. Statutory Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 
41.59.110 and chapters 28B.52, 41.56, 41.58, 41.59, 49.08 and 53.18 
RCW. WSR 90-06-072, § 391-25-001, filed 3/7/90, effective 4/7/90. 
Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 
and 47.64.0400. WSR 80-14-046 (Order 80-5), S 391-25-001, filed 
9/30/80, effective 11/1/80.] 
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AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-25-010 Representation petition ((fex—investigatien—ef—a 
questien_concerning _representation—of—emplieyees) )—Who may file. A 
representation petition ( (fe*"-mvestigaticn of a_qesticn concerning 
Fepresentaticon of empteyees)) may be filed by any employee, group of 


employees, employee organization, employer, or their agents. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050. 
WSR 01-14-009, © 391-25-010, filed 6/22/01, effective 8/1/01. Statuto- 
ry Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110 and 
41.56.040. WSR 90-06-072, § 391-25-010, filed 3/7/90, effective 
4/7/90. Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 
41.59.110 and 47.64.040. WSR 80-14-046 (Order 80-5), § 391-25-010, 
filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 10-20-172, filed 10/6/10, effective 
11/6/10) 


WAC 391-25-030 Petition—Time for filing. (1) ( (AtMeeonteact 
bar exists whhH e a vale cohHecetiye bargaining agreementis—_in_ef- 
feet,—_sethat—a_petitien inveblwing—anyer—att cof the—empteyees—eovered 
by theagreemen+_wit}_be—timetyentyi+#i$+—_is—_fiteddesing—the—yHn= 
dow period net mere than ninety ner less than sixty deys- prior toth 
stated expiration _dateof the collective bargainingagreement. 

+a})) A petition may be filed at any time during which no "con- 


tract bar" or "certification bar" exists. 
(2) (a) If a valid collective bargaining agreement is in effect, 
it operates as a "contract bar" to a petition, and a representation 
petition may only be filed during the statutory window period. 

(i) For state civil service employees who collectively bargain 
under chapter 41.80 RCW and marine employees who collectively bargain 
under chapter 47.64 RCW, the statutory window period is not more than 
120 days nor less than 90 days before the stated expiration date of 
the collective bargaining agreement. 

(ii) For all other employees, the statutory window period is not 
more than 90 days nor less than 60 days before the stated expiration 
date of the collective bargaining agreement. 

{b) To constitute a valid collective bargaining agreement for 
purposes of this subsection: 

(i) The agreement must cover a bargaining unit that is appropri- 
ate under the terms of the applicable statute; 

(ii) The agreement must be in writing, ((aRd)) signed by the par- 
ties' representatives, and in effect; and 


(iii) The agreement must contain a fixed expiration date not less 
than ((ninety)) 90 days after it was signed ((+—and 

+i7}_Fhe—agreement wH eat yepesate—as—3 bar foes he {ies hs 
years—after its effective date)). 

( (4+6}+)) (c) An agreement to extend or replace a collective bar- 


gaining agreement ((shał+)) does not bar a petition filed in the 
((=))window ((=)) period of the previous agreement. 
((te}+)) (d) Following the close of the window period described in 


this subsection, a "protected" period is in effect ( (dv*ing the sity 
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bargaining ‘epresentative)) until the expiration of the existing col- 


lective bargaining agreement. 

(i) If the employer and incumbent exclusive bargaining represen- 
tative negotiate a valid collective bargaining agreement during 
( (€Het)) the protected period, a contract bar will be in effect and 
bar a petition under this chapter. 

(ii) If the filing and withdrawal or dismissal of a petition un- 
der this chapter intrudes upon the protected period, the employer and 
incumbent exclusive bargaining representative ((shati} +'e)) are given a 
( (Set y-deay)) 60-day protected period commencing on the date the with- 
drawal or dismissal is final. 

((+#)) (e) A certification of issues for interest 
issued under WAC 391-55-200 serves as a valid agreement 
tion ((+4+¢)})) ()(b) of this ((#te)) section. 
((+24)) (£) For certificated employees who collectively bargain 
under chapter 41.59 RCW and four-year institution of higher education 
faculty who collectively bargain under chapter 41.76 RCW, the agree- 
ment only operates as a bar for the first three years after its effec- 
tive date. 
(3) A "certification bar" exists where a certification has been 
issued by the agency ( (7—se—thet)). A petition involving the same bar- 
gaining unit or any subdivision of that bargaining unit will ((eAt+;)) 
be timely only if it is filed((+ 
+a}+)) more than ((#welve)) 12 months following the date of the 
certification of an exclusive bargaining representative ( (+ e+ 


arbitration 
under subsec- 


(4) Neither a certification bar nor a contract bar ( (+R -an—Ade+- 
tying-existing bargaining anit wH )) precludes petitions filed under 
WAC ((39+-25-446)) 391-25-080 from being processed at any time subject 
to the limitations stated in that rule. 


Statutory Authority: RCW 28B.52.080, 41.06.340, 41.56.090, 41.58.050, 
1.59.110, 41.76.060, 41.80.080, and 49.39.060. WSR 10-20-172, § 
91-25-030, filed 10/6/10, effective 11/6/10. Statutory Authority: RCW 
8B.52.080, 41.56.090, 41.59.110, 41.58.050, 28B.52.030, 34.05.413, 
1.56.050, 41.56.060, 41.56.070, 41.59.070 and 41.59.080. WSR 
1-14-009, § 391-25-030, filed 6/22/01, effective 8/1/01. Statutory 
Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.030, 34.05.41 41.56.060, [41.56].070, 41.59.070 and 
[41.59].080. WSR 96- 72105. § 391-25-030, filed 3/20/96, effective 
4/20/96. Statutory Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 
41.59.110, 41.56.070 and 41.59.070. WSR 90-06-072, § 391-25-030, filed 
3/7/90, M 4/7/90. Statutory Authority: RCW 28B.52.080, 
41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 80-14-046 (Order 
80-5), § 391-25-030, filed 9/30/80, effective 11/1/80.] 


` 


Bw Os 
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AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-25-050 Petition ( (in -writing—Number—o£f copies) )—Fil- 
ing ((—)) and service. ( (Eeer) ) A representation petition ( (fer 
yestigaetion cof agu RRIA concerning representation sha be)) may be 
filed through the agency" S online e-filing system, by email, or in 


writing ( (;—eand-she bei d—at)) to th ( (commissients)) agency's 
Olympia office, as required by WAC 391-08-120 (1) and (2). The party 


filing the petition shall serve a copy of the petition (excluding any 
showing of interest) on the employer and ((esļs)) each employee organi- 
zation named in the petition as having an interest in the proceedings, 


as required by WAC 391-08-120 (3) and (4). 

[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.030, 34.05.413, 41.56.050, 41.56.060, 41.56.070, 41.59.070 and 
41.59.080. WSR 01-14-009, § 391-25-050, filed 6/22/01, effective 
8/1/01. Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 
41.58.050, 28B.52.030, 34.05.413, 41.56.060, 41.56.070, 41.59.070 and 
41.59.080. WSR 00-14-048, § 391-25-050, filed 6/30/00, effective 
8/1/00; WSR 98-14-112, § 391-25-050, filed 7/1/98, effective 8/1/98; 
WSR 96-07-105, § 391-25-050, filed 3/20/96, effective 4/20/96. Statu- 
tory Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110, 


41.56.060, 41.56.070 and 41.59.070. WSR 90-06-072, § 391-25-050, filed 
3/7/90, effective 4/7/90. Statutory Authority: RCW 28B.52.080, 
41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 80-14-046 (Order 
80-5), § 391-25-050, filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-25-070 Contents of petition filing forms. Each ((peti- 
tion for investigation cef a question _ecerncerning representation shalt 
eontain,—_in separate numbered paragraphs) ) completed representation 
petition filing form, whether obtained from the agency's website or 
through the agency's e-filing system, must include all of the follow- 
ang: 


(1) Information identifying the parties and their representatives 
(if known), including: 

(a) The name, email address, mailing address, and telephone num- 
ber of the employ rv ( (;—ene the _rame,—_address,—_tetephorne_naumber,—_fax 
wumber,—and_emaitaddress—of its—_prineipat)) and of the employer's 
representative. 

((+24+)) (b) The name, email address, mailing address, and tele- 
phone number ( (;—fax—number,—and-emaitaddress)) of the petitioner ( (7 
and the wane, BAECS; telephone mmber, rember ancerma address 
ef j+s—peineipat)) and of the petitioner's representative. 

( (43+)) (c) The name, email address, mailing address, and tele- 
phone number of any organization ((wh+ełb)) that currently represents 
the employees involved and ( (the rame, address, telephone number, fax 
number, and—cmaHeddress)) of its principal representative. 

( ((44>- An indication thet: 

+a}—_—There has never been—_a_eellective bargaining—agreement)) (2) 
Information concerning the parties' relationships, including: 
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(a) The employer department or division involved; 

(b) The parties' contractual relationship, indicating that: 

(i) The parties have never had a contract covering the employees 
involved; or 

( (+6+)) (ii) The parties have had a contract, and a copy of the 
current ((+))or most recent ((+)) collective bargaining agreement is 
attached. 

( (+5}teenti fication ef: 


+e}_The-emplcyer's principal business; 
+b}_The-employer department or division _inveived; 


++) 


unit whic 


sions and exclusions ( (+ 
proposed or existing bargain 


) (3) A description 
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)) 
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A statemen 


t consenting 


of the proposed or existing bargaining 
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d ((44)) the number of employees in the 
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to the public employment relations 
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facts. 
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WAC 391-25-080 Election for inclusion of unrepresented employ- 
Where only one employee organization seeks to add an employ- 


ees. (1) 


ee or group of previously unrepresented employees 
bargaining unit that 
tion for a self-determination election to ascertain the employees' 
in the existing bargaining unit. 
lf-determination elec 
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this sect 
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Sire to be included 
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(c) If the requirement of both (a) (i) and (ii) of this subsection 
are met, the election must be for representation by the petitioner as 
part of the larger unit proposed by the petitioner, representation by 
the intervenor as part of the larger unit proposed by the intervenor, 
or no representation. 

(6) If a competing employee organization files a representation 
petition for a stand-alone bargaining unit consisting of the same em- 
ployees sought by the petitioner under this rule and the petitioned- 
for bargaining unit is appropriate under the applicable statute, then 
the self-determination petition will be dismissed. 

(7) Th xistence of a valid collective bargaining agreement does 
not preclude the processing of a petition filed under this rule. 

(8) Petitions filed under this rule do not raise a question con- 
cerning representation for the existing appropriate bargaining unit. 

(a) The issuance of a certification for the existing appropriate 
bargaining unit within the previous 12 months does not bar the filing 
and processing of a petition under this rule. 

(b) An amended certification issued under this rule does not af- 
fect the certification bar of the existing unit, nor does it create a 
new certification bar as described in WAC 391-25-030(3). 


[] 


AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-25-090 Petition filed by employer. (1) ((WHere)) If an 
employer has been presented with one or more demands for recognition 
of an exclusive bargaining representative of previously unrepresented 
employees, it may obtain a determination of the question concerning 
representation by filing a petition under WAC 391-25-070. ( (tRsteacd-ef 
a—showihrg—ef—hrteresterder WAC 394-25-110-,)) The employer shall at- 
tach copies of any written demand(s) for recognition or other corre- 
spondence pertaining to the claimed question concerning representa- 
tion. 


(2) ((WRese)) If an employer disputes the majority status of the 
incumbent exclusive bargaining representative of its employees, it 
((shkeHt)) may obtain a determination of the question concerning repre- 
sentation by filing a petition under WAC 391-25-070. 

(a) ( (Rstead ofa -shewing ef tHterest under WAC 394-75-146,) ) 
The employer shall attach affidavits and any other documentation ((as 
maybe)) available to it to demonstrate th xistence of a good faith 
belief that a majority of its employees in an existing bargaining unit 


no longer desire to be represented by their incumbent exclusive bar- 
gaining representabive. 


Shatt_be—treated—as_eonfidentiat under WACHA) ) Any evidence 
submitted by employees to the employer must be in a form consistent 
with WAC 391-25-110 and must not be disclosed by the agency consistent 
with WAC 391-25-110(4). 
(3) A petition under this section ((shatt)) may be filed ( (athe 
ecommissients)) by email or in writing to the agency's Olympia office, 
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(2) The agency shall notify the petitioner of the existence and 
number of any revocations filed under subsection (1) (e) of this sec- 
tion before the commencement of the card check but shall not disclose 
the identities of the employees involved. 

(3) For any bargaining unit affected by RCW 74.39A.270 and 
74.39A.300, the showing of interest requirement described in subsec- 
tion (1) of this section is 10 percent for either a petitioner or an 
intervenor. 

((+24)) (4) The agency shall not disclose the identities of em- 
ployees whose authorization cards or letters are ( (#+*niskhed 6) ) 
filed with the agency in proceedings under this chapter. 

(a) A petitioner or intervenor shall not serve its showing of in- 
terest on any other party to the proceeding. 
(b) The question of whether a showing of interest requirement for 
a petition or for intervention has been satisfied is a matter for ad- 
ministrative determination by the agency and may not be litigated at 
any hearing. 
(c) ( (tr e*der)) To preserve the confidentiality of the showing 
of interest and the right of employees to freely ((#6)) express their 
views on the selection of a bargaining representative, the agency 
shall not honor any attempt by an employee to withdraw any authoriza- 
tion submitted for purposes of this section. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.58.050, 41.59.110, 
41.76.060, 41.80.080. WSR 08-04-058, § 391-25-110, filed 1/31/08, ef- 
fective 4/1/08. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.110, 41.58.050, 41.56.070 and 41.59.070. WSR 01-14-009, $ 


391-25-110, filed 6/22/01, effective 8/1/01; WSR 98-14-112, § 
391-25-110, filed 7/1/98, effective 8/1/98; WSR 96-07-105, § 
391-25-110, filed 3/20/96, effective 4/20/96. Statutory Authority: RCW 


41.58.050, 28B.52.080, 41.56.090, 41.59.110, 41.56.070 and 41.59.070. 
WSR 90-06-072, § 391-25-110, filed 3/7/90, effective 4/7/90. Statutory 
Authority: RCW 28B.52.080, 41.58.050, 41.56.090 and 41.59.110. WSR 
88-12-054 (Order 88-02), § 391-25-110, filed 5/31/88. Statutory Au- 
thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 81-02-034 (Order 81-01), § 391-25-110, filed 1/6/81.] 


AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-25-130 List of employees. ( (WHER ten days_feltowing—a 
Fequest—_by+the—ageney)) (1) Unless otherwise specified by the execu- 
tive director or designee, the employer shall submit to the agency and 
the petitioner a list containing the names and last known addresses of 
all of the employees in the bargaining unit described in the petition 
within 10 days following a request by the agency. ( (FeHbewingadmisis-— 

eo 
ae a acs JEn TE o SR Sy a 
HH z ime) ) After granting 
((e£)) a motion for intervention, the agency shall ( (#+*R+s#)) provide 
a copy of the list of names and addresses to the intervenor. 

(2) In addition to the information required by subsection (1) of 
this section, an employer of symphony musicians who are seeking to be 
represented for the purposes of collective bargaining must, upon re- 
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E ER 


quest, provide the executive director with financial information that 


establishes the agency's jurisdiction over the employer. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
41.56.070 and 41.59.070. WSR 01-14-009, § 391-25-130, filed 6/22/01, 
effective 8/1/01; WSR 96-07-105, § 391-25-130, filed 3/20/96, effec- 
tive 4/20/96. Statutory Authority: RCW 41.58.050, 28B.52.080, 

4] 


1.56.090, 41.59.110, 41.56.070 and 41.59.070. WSR 90-06-072, § 
391-25-130, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 

46 (Order 80-5), § 391-25-130, filed 9/30/80, effective 

= J 


N 
U 
N 
U 


AMENDATORY SECTION (Amending WSR 08-04-058, filed 1/31/08, effective 
4/1/08) 


WAC ae Notice to employees—Limitations on employer ac- 
tions. 1) (a) The employer shall ((pest)) provide to the petitioned- 
for ee a copy of the petition and a notice ( (;—+—he—ferm 
specified)) created by the ((cemmissien;)) agency to inform employees 
of th xistenc = E E under this chapter. The ((ageney shai 


employer shall ates post ((#Hem)) the notice in ene aces places on 


its premises where notices to affected employees are usually posted. 
The ( (petteteon—and)) notice ((skett)) must remain posted until a 

( (eerti fication _o+imterim eertifiecation)) direction of election or 
order of dismissal is issued in the proceeding. 

b) The posting requirement in this subsection does not apply to 
the bargaining units described in RCW 74.39A.270, 74.39A.300, 
41.56.028, 41.56.029, and 41.56.510. 
(2) Changes of the status quo concerning wages, hours, or other 
terms and conditions of employment of employees in the bargaining unit 
are prohibited during the period that a petition is pending before the 
( (commisser) ) agency under this chapter. 

(3) The employer ((sheł)) may not express or otherwise indicate 
any preference between competing organizations ( (;—where)) if two or 
more employee organizations are seeking to represent its employees. 

(4) ((WReee)) If a petition filed under this chapter involves em- 
ployees who are represented for the purposes of collective bargaining, 
the employer shall suspend negotiations with the incumbent exclusive 
bargaining representative on a successor collective bargaining agree- 
ment involving employees affected by the petition. The employer and 
incumbent union may proceed with negotiations covering employees not 
affected by the petition((+)) and shall resume negotiations on a suc- 
cessor agreement covering the affected employees after the question 
concerning representation is resolved, if the incumbent exclusive bar- 
gaining representative retains its status. 

(5) ( (WRen—an—eorder ef dismissatissrediunder WAC 394-275-399 
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y's cont 
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meeting. 

ty under ( (+6)—e€) ) 


e commission's decision 
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led commission 


g review of th 
the courts. 


080, 41.56.090, 41.58.050, 41.59.110, 
58, § 391-25-140, filed 1/31/08, ef- 
ty: RCW 28B.52.080, 41.56.090, 

WSR 01-14-009, § 391-25-140, filed 
07-105, § 391-25-140, filed: 3/20/96, 
ority: RCW 41.58.050, 28B.52.080, 

0. WSR 90-06-072, § 391-25-140, filed 
ry Authority: RCW 28B.52.080, 
0. WSR 88-12-054 (Order 88-02), 
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filed 10/6/10, effective 


A petition may be 
( (p1+er—e)) before 


onditions ((as)) the executive direc- 


41.06.340, 
and 49.39.060. 


41.56.090, 41.58.050, 
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Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-046 (Order 80-5), § 391-25-150, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 96-07-105, filed 3/20/96, effective 
4/20/96) 


WAC 391-25-170 Intervention—By incumbent representative. An 
organization which demonstrates that it has been the exclusive repre- 
sentative of all or any part of the bargaining unit involved in pro- 
ceedings under this chapter during the year preceding the filing of 
the petition ( (mayb ;-metieon;)) must automatically be allowed to in- 


tervene in the proceedings without motion and( (7; eceA-Geanting eof tts 
moetien—_—ferinterventien,shatt +e)) is entitled to participate in the 


proceedings and to have its name listed as a choice on the ballot in 
any eTeCEtOns ( (Ne—metieon_—fer—interventicon _shatit beeeonsidered ++ 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.030, 41.56.0700 and 41.59.070. WSR 96-07-105, § 391-25-170, 

filed 3/20/96, effective 4/20/96. Statutory Authority: RCW 41.58.050, 
28B.52.080, 41.56.090, 41.59.110, 41.56.070 and 41.59.070. WSR 
90-06-072, § 391-25-170, filed 3/7/90, effective 4/7/90. Statutory Au- 
thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-046 (Order 80-5), § 391-25-170, filed 9/30/80, 
effective 11/1/80. ] 


AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-25-190 Intervention—By organization other than incum- 


bent. (1) An organization not covered by WAC 391-25-170 may, by mo- 
tion, intervene in proceedings under this chapt : ( (and, upon granting 
of j+s_moticon for intervention, Sheh be-entittied to partieipate—+n 
the—proccedihnhgs—eand-havyce—ts—p Jistedas—a_eheice—on the battet—in 
anyeteetion.)) if: 


(a) The motion for intervention ((sheaH+—be)) is supported by a 
showing of interest indicating that the intervenor has the support of 
((€en)) at least 10 percent ((e*-mere)) of the employees in the bar- 
gaining unit which the original petitioner claims to be appropriate ( (+ 
A—shewing—of interest fitted in—_suppert aret ep foes jp otesyerfies 
shalt be—-subject tothe +equirements and ecenfidentiatity protections 
o£ WAC 3941-25-4140.A-metien fer imterventi nted cenditicon=— 
adda sect fo the subsequent fy 


wing—efinterest un- 
e—aveid undiue—detayof 
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(b) The organization seeking intervention demonstrates, through 
affidavits or other documentary evidence, that the petitioned-for em- 
ployees only share a community of interest with a bargaining unit it 
represents and demonstrates that it has filed a unit clarification pe- 
tition under chapter 391-35 WAC. 

(2) No motion for intervention ((sHeHt)) may be considered if 
made: 

(a) After the close of the hearing on the petition; 

(b) ( (Mere—than seven _days—after— the _ itineg—and pesting—efar 

+e}+)) More than seven days after ( (#he-pesting ef)) an investiga- 
tion statement has been issued and a notice of election or card check 
has been posted. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.030, 41.56.070 and 41.59.070. WSR 01-14-009, § 391-25-190, 
filed 6/22/01, effective 8/1/01; WSR 98-14-112, § 391-25-190, filed 
7/1/98, effective 8/1/98; WSR 96-07-105, § 391-25-190, filed 3/20/96, 
effective 4/20/96. Statutory Authority: RCW 41.58.050, 28B.52.080, 
41.56.090, 41.59.110, 41.56.070 and 41.59.070. WSR 90-06-072, § 
391-25-190, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.58.050, 41.56.090 and 41.59.110. WSR 88-12-054 (Order 
88-02), § 391-25-190, filed 5/31/88. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 
81-02-034 (Order 81-01), § 391-25-190, filed 1/6/81.] 


AMENDATORY SECTION (Amending WSR 08-04-058, filed 1/31/08, effective 
4/1/08) 


WAC 391-25-210 Bargaining unit configurations—New organizing. 


( ( W W 
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AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-25-220 Investigation conferences. (1) ( (PRe-agene;+reu- 
eck E Eh H me ; ; 


T} ; pial 1 ; 
tnetude+ 


+++}+)) If a representation petition is properly supported under 
WAC 391-25-110, an investigation conference may be held to determine: 

(a) The jurisdiction of the ((eemmissien)) agency; 

((4+4+4+)) (b) The qualification of the petitioner and any inter- 
venor(s) for certification as exclusive bargaining representative; 

( (+++) Fhe-existence of aquesti ien concerning representation 

+7+)) (c) The timeliness of the petition; 

( (4e++)) (d) Th xistence of blocking charges under WAC 


(+e+++)) (e) The propriety of the petitioned-for bargaining 


( (47>) ) (£) The list of employees eligible to vote or be con- 
sidered in determining a question concerning representation ((+)) and 
the cut-off are for E Aisi 


7 P) 

((te}+)) (2) The parties are encouraged to reach binding stipula- 
tions on all issues during the course of the investigation conference. 
((+24)) (8) The stipulations made by the parties during an inves- 
tigation conference may be set forth in an investigation statement is- 


sued ( (Hehe sf an _etection agreement oF eress—eneck agreements 


)) by the executive direc- 
tor or designee and are binding on the parties unless written objec- 
tions are filed and served as required by WAC 391-08-120 within 
((€en)) 10 days following issuance of the statement. 

((43+)) (4) When it appears that all conditions precedent to an 
election or ((eress-cheek)) card check are met, the executive director 


or nas does eens ( (determine —whether the prepesed bargaining units, 


+4}—Freparties may set ferth_stiptteatieons—_in eteecticon agreements 
er—eress—eheek agreements —under_this—echapter)) proceed with the elec- 


tion or card check. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
34.05.431. WSR 01-14-009, S$ 391-25-220, filed 6/22/01, effective 
8/1/01; WSR 98-14-112, 5 391-25-220, filed 7/1/98, effective 8/1/98; 
WSR 96-07-105, § 391-25-220, filed 3/20/96, effective 4/20/96. Statu- 
tory Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110, 
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28B.52.073 and 41.56.040. WSR 90-06-072, § 391-25-220, filed 3/7/90, 
effective 4/7/90.] 


AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-25-270 Interim certification—Supplemental proceedings. 
Where the matters at issue in a proceeding under this chapter are 
limited to the eligibility of particular individuals or classifica- 
tions for inclusion in the bargaining unit, the executive director or 
designee may expedite the ( ( 
¥Fepresentatier)) proceedings while reserving the eligibility issues 
for subsequent determination. 

(1) The agency ((sha+)) will conduct an election or ((e*ess— 
eheek)) card check, as ( (Maybe) ) appropriate. 

(a) The individuals whose eligibility is disputed ( (she $e) ) 
are permitted to vote by challenged ballot in an election. 

(bo) The individuals whose eligibility is disputed ((sktet)) will 
be listed as challenged in a ((e¥*ess—-eheek)) card check, and any au- 
thorizations signed by those individuals ((shatt)) must not be tal- 
lied. 

(2) After a tally is issued under WAC 391-25-550: 

(a) If the number of challenges ( (a*e—seufficient—im—aumber—e) ) 
would affect the outcome, they ((sHhalt)) will be determined under sub- 
section (3) of this section ( (;—p¥tere)) before the issuance of a 
certification. 

(bob) If ( (an ergeanizatieon is—entitied teo—eecrtitfticatieon Hess 
efthe reserved eiicgibititytsseues;—a)) the number of challenges does 
not affect the outcome, an interim certification ((sHett)) will be is- 
sued ( (;—6e£)) and the case ((sheł+)) will remain open for supplemental 
proceedings under subsection (3) of this section. The employer and the 
exclusive bargaining representative ((skHe+t)) have the duty to bar- 
gain ( (;—~#Rdex+ the -appHicabte—_stattte,afte+@2)) upon issuance of an 
interim certification ((+s—+sseed)) under ((+6}-ef)) this subsection. 

(c) If a certification of "no representation" is appropriate re- 
gardless of the reserved eligibility issues, a final certification 
((shatt)) will be issued and no supplemental proceedings ((sHatt)) may 
be conducted. 

(3) All eligibility issues reserved for subsequent determination 
under this section ((she++)) must be resolved ( (4#Adex-WAC 391-725-290, 
394-25-340,—394-25-350- and 394-225-3390) ), without regard to whether the 
individuals cast challenged ballots. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.030, 41.56.060, 41.56.070, 41.56.080, 41.59.070, 41.59.080 and 
41.59.090. WSR 01-14-009, $ 391-254 270, filed 6/22/01, effective 
8/1/01. Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 
41.58.050, 28B.52.030, 41.56.060, 41.56.070, 41.59.070 and 41.59.080. 
WSR 00-14-048, § 391-25-270, filed 6/30/00, effective 8/1/00; WSR 
98-14-112, § 391-25-270, filed 7/1/98, effective 8/1/98. Statutory Au- 
thority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110, 41.56.060, 
41.56.070, 41.59.070 and 41.59.080. WSR 90-06-072, § 391-25-270, filed 
3/7/90, effective 4/7/90. Statutory Authority: RCW 28B.52.080, 
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41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 80-14-046 (Order 
80-5), § 391-25-270, filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-25-290 Notice of hearing. If it appears to the execu- 
tive director or designee that a question concerning representation 


may exist, a ( (hearing ecfficer shat issue—a)) notice of hearing ( (and 
Reve—++)) will be issued and served on the parties. ( (Attacked tc—the 


sued under WAC394-25-270-)) A notice of hearing may be amended or 
withdrawn before the close of the hearing. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050. 
WSR 01-14-009, § 391-25-290, filed 6/22/01, effective 8/1/01. Statuto- 
ry Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110 and 
41.56.040. WSR 90-06-072, § 391-25-290, filed 3/7/90, effective 
4/7/90. Statutory Authority: RCW 28B.52.080, 41.58.050, 41.56.090 and 
41.59.110. WSR 88-12-054 (Order 88-02), § 391-25-290, filed 5/31/88. 
Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 
and 47.64.040. WSR 80-14-046 (Order 80-5), § 391-25-290, filed 
9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 10-20-172, filed 10/6/10, effective 
11/6/10) 


WAC 391-25-299 ((Speeial—previsien—) ) Private sector and other 
employees. Except for symphony musicians who exercise collective bar- 
gaining rights under chapter 49.39 RCW, the ((ecemmissicn)) agency 
lacks authority to proceed in representation disputes under chapter 
eee 08 RCW absent the agreement of all D i ( (KAEH 


[Statutory Authority: RCW 41.58.050 and 49.39.060. WSR 10-20-172, § 
391-25-299, filed 10/6/10, effective 11/6/10. Statutory Authority: RCW 
28B.52.080, 41.56.090; 41.59.110, 41.58050. WSR 01-14-009, $ 
391-25-299, filed 6/22/01, effective 8/1/01. Statutory Authority: RCW 
41.58.050, 28B.52.080, 41.56.090, 41.59.110 and chapter 49.08 RCW. WSR 
90-06-072, § 391-25-299, filed 3/7/90, effective 4/7/90. Statutory Au- 
thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-046 (Order 80-5), § 391-25-299, filed 9/30/80, 
effective 11/1/80.] 


Certified on 8/31/2022 [ 598 ] WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-165 


AMENDATORY SECTION (Amending WSR 90-06-072, filed 3/7/90, effective 
4/7/90) 


WAC 391-25-310 Hearings—Who ((shail)) may conduct. Hearings 
may be conducted by the commission, ((¥)) the executive director, 


((B¥)) ora member af the agency La, ee 


eer)). At aay eee a hearing see a be Subsea Eca for the hear- 
ing officer previously ( (prest+dineg)) assigned. 


[Statutory Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110, 
41.56.060, 41.56.070, 41.59.070, 41.59.080 and 53.18.015. WSR 
90-06-072, § 391-25-310, filed 3/7/90, effective 4/7/90. Statutory Au- 
thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-046 (Order 80-5), § 391-25-310, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-04-058, filed 1/31/08, effective 
4/1/08) 


WAC 391-25-350 Hearings—Reopening of hearing—Briefs. (1) Hear- 
ings ((shalt-+be)) directed under WAC 391-25-390 are public, ((exeept 
where)) unless a protective order is issued under WAC 10-08-200(7), 
and ((shaH—be)) are limited to matters concerning the determination 
of a question concerning representation. 

(a) The parties ( (shalt +be)) are responsible for the presentation 
of their cases. 
(b) The hearing officer shall ascertain the respective positions 
of the parties((+;)) to obtain a full and complete factual record upon 
which the agency may discharge its responsibilities under the applica- 
ble statute. The hearing officer has authority, under WAC 10-08-200 
(8) and (9), to ask questions, call witnesses, and explore matters not 
raised or only partially raised by the parties. 

(2) Once a hearing has been declared closed, it may be reopened 
only upon the timely motion of a party ( (H#pen—discoeveryeoFf)) that dis- 
covered new evidence which could not with reasonable diligence have 
been discovered and produced at the hearing. 

(3) The hearing officer may ((abtew-ee)) direct the filing of 
briefs as to any or all of the issues in a case. 

(4) Arrangements and due dates for briefs ((shait be)) are estab- 
lished by the hearing officer. 

(5) Any brief ((shalt)) must be filed ((w 
eer)) and served as required by WAC 391-08-12 
pe—servedon—a ether parties _to the preceeds 
3941-98-179 (3) and (4})). 
((+4+)) (6) A party filing a brief under this section must limit 


4#th—thehearing—offi— 
( (4+4,—end-eepies—shaH 
ing—as—required byw 


((+€s)) the brief's total length to ( (€wenty-five)) 25 pages (double- 
spaced, ((#welve-peimt)) 12-point type), unless: 

(a) It files and serves a motion for permission to file a longer 
brief ( (4m exdee)) to address novel or complex ( (tegat and/or factual 
isspves—raised bythe objections)) issues; and 

(b) The executive director, ((Ris—ecxe #er)) the executive direc- 
tor's designee, or the hearing officer grants ((stveh—a)) the motion 


for good cause shown ( (+—and)). 
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WAC 391-25-370 Blocking charges—Suspension of proceedings—Re- 


quest to proceed. 
ing of a representa 


(a) 


(1) 


A complain 


the provisions of chapter 391-45 WAC; ( 


(b) 


labor prac 


(c) 


the outcome of a represen 


(2) 


and serve, 
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It appears that 
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The complainant (s 
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to proceed 
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[Statutory Authority: RCW 28B.52.080, 4 
41.76.060, 41.80.080. WSR 08-04-058, S$ 
fective 4/1/08. Statutory Authority: RC 
41.59.110, 41.58.050. WSR 01-14-009, § 
fective 8/1/01; WSR 98-14-112, § 391-25- 
8/1/98; WSR 96-07-105, § 391-25-370, fi 
Statutory Authority: RCW 41.58.050, 28B 
41.56.070 and 41.59.070. WSR 90-06-072, 


) 


The unfair labor pract 
tation election. 
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The executive director may suspend the process- 
tion petition under this chapter pending the out- 

come of related unfair labor practice proceedings ( (;—whe+e) ) 
t charging unfair labor practices 
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filed under 


(and) ) 


ice could impro 


the facts as alleged may constitute an unfair 


perly affect 


in the unfair labor practice case may file 


as required by WAC 391-08-120, 
( (with—+he—exeertive director) ). 
the case number of 
the representat 
the pending unfair labor practice case, 
ions under WAC 391-25-590 
unfair labor practice case. 
( (aRAde+—this—subsectieoen)), 
sume the processing of the representation peti 
summarily dismiss any objections filed in con 


ion petitio 
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effective 4/7/90. Statutory Authority: RCW 28B.52.080, 41.56.040, 
41.58.050, 41.59.110 and 47.64.040. WSR 80-14-046 (Order 80-5), § 
391-25-370, filed 9/30/80, effective 11/71/80. ] 


AMENDATORY SECTION (Amending WSR 08-04-058, filed 1/31/08, effective 
4/1/08) 


WAC 391-25-390 Proceedings before the executive director. (1) 
The executive director may proceed upon the record, after submission 
of briefs or after hearing, as ((may;be)) appropriate. 

(a) The executive director shall determine whether a question 
concerning representation exists((+7)) and ((sheH)) issue a direction 
of election, dismiss the petition, or make other disposition of the 
matter. 

(b) Unless otherwise provided in a direction of election, the 
( (eae—-e££)) cutoff date for eligibility to vote in an election ((sHett 
be)) is the date of issuance of the direction of election. 

(2) Where th xecutive director determines that employee eligi- 
bility issues exist, the executive director may delegate authority to 
((€he)) a hearing officer to decide those issues. 

(3) A direction of election and other rulings in the proceedings 
up to the issuance of a tally are interim orders((+7)) and may only be 
appealed to the commission by objections under WAC 391-25-590 after 
the election. 
(4) (a) A party seeking review by the commission of an interlocu- 
tory decision of the executive director, ((H+s—ex-+Her)) the executive 
director's designee, ora hearing officer must file a motion for dis- 
cretionary review with the commission anda copy with the ( (exeeutive 
directeor—_or his—or her designee) ) person who issued the interlocutory 
decision within seven days after the decision is issued. 

(b) Discretionary review of an interlocutory decision issued by 
the executive director, ((H+s—e+x-+#er)) the executive director's desig- 
nee, or a hearing officer will be accepted by the commission only: 

(i) If the executive director ((e*e#Kis—ecr #er)), the executive 
director's designee, or the hearing officer has committed an obvious 
error ((whteR)) that would render further proceedings useless; ((e=)) 

(ii) If the executive director, ((#+s—ex #ee)) the executive di- 
rector's designee, or the hearing officer has committed probable error 
and the interlocutory decision ((e£-—he-exeeutive cdirecteor,his—er her 
designee,—eor hearing offiecer)) substantially alters the status quo or 
substantially limits the freedom of a party to act; or 

(iii) If the executive director, ((Bis—ee #e#)) the executive di- 
rector's designee, or the hearing officer has so far departed from the 
accepted and usual course of administrative proceedings as to call for 
( (-He-execreise of +eviseryjtisdctiecr)) immediate review by the com- 
mission. 

(c) A motion for discretionary review ( (4##der—ehis-—+ute)), and 
any response, should not exceed ( (#+fteen)) 15 pages ( (deube 
spaced,)) (double-spaced, 12-point type) excluding appendices. 

(d) Denial of discretionary review of a decision does not affect 
the Pas of a party to onra later review of the ( (execHbive—ci+rec- 

1s)) interlocutory de- 
Sisdon or the issues poe san wae to that decision. 

(5) Unless appealed to the commission under WAC 391-25-660, a de- 

cision issued under this section ((shaH—be)) is the final order of 
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the agency ((+)) with the same force and effect as if issued by the 
commission. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.58.050, 41.59.110, 
41.76.060, 41.80.080. WSR 08-04-058, § 391-25-390, filed 1/31/08, ef- 
fective 4/1/08. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.110, 41.58.050, 41.56.060, 41.56.070, 41.56.080, dieS 9010; 
41.59.080 and 41.59.090. WSR 01-14-009, § 391-25-390, filed 6/22/01, 
effective 8/1/01. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.110, 41.58.050, 41.56.060; 41.56.070, 41.59.070 and 41.59.080. 
WSR 98-14-112, § 391-25-390, filed 7/1/98, effective 8/1/98; WSR 
90-06- a § 391-25-390, pice 3/7/90, effective 4/7/90. Statutory Au- 
thorit RCW 28B.52.080, 41.58.050, 41.56.090 and 41.59.110. WSR 

88- 12-054 (Order 88-02), § 391-25- 390, filed 5/31/88. Statutory Au- 


thority: RCW 34.04.022, 41.58.050, 41.56.090, 41.59.110 and 
28B.52.080. WSR 85-19-059 (Resolution No. 85-01), 5 391-25-390, filed 
9/16/85. Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 
41.59.110 and 47.64.040. WSR 80-14-046 (Order 80-5), § 391-25-390, 
filed 9/30/80, effective 11/1/80.] 


NEW SECTION 


WAC 391-25-400 Card check. (1) If only one organization is 
seeking certification as the exclusive representative of unrepresented 
employees and the showing of interest exceeds 50 percent of the em- 
ployees subject to the petition, then the executive director or the 
executive director's designee may direct a card check to determine 
whether th mployees desire to be represented by the petitioner. 

(2) Employees desiring to withdraw their showing of interest 
cards for purposes of the card check may do so by sending an individu- 
al card or letter signed by the employee to the executive director or 
the executive director's design before the date specified in the di- 
rection of card check. The agency shall notify the petitioner of any 
such request before the commencement of the card check but shall not 
disclose the identity of the employee submitting the request. 

(3) The employer shall make available to the agency original or 
legible copies of employment records containing the names and signa- 
tures of the employees in the bargaining unit. 

(4) Before the commencement of the card check, the petitioner may 
file and serve, as required by WAC 391-08-120, a request that the 
question concerning representation be determined by a representation 
election. 
(5) All card checks must be by actual comparison of records pro- 
vided by the parties. The agency shall not disclose the names of em- 
ployees giving representation authorization in favor of the organiza- 
tion. Following the comparison of records, the agency shall issue a 
tally sheet demonstrating the outcome of the card check. 
(6) The card check procedures described in subsections (1) 
through (5) of this section are not applicable for certificated em- 
ployees who collectively bargain under chapter 41.59 RCW, academic em- 
ployees who collectively bargain under chapter 28B.52 RCW, symphony 
musicians who collectively bargain under chapter 49.39 RCW, and the 
bargaining units described in RCW 74.39A.270, 74.39A.300, 41.56.028, 
41.56.029, and 41.56.510. 
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AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 

WAC 391-25-420 Unit determination elections. Employees 
((sheatt)) may not be subjected to examination or cross-examination 


concerning their views on the configuration of bargaining units. 


unit determination election 


d 


termine th 


in 


ria)), 


41 


(1) ((Whe=e)) 


a unit determina 


((=))desire ((*)) 


( (shaH—be)) 
of the employees involved. 

If the executive director determines that either of 
two or more bargaining unit configurations proposed by petitioning or 
tervening organizations coul 
tion el 


(2) ((Whe=e)) 


is the 


ld be appropriate ( 
ection 


( (shalt) ) 


A 
exclusive method to 


(aHdexrothe+r_erite— 


must be conducted. 


Unless governed by RCW 41.56.050(2) 


or 


-80.070(3), 


ca 
el 


in 


th 


th 


th 
te 
pr 
th 


sh 


pe 
no 
as 
un 
el 
[S 


41 
8/ 


Ce 


lly separate bargaining units, 
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(a) Th 
dicating under 
(b) Th 


e merger of units ( (7) 


(c) Th 
e applicable statute. 
(i) If th 
e executive 
(ii) 
d, the execu 
oposed unit is, 
e applicable statute. 
(d) If th 
all conduct 


TE th 
( (sheatt) ) 


(1) 

tition 
(ii) 
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At, 
(iii) 


ection prior to 

ta 

.56.060. WSR 01-14-009, 
1/01.] 


rtified on 8/31/2022 


der this section. 
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two or more existing bargaining 
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e propriety of 
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If the propriet 
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on its face, 
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UEST 
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facts" 
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CS 
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that i 
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be eval 
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to merge 
it may req 


two or more histori- 
unit determination 


a 


under WAC 391-25-070, 
is seeking a merger of 


indicate support for 


uated separately in each 


unit under 


the merged bargaining unit is disputed, 


make a determination followin 
ty of the merged bargaining unit i 
tor or designee shall determin 
an appropriate bargaining u 


gah 
s sti 


e merged unit is found to be appropriate, 
a unit determination election in each of the bargaining 


units proposed for merger. 
j e merger is rejected in any of 
must be dismissed. 

If the merger is approved in all of 
for intervention has been gran 
shall issue a certification designating 


the exclusive bargaining representative of 
If a motion for intervention has been 


391-25-170 or 391-25-190, the agency shall condu 


tutory Authority: RCW 28B.52.080, 
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ted, the 
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WAC 391-25-430 Notice of election or card check. 
to be conducted, 


election 


er, and 
copy of 


the employer shall 
the notice of el 


or card check is 


(Amending WSR 16-06-019, 


provide to 


State Register, 
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Issue 22-17 


WSR 2 
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effective 


When an 
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the petitioned-for employees 
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post 
notices 


( (Ehem) ) 


must con 


tain all of 


to affected employees are usually posted. The notice 
the following: 


ts premises wher 


tion or card check. The employer shall also 
the notice in conspicuous places on it 


( (shalt) ) 


( (42) -Phe—deseriptien—ef the bargaining unt tes vetting -groupt{s} 
, eee : ; ; ; , ; 


42>) ) 


fa) 
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ing period for an elec 
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Lied 

including that 
to be employed within 
ballot in an on-site election, 
( (e=) ) 
the date agency staff conducts 


check, 
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lots, 
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tronic election; 
(b) The cut-off date, 


for an on-site el 


ection ( (;—6#) ) 7 


The deadline for return of mail ballots or the date(s), 
the vot- 
or the date of the card check. 


if any, or 


ishing el 


igibility to vote 


the el 


at the closing 


ligible employees 
the bargaining 
at the deadlin 


of polls in an el 


other criteria 
in 
are limi 
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the election or card 
to those who 


unit when they cast a 
e for return of mail bal- 
ectronic election, or on 


the card check under WAC 391-25-400. 


(ieee) ) 
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the—date—on whieh battets—are matted in—a_mait_batteoteteecticn-) ) 
Notices of the election 


til ata 
that the 


(c) A statement of 
check and the question to be voted upon 


( (skhet+) ) 
Lly of ballots or card check has been issued. Th 


the purpose o 


f 


or card che 


ck must remain 


employer post the notices of el 


the election or card 


( (ee—a—sampte—baitet) ). 


(2) 


posted un- 
requirement 


Lection in conspicuous places 


on its premises where notices to affected employees are usu 


ally 


posted 


is inapp 


icable to 


the bargaining units 


described in RCW 74.39A.270, 


74.39A.300, 


41.56.028, 


41.56.029, 


and 41.56.5 


LO 


(3) 


While a notice of election is posted, 


employees in the 


bar- 


gaining unit or proposed bargaining unit have 


the right to conduct 


campaigning activities in 


the public areas or in 


the nonworking 


areas 


of 


the employer's premises, 


during nonworking 


time of 


the campaigner 


and 


employees being solicit 


ted, 


as long as the 


activities do not 


dis- 


rupt 


operations. 


However, 


if employees are permi 


ted to discuss 


non- 


work subjects or solicit o 


ther employees in w 


ork areas, 


the employer 


cannot discriminatorily regulate employee discussions or solicita- 


tions. 


(a) 


Nonemployees have the right to engage in campaigning activi- 


ties in the employer's public areas consistent with 


the reasonable use 


of those 


areas. Where ther 


ar 


no public areas in an employer's work- 


place, 


reasonable comparable access must be granted. 


(b) Employer rules and policies may expand these rights. Employer 
rules and policies must be nondiscriminatory. 
[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.58.050, 41.59.110, 
41.76.060, 41.80.080, 47.64.280(2), 49.39.060. WSR 16-06-019, § 
391-25-430, filed 2/22/16, effective 3/24/16. Statutory Authority: RCW 
28B.52.080, 41.56.090, 41.58.050, 41.59.110, 41.76.060, 41.80.080. WSR 
08-04-059, § 391-25-430, filed 1/31/08, effective 4/1/08. Statutory 
Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
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28B.52.030, 41.56.060, 41.56.070 and 41.59.070. WSR 01-14-009, S$ 
391-25-430, filed 6/22/01, effective 8/1/01; WSR 96-07-105, § 
391-25-430, filed 3/20/96, effective 4/20/96. Statutory Authority: RCW 
41.58.050, 28B.52.080, 41.56.090, 41.59.110, 41.56.060, 41.56.070 and 
6 
u 


41.59.070. WSR 90-06-072, S$ 391-25-430, filed 3/7/90, effective 
4/7/90. Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 
41.59.110 and 47.64.040. WSR 80-14-046 (Order 80-5), § 391-25-430, 
filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 10-20-172, filed 10/6/10, effective 
11/6/10) 


WAC 391-25-450 Disclaimers. ( (Pete+te—_+he—_isstaneeo£)) Before 
the agency issues a notice of election and ( (€he-mattéing-of)) mails 
the ballots, an organization may disclaim a bargaining unit and have 
its name removed from the ballot by written notice filed and served as 
required by WAC 391-08-120. The organization filing a disclaimer 
( (sha )) may not seek to be certified in the bargaining unit, or any 
subdivision thereof, for a period of at least six months. 


[Statutory Authority: RCW 28B.52.080, 41.06.340, 41.56.090, 41.58.050, 
41.59.110, 41.76.060, 41.80.080, and 49.39.060. WSR 10-20-172, S 
391-25-450, filed 10/6/10, effective 11/6/10. Statutory Authority: RCW 
28B.52.080, 41.56.090, 41.59.110, 41.58.050, 41.56.070 and 41.59.070. 
WSR 01-14-009, § 391-25-450, filed 6/22/01, effective 8/1/01; WSR 
98-14-112, § 391-25-450, filed 7/1/98, effective 8/1/98; WSR 
90-06-072, § 391-25-450, filed 3/7/90, effective 4/7/90. Statutory Au- 
thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-046 (Order 80-5), § 391-25-450, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 16-06-019, filed 2/22/16, effective 
3/24/16) 


WAC 391-25-480 Elections—Electioneering—Objectionable conduct. 
(1) The executive director ((shett +eve)) has discretion to conduct 
elections electronically, by mail, or on-site. The procedures for each 
means of election ((sheł)) must be designed to preserve the secrecy 
of employee voting. Multiple questions, including unit determination 
elections, may be submitted to employees at the same time on separate 
ballots. 
(2) Ark 
tt+en,)) The agency shall transmit the results of an electronic elec- 
tion to the parties of record. 

(3) Following the close of an election by mail, each party may be 
represented by observers of ((+€s)) their own choosing at the tally of 
any ballots. ( (Am;+:s¢s—ef these whe tFave—vetede+ whe have abstained 
the—tat+-) ) 

(4) For an on-site election, each party may be represented by ob- 
servers of ((+§S)) their own choosing, subject to ((s#eR)) any limita- 
tions ((as)) the executive director may prescribe. During the hours of 
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voting, no management official having authority over bargaining unit 

employees nor any officer or paid employee of an organization 

((shatt)) may serve as observer. ( (Amy;+sts—ef these whe Fave—veted 
=)) 

(5) The following prohibitions apply to assure appropriate condi- 
tions for employees to cast their ballots: 

(a) The reproduction of any document purporting to suggest, ei- 
ther directly or indirectly, that the agency endorses a particular 
choice in an election is prohibited. 

(b) The use of deceptive campaign practices improperly involving 
the ((cemmissien)) agency and its processes is prohibited 

(c) The use of forged documents is prohibited. 

(d) Coercion or intimidation of eligible voters, or any threat of 
reprisal or force or promise of benefit to eligible voters, is pro- 
hibited. 

(e) Conduct in violation of WAC 391-25-140 is prohibited. 

(f£) Misrepresentations of fact or law are prohibited. To set 
aside an election, a misrepresentation must: 

(i) Be a substantial misrepresentation of fact or law regarding a 
salient issue; 

(ii) Be made by a person having intimate knowledge of the subject 
matter, so that employees may be expected to attach added significance 
to the assertion; 

(iii) Occur at a time which prevents others from effectively re- 
sponding; and 

(iv) Be reasonably viewed as having had a significant impact on 
the election, whether a deliberate misrepresentation or not. 

(g) Election speeches on the employer's time to massed assemblies 
of employees are prohibited during the period that the polls are open 
in an on-site or electronic election or during the period beginning on 
the scheduled date for a mail ballot election and continuing through 
the deadline for mail ballots. Other electioneering not prohibited by 
(a) through (f) of this subsection is permitted during that period. 

(h) For on-site elections, ( (#he*e—-shatt+ $e)) no electioneering 
may occur at or ((abevt)) around the polling place during the hours of 
voting. 

(6) Violations of this rule ((sHett} 6e)) are grounds for setting 
aside an election upon objections properly filed. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.58.050, 41.59.110, 
41.76.060, 41.80.080, 47.64.280(2), 49.39.060. WSR 16-06-019, § 
391-25-480, filed 2/22/16, effective 3/24/16.] 


AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-25-510 Challenged ballots. (1) Any observer or the 
election officer may challenge, for good cause, the eligibility of any 
person seeking to cast a ballot in ((##e)) a mail ballot, on-site, or 
electronic election. No person ((shke++)) may be denied the right to 
cast a challenged ballot ( (~-FRKe-eteeticn officer shat} net havea 
theri+yto+esetreechattenges)), and the ballot of the challenged vot- 
er ((sHatt)) must be placed in a sealed envelope identifying the voter 
and the observer or election officer challenging the eligibility of 
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the voter ( (~—FRe-batte+ shat net beepeneced anti} the—_ehattenge—_+s—_re— 
setved)). 

(2) Any party may withdraw a challenge previously made and, un- 
less the eligibility of the voter is challenged by another party or 
((B¥)) the election officer, the challenge ( (shat +e)) is resolved. 
(3) If the challenged ballots ( (a*e—+svfficient—_innaumberte) ) 
do not affect the results of the election, they ((skhett)) will be im- 
pounded ( (amd we—seuting shat} be—made)) and the appropriate certifica- 


tion or interim certification will be issued. 


(4) If the number of challenged ballots ( (a*ee—-sufficient—in aaa 
bex-te)) would affect the results of the election, the ((etecticn cf- 
ci halas ; ie E , ) halt 


)) executive di- 
rector or the executive director's designee shall conduct proceedings 
under WAC 391-25-390 and rule on all challenges except those made by a 
party to preserve an objection to a ruling previously made by the ex- 
ecutive director or the executive director's designee as to the eligi- 
bility of the challenged voter. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.030, 41.56.060 and 41.59.070. WSR 01-14-009, § 391-25-510, 
filed 6/22/01, effective 8/1/01; WSR 96-07-105, § 391-25-510, filed 
3/20/96, effective 4/20/96. Statutory Authority: RCW 41.58.050, 
28B.52.080, 41.56.090, 41.59.110 and 41.56.040. WSR 90-06-072, § 
391-25-510, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 
80-14-046 (Order 80-5), § 391-25-510, filed 9/30/80, effective 


AMENDATORY SECTION (Amending WSR 08-04-058, filed 1/31/08, effective 
4/1/08) 


WAC 391-25-530 Votes needed to determine election. 


ef ne representative-)) (1) Except as provided in subsection (2) of 


this section, representation elections must be decided by a majority 
of those voting. 
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(a) If there are only two choices on the ballot, a tie vote re- 
sults in a certification of no representative. 

(b) If there are only two choices on the ballot and both choices 
are qualified employee organizations or bargaining representatives, 
the executive director may direct a rerun election following a tie re- 
sult for good cause shown. 
(2) Unit determination elections and representation elections 
conducted under chapter 41.56 RCW with three or more choices on the 
ballot must be decided by a majority of those eligible to vote in the 
election. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.58.050, 41.59.110, 
41.76.060, 41.80.080. WSR 08-04-058, § 391-25-530, filed 1/31/08, ef- 
fective 4/1/08. Statutory Authority: RCW 41.58.050, 28B.52.080, 
41.56.0900, 41.59.110, 41.56.0700 and 41.59.070. WSR 90-06-072, § 
391-25-530, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 

46 (Order 80-5), § 391-25-530, filed 9/30/80, effective 

.] 


N 
U 
N 
U 


AMENDATORY SECTION (Amending WSR 96-07-105, filed 3/20/96, effective 
4/20/96) 


WAC 391-25-550 Tally sheet. The election officer shall prepare 
and ( (f¢*ni+shte—each_ef the parties)) issue a tally of the votes cast 
on unchallenged ballots and the number of challenged ballots. The tal- 
ly must indicate whether the results of the election were conclusive 
or inconclusive. After the ((se¥bsequern+)) resolution of challenged 
ballots affecting the results of the election, a revised tally 
((shkeHt)) must be issued ( (and fusnished tothe parties.Fhe+ait 
shadi+_indicate whether the results —_of the election were _eenehisive—o+ 
treenctisive)). 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.030, 41.56.060 and 41.59.070. WSR 96-07-105, § 391-25-550, 
filed 3/20/96, effective 4/20/96. Statutory Authority: RCW 41.58.050, 
28B.52.080, 41.56.090, 41.59.110, 41.56.070 and 41.59.070. WSR 
90-06-072, § 391-25-550, filed 3/7/90, effective 4/7/90. Statutory Au- 
thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-046 (Order 80-5), § 391-25-550, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 90-06-072, filed 3/7/90, effective 
4/7/90) 


WAC 391-25-570 Procedure following inconclusive election. In 
any election in which there are ( (mexe—than—twe)) three or more 
choices on the ballot, if none of the choices receives the number of 
votes necessary to determine th lection, a run-off election 
((shatt)) must be held providing for selection between the two choices 
receiving the largest numbers of valid ballots cast in the inconclu- 
sive election. Any organization ((te—be)) excluded from a run-off 
election may file objections to specific conduct affecting the results 
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of the inconclusive election. Where the choice of "no representative" 
is to be excluded from a run-off election, the employer or decertifi- 
cation petitioner may file objections to specific conduct affecting 
the results of the inconclusive election. ((Svek)) Any objections 

( (sha )) must be resolved ( (peter —to—the-conductef)) before a run- 
off election is conducted. All run-off elections ((sHatt)) must be de- 
termined as provided in WAC 391-25-530. 


[Statutory Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110, 
41.56.070 and 41.59.070. WSR 90-06-072, § 391-25-570, filed 3/7/90, 

effective 4/7/90. Statutory Authority: RCW 28B.52.080, 41.56.040, 
4 
3 


1.58.050, 41.59.110 and 47.64.040. WSR 80-14-046 (Order 80-5), $S 
91-25-570, filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-25-590 ( (Filing—and-service—cf)) Objections to improper 


conduct and interim orders. The due date for objections is seven days 
after the tally has been served under WAC ( (39+-25-440—6+—rdeF) ) 
391-25-400 or 391-25-550, regardless of whether the number of chal- 
lenged ballots ( (a¥e—seufficien+—inaumesrte)) would affect the re- 
sults of the election. The time { (pested)) for filing objections can- 
not be extended. 

(1) Objections by the petitioner, the employer, or any intervenor 
((shatt)) must set forth, in separate numbered paragraphs: 

(a) The specific conduct which the party filing the objection 
claims has improperly affected the results of the election; ( (ard/er) ) 
or 


(b) The direction of election, direction of ((eress-cheek)) card 
check, or other interim rulings which the objecting party desires to 
appeal to the commission. 

(2) Objections by individual employees are limited to conduct or 
procedures which prevented them from casting a ballot. 

(3) Any objections ((skett)) must be filed ( (a@t—the-commissionts 
Olympiaeffiee)) and served as required by WAC 391-08-120 ( ({4),—en¢d 

; ae 5 = bal e , 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.030, 41.56.060 and 41.59.070. WSR 00-14-048, § 391-25-590, 
filed 6/30/00, effective 8/1/00; WSR 98-14-112, § 391-25-590, filed 
7/1/98, effective 8/1/98; WSR 96-07-105, § 391-25-590, filed 3/20/96, 
effective 4/20/96. Statutory Authority: RCW 41.58.050, 28B.52.080, 
41.56.090, 41.59.110, 41.56.070 and 41.59.070. WSR 90-06-072, § 
391-25-590, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 
80-14-046 (Order 80-5), § 391-25-590, filed 9/30/80, effective 
11/1/80.] 
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AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-25-610 Procedure where no objections are filed. If no 
objections are filed within the time set forth ( (abeve,—ane i£-ary) ) 
in WAC 391-25-590, if the number of challenged ballots ( (ave—imsuffii- 
eient—in—number—to) ) does not affect the determination of the question 
concerning representation, and if no run-off election is to be held, 
the executive director shall issue a certification having the same 
force and effect as if issued by the commission. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
41.56.080 and 41.59.090. WSR 01-14-009, § 391-25-610, filed 6/22/01, 
effective 8/1/01. Statutory Authority: RCW 41.58.050, 28B.52.080, 
41.56.090, 41.59.110, 41.56.060, 41.56.070 and 41.59.070. WSR 
90-06-072, § 391-25-610, filed 3/7/90, effective 4/7/90. Statutory Au- 
thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-046 (Order 80-5), § 391-25-610, filed 9/30/80, 
effective 11/1/80. ] 


AMENDATORY SECTION (Amending WSR 98-14-112, filed 7/1/98, effective 
8/1/98) 


WAC 391-25-630 Procedure where conduct objections are filed. 
((WHere)) If objections allege improper conduct under WAC 391-25-590 
(1) (a) or (2), other parties may be requested to respond to the objec- 
tions within a period of time established by the agency. The period 
((shett)) must be seven days or more. 


(1) If the objections and any responses indicate there is no gen- 
uine issue as to any material fact and that one of the parties is en- 
titled to a judgment as a matter of law, the commission may issue a 
summary judgment in the matter. 
(2) If the objections and any responses raise material questions 
of fact whee? cannot De PeoO ee a a pean ( (=Reve—shat++be 


Laas IE ae the MEE may be nde to the executive director 
to conduct further proceedings under WAC 391-25-390. ((+é+)) Hearings 
on objections to conduct affecting the results of an election may be 
consolidated with hearings on challenged ballots in the same proceed- 
ing. 


(3) The objections, any responses, and the record made at any 
hearing on the objections ((sHatHt)) must be referred to the commis- 
sion. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
41.56.070 and 41.59.070. WSR 98-14-112, § 391-25-630, filed 7/1/98, 
effective 8/1/98. Statutory Authority: RCW 41.58.050, 28B.52.080, 
41.56.090, 41.56.040 and 41.59.110. WSR 90-06-072, § 391-25-630, filed 
3 

41 
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71/90; effective 4/7/90. Statutory Authority: RCW 28B.52.080, 
.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 80-14-046 (Order 
0-5), § 391-25-630, filed 9/30/80, effective 11/1/80.] 
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AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-25-650 Briefs and written arguments on objections. (1) 
The due date for any appeal brief which the party filing an objection 
desires to have considered by the commission ( (sheh be fersteen)) is 
14 days following the later of: 

(a) The issuance of a transcript of a hearing held under WAC 
391-25-630(2); or 

(b) The filing of objections under WAC 391-25-590 ( (++4)+4})). 

( (Any _beief shalt be ited at the_ceommissients Olympia _eftitee—as 


=) ) 

(2) The due date for any responsive brief which any other ((pae— 
tt+es)) party desires to have considered by the commission ((sheH—be 
feustecn)) is 14 days following the date on which that party is served 
with an appeal brief. ( (Amy beieft shalt be fited at the—commissieonts 


(3) The executive director or designee may extend the due date 
for an appeal brief or responsive brief. ((Sve)) Requests ((sHatlt) ) 
to extend the due date may only be considered if made ( (en-ex—befere) ) 
by the date the brief is due ((+)) and in compliance with WAC 
391-08-180. Extensions of time ((sHeaH}A)) may not be routine or auto- 
matic. 

(4) A party filing a brief under this section must limit ( (+s) ) 
the brief's total length to ( (4wenty;-five)) 25 pages (double-spaced, 
12-point type), unless: 

(a) It files and serves a motion for permission to file a longer 
brief ((4R-exdee)) to address novel ((arnd/6e)) or complex issues 
raised by the objections; and 

(bo) The commission or its designee grants ((stveh—a)) the motion 
for good cause shown. 

(5) Any motion filed under ((=#+s)) subsection ((sHett)) (4) (a) 
of this section tolls the due date for briefs under subsections (1) 
and (2) of this section until the commission or its designee responds 
to ((s#eh)) the motion. 

(6) Any brief or motion filed under this section must be filed 
and served as required by WAC 391-08-120. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.58.050, 41.59.110, 
41.76.060, 41.80.080. WSR 08-04-059, § 391-25-650, filed 1/31/08, ef- 
fective 4/1/08. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.110, 41.58.050, 41.56.070 and 41.59.070. WSR 01-14-009, § 
391-25-650, filed 6/22/01, effective 8/1/01; WSR 00-14-048, § 
391-25-650, filed 6/30/00, effective 8/1/00; WSR 98-14-112, § 
391-25-650, filed 7/1/98, effective 8/1/98. Statutory Authority: RCW 
41.58.050, 28B.52.080, 41.56.090, 41.59.110, 41.56.060, 41.56.070 and 
41.59.070. WSR 90-06-072, § 391-25-650, filed 3/7/90, effective 
4/7/90. Statutory Authority: RCW 34.04.022, 41.58.050, 41.56.090, 
41.59.110 and 28B.52.080. WSR 85-19-059 (Resolution No. 85-01), § 
391-25-650, filed 9/16/85. Statutory Authority: RCW 28B.52.080, 
4 
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1.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 80-14-046 (Order 
0-5), & 391-25-650, filed 9/30/80, effective 11/1/80.] 


Certified on 8/31/2022 [ 611 ] WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-165 


AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-25-660 Appeals from orders and jurisdictional rulings. 
An order issued under WAC ( (394+-25-390)) 391-25-290 or 391-25-510 and 
any rulings in the proceedings up to the issuance of the order, as 
well as rulings that the employer or employees are subject to the ju- 
risdiction of the ((cemmissien)) agency, may be appealed to the com- 
mission as follows: 

(1) The due date for a notice of appeal ((skhat+} be-twenty)) is 20 
days following the date of issuance of the order being appealed. The 
time for filing a notice of appeal cannot be extended. 

(2) ((WRexe)) If an order has been appealed, the due date for a 
notice of cross-appeal by other parties ((sHet}+e)) is seven days af- 
ter the last date on which a notice of appeal could be timely. The 
time for filing a notice of cross-appeal cannot be extended. 

(3) A notice of appeal or notice of cross-appeal ((sHeatt)) must 
identify, in separate numbered paragraphs, the specific rulings, find- 
ings of fact, conclusions of law, or orders claimed to be in error. 

(4) A party ( (whieH)) that desires to cite or reassert a document 
previously filed in the matter ((shał+)) must do so by reference to 
the document already on file((+)) and shall not file or attach another 
copy of the document to ((papess)) documents filed regarding an ap- 
peal. 


(5) A notice of appeal or notice of cross-appeal ((sHett)) must 


be filed ( (@t—-Re—ecemmissionts olympia effiee)) and served as required 
by WAC 391-08-120 ( (44—enc eoepies—shatt be—servecon—att other par 
)). 


(6) The due date for any appeal brief ( (wRteR)) that the party 
filing an appeal or cross-appeal desires to have considered by the 
commission ( (sha}}+ be—fourteecr)) is 14 days following the filing of 
its notice of appeal or notice of cross-appeal. Any brief ((skett)) 
must be filed ( (a@—the—ceommissients olympiae effiee)) and served as re- 
quired by WAC 391-08-120 ( (44—enc eepies—shelt be—servedeonattether 

; = WAC_391-99-129 13 144 


(7) The due date for any responsive brief ( (whtehH)) that a party 
desires to have considered by the commission ( (sheat}+ be—ferrteen)) is 
14 days following the date on which that party is served with an ap- 
peal brief. Any brief ((sHet+)) must be filed ( (a@—tRe-commissients 
Olympiaeffiee)) and served as required by WAC 391-08-120 ( ({4,—en¢d 
eopies—shalit _be—-servedon—aHt ether parties—as recited by WAS 
391-086-120 (3} end 4+)). 

(8) The executive director or designee may extend the due date 
for an appeal brief or responsive brief. ((Sve)) Requests ((skHalt) ) 
to extend the due date may only be considered if made ( (en-ex—befere) ) 
by the date the brief is due ((+)) and in compliance with WAC 
391-08-180. Extensions of time ((sHeaHA)) may not be routine or auto- 
matic. 

(9) A party filing a brief under this section must limit ( (+s) ) 
the brief's total length to ( (4went;-five)) 25 pages (double-spaced, 
12-point type), unless: 

(a) It files and serves a motion for permission to file a longer 
brief ((4R exdee)) to address novel ((arnd/6e)) or complex issues 
raised by the appeal; and 

(bo) The commission or its designee grants ((stveh-—a)) the motion 
for good cause shown. 
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ty: RCW 28B.52.080, 41.5 
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34.05.4064, 
1-25-660, filed 6/30/00, 
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(Amending WSR 00-14-048, 


Issue 22-17 


subsection ( 


6.090, 41.58 


WSR 22-17-165 
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.050, 41.59.1100, 


-25-660, filed 1/31/08, ef- 


fective 4/1/08. Statutory Authority: RCW 28B.52.080, 41.56.090, 
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filed 6/30/00, effective 


WAC 391-25-670 Commission action on objections and appeals. If 


there are object 


der WAC 391-25-660, th 
must be transmitted to the commission 


request the 


basis of th 


Newer 


tions under WAC 391-25-590 or an order is appealed un- 
record in the proceedings ( (skett)) 
((membexs)). The 


commission may 


parties to appear before it to make oral argument as to 
any or all of the issues in the matter. The commission shall, on the 
ntire record transmitted to 


it, determin 


or appeal and any challenged ballo 


stent—te)) under WAC 391-25-510((+)) and ( 


orders. 


[Statutory Authority: RCW 28B.52.080, 41.5 


34.05.464, 4 
6/30/00, effective 8/1/00; 
effective 8/1/98. Statutory Authority: 


1.56.070 and 41.59.070. WSR 00 
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1-25-051 


1-25-096 


Special provision—Higher education 
faculty. 

Special provision—Individual providers 
of home care under RCW 74.39A.270 and 


74.39A.300—Family child care providers 
under RCW 41.56.208—Adult family home 
providers under RCW 41.56.029—Language 
access providers under RCW 41.56.510. 


Special provision—Educational 
employees. 

Special provision—State civil service 
employees. 

Special provision—State civil service 


employees. 


Special provision—Higher education 
faculty. 

Special provision—Higher education 
faculty. 

Special provision—Higher education 
faculty. 

Special provision—Symphony musicians. 


Election agreements. 
Cross-check agreements. 


Special provision—Educational 
employees. 

Special provision—Academic employees. 
Special provision—Public employees. 
Special provision—State civil service 
employees. 

Special provision—Symphony musicians. 


Cross-check of records. 


Special provision—Educational 
employees. 

Special provision—Academic employees. 
Special provision—State civil service 
employees. 

Special provision—State civil service 
employees. 


Special provision—Higher education 
faculty. 
Special provision—State civil service 


employees. 


Election for inclusion of unrepresented 
employees. 


Special provision—State civil service 
employees. 
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WAG. 3912 5-531 Special provision—Public employees. 
WAC 391-25-674 Special provision—Marine employees. 
OTS-3726.1 


AMENDATORY SECTION (Amending WSR 03-03-064, filed 1/14/03, effective 
2/14/03) 


WAC 391-35-001 Scope—Contents—Other rules. This chapter gov- 
erns unit clarification proceedings ( ($ fore the public—empteymentre-= 
jattens—eomrissisH 64 pi+t+6ns=or elas ficat jes fesse stied oa 
inguAtts)) under all chapters of the Revised Code of Washington (RCW) 
istered by the ( (commission aengd—contains—some—w est ished 
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[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
41.06.340, 41.76.060. WSR 03-03-064, § 391-35-001, filed 1/14/03, ef- 
fective 2/14/03. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.110, 41.58.050. WSR 01-14-009, § 391-35-001, filed 6/22/01, ef- 
fective 8/1/01; WSR 96-07-105, § 391-35-001, filed 3/20/96, effective 
4/20/96. Statutory Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 
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41.59.110 and chapters 28B.52, 41.56, 41.58, 41.59, 49.08 and 53.18 
RCW. WSR 90-06-073, § 391-35-001, filed 3/7/90, effective 4/7/90. 
Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 
and 47.64.040. WSR 80-14-047 (Order 80-6), § 391-35-001, filed 
9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 96-07-105, filed 3/20/96, effective 
4/20/96) 


WAC 391-35-010 Unit clarification petition ( (fex—-elarifiecation 
of an- existing bargaining unit))—Who may file. A unit clarification 
petition ( (fer-eclerificaetion of an existing bargaining unit)) may only 


be filed by the employer, the exclusive representative, ((e*)) their 
agents, or by the parties jointly. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
34.05.413, 41.56.060 and 41.59.080. WSR 96-07-105, § 391-35-010, filed 
3/20/96, effective 4/20/96. Statutory Authority: RCW 41.58.050, 
28B.52.080, 41.56.090, 41.59.110 and chapters 28B.52, 41.56, 41.58, 
41.59, 49.08 and 53.18 RCW. WSR 90-06-073, § 391-35-010, filed 3/7/90, 
effective 4/7/90. Statutory Authority: RCW 28B.52.080, 41.56.040, 
41.58.050, 41.59.110 and 47.64.040. WSR 80-14-047 (Order 80-6), $ 
391-35-010, filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-04-058, filed 1/31/08, effective 
4/1/08) 


WAC 391-35-020 Time for filing petition—Limitations on results 
of proceedings. 


TIMELINESS OF PETITION 


(1) A unit clarification petition may be filed at any time, with 
regard to: 


(a) Disputes ((eencerning)) about the appropriate bargaining unit 
lacement for newly created positions ((whieh—hevce—been _rewly;ereated 


pl 
by—an—emptoyer 
+b6}_Bisputes—eonecrnin 
ectlatred 5; we—6= mere barg 

( ({e+)) (b) Disputes u 


ment for a professional edu 


(({&)) (c) Disputes 


the atlecaticon of -emptleyees—or positions 
Aang aA es) ). e 
der WAC 391-35-300 concerning a require- 
ation certificate ((+))¢ 
der WAC 391-35-310 concerning eligibility 

for interest arbitration ((+)); 

((te}+)) (d) Disputes under WAC 391-35-320 concerning status as a 
confidential employee ((+)); or 

((+£+)) (e) Disputes under WAC 391-35-330 concerning one-person 
bargaining units. 


[€ 


S—~S9AS HA 


(2) A ( (aRit—elerificatien)) petition concerning supervisory sta- 
tus ( (as—a—-superviser)) under WAC 391-35- 340 ( (7 )) or regular part-time 
status ((as—a—‘eculesrpart—-time—oreastatempteyee)) under WAC 
391-35-350 ( (;—+s—subject tothe foltowing—-econditiens)) will be consid- 


ered timely if: 
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ingagreement_)) All parties agree to raise the issue; 
(D) ( (Bxeept—as—previdediinder subsection (?}ta}ef+his_sectieon; 


er—exclisieon_ofapesiticn or etass-)) The petitioner demonstrates 
that it put the other party on notice during negotiation for the most 
recent collective bargaining agreement that it would contest the in- 
clusion or exclusion of the position or class through a unit clarifi- 
cation proceeding and the petitioner files the petition before ratifi- 
cation of the current collective bargaining agreement; or 

(c) The petitioner demonstrates through evidence that a substan- 
tial change in circumstances occurred within a reasonable time befor 
the filing of the petition and that the change in circumstances war- 
rants a modification of the bargaining unit by inclusion or exclusion 
of a position or class. 


LIMITATIONS ON RESULTS OF PROCEEDINGS 


(3) Employees or positions may be removed from an existing bar- 


gaining unit ( (+R -2-—o5++ eclerificaticon preceeding ted +hin—a—_+ea= 
= ne ; eed 1 


)) if the petition was 
timely filed as provided in subsections (1) and (2) of this section. 
(4) Employees or positions may be added to an existing bargaining 
unit in a unit clarification proceeding if: 
(a) ((Whexe—e)) The petition is filed within a reasonable time 
period after a change of circumstances altering the community of in- 
terest of the employees or positions; ((¢6*)) 

(b) ((WRere)) The existing bargaining unit is the only appropri- 
ate unit for the employees or positions; or 

(c) All parties to the proceeding agree the agency should rule 
upon the reguest for clarification. 


(5) ( (Bxeept—as provided under subsection HMh—of—this—section e 


Sivebargaining+epresentative.)) An order clarifying bargaining unit 
will not be issued under this section if: 

(a) Employees or positions have been excluded from a bargaining 
unit by agreement of the parties or by a certification, and a unit 
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(6) A 


)) 


An appropriate bargainin 


at a school district or educat 
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AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-35-050 Contents of petition filing forms. Each comple- 


ted unit cal neuer a PREE On Dea earns me minma cas 


ing i wether obtained Eron the sean s website or through the 
agency's e-filing system, must include all of the following: 

(1) Information identifying the parties and their ( (¥eteticn-— 
ships)) representatives, including: 

(a) The name, email address, mailing address, and telephone num- 


ber of the employer ( (;—en¢he—_‘rame,—_address,—_tetephone—_aumbe+,— fax 
numbe+,—and_emaitaddress—ofi+tspeineipat)) and of the employer's 


representative; and 
(b) The name, email address, mailing address, and telephone num- 


a interes Coe of une RSD FCRES SCH te 


addeess)) and of ee principal representative ( (+ 


(2) Information concerning the parties' relationships, including: 
(a) The parties' contractual relationship, indicating that: 
(i) The parties have never had a contract; or 
(ii) The parties have had a contract, and a copy of the current 
((+))or most recent ((+)) collective bargaining agreement is attached; 
((te+)) (b) The status of negotiations between the parties, indi- 
cating that: 
(i) The parties' contract is closed; or 
(ii) The parties are currently in contract negotiations; 
((+&)) (c) The description of the existing bargaining unit, 
specifying inclusions and exclusions; 
( (+ +)) (d) The number of employees in the bargaining unit; and 
((+6+)) (e) The history of the bargaining unit, including at 
least the approximate date of its creation. 
((+24)) (8) An explanation of the proposed change and the reasons 
for the proposed change, including identification of the position(s), 
lassification(s), or group(s) at issue((7))% the number of employees 


Cc 
in each position, classification, or group((+)); and the ( (presen) ) 
bargaining unit ( (+metesien—eor-exchisien)) status of each position, 
e ion, or GN QUD ) Mig ae ee re ee ae 


((43+)) (4) Identification of other interested employee organiza- 
tions, including the name ( (s—ardaddeesses)), email address, and mail- 
ing address of any other employee ( (e*ganizeations)) organization(s) 
claiming to represent any employee((s)) affected by the proposed clar- 
ification(s) ((+)) and a brief description ((+s}+)) of ( (#he-ecentracts; 
+£—eryr)) any contract(s) covering ((s#eR)) those employees. 

((+4)) (5) Any other relevant facts. 

((+5+)) (6) The name(s), signature(s), and((7—+6£erny)) title(s), 
if any, of the ( (¥ep¥resenteativets} ef the petitiione+rts},—and)) per- 
son(s) filing the petition as well as the date(s) of the signature(s). 

(7) Any other information requested in the unit clarification pe- 
tition filing form found on the agency's website at www.perc.wa.gov or 
as required through the agency's e-filing system. 
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[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
34.05.413, 41.56.060 and 41.59.080. WSR 01-14-009, § 391-35-050, filed 
6/22/01, effective 8/1/01; WSR 96-07-105, § 391-35-050, filed 3/20/96, 
effective 4/20/96. Statutory Authority: RCW 41.58.050, 28B.52.080, 
41.56.090, 41.59.110, 41.56.060 and 41.59.080. WSR 90-06-073, § 
391-35-050, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 
80-14-047 (Order 80-6), § 391-35-050, filed 9/30/80, effective 
11/1/80.] 


AMENDATORY SECTION (Amending WSR 90-06-073, filed 3/7/90, effective 
4/7/90) 


WAC 391-35-070 Amendment and withdrawal. ( (Awy)) A petition may 
be amended or withdrawn by the petitioner(s) under ((steK)) any condi- 
tions ((as)) the executive director or the commission may impose. 


[Statutory Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110, 
41.56.060 and 41.59.080. WSR 90-06-073, § 391-35-070, filed 3/7/90, 

effective 4/7/90. Statutory Authority: RCW 28B.52.080, 41.56.040, 
4 
3 


1.58.050, 41.59.110 and 47.64.040. WSR 80-14-047 (Order 80-6), S 
91-35-070, filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-15-032, filed 7/9/08, effective 
8/9/08) 


WAC 391-35-085 Amendment of certification. A party may file a 
petition to amend an existing certification to reflect a minor change 
in circumstances, such as a change of an employee organization's name 
or an employer's name, and the executive director may amend the cer- 


tification ( (;—previded that the—purpese o£)) if the amendment ( (+s—te 


)) does 
not add or remove positions from the existing bargaining unit or 
change the bargaining unit's configuration and there is no question 
concerning representation. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.58.050, 41.59.100, 
41.76.060, 41.80.070. WSR 08-15-032, § 391-35-085, filed 7/9/08, ef- 
fective 8/9/08.] 


AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-35-090 Notice of hearing. If it appears to the execu- 
tive director or designee that a disagreement exists which could be 
the basis for issuing an order clarifying the bargaining ( (#R++—e+ 
upntts)) unit(s), a ( (hearing ecfficer shatt isseue—a)) notice of hearing 
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( (and KHave—+:)) will be issued and served on the parties. A notice of 
hearing may be amended or withdrawn before the close of the hearing. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
34.05.434. WSR 01-14-009, § 391-35-090, filed 6/22/01, effective 
8/1/01. Statutory Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 
41.59.110, 41.56.060 and 41.59.080. WSR 90-06-073, § 391-35-090, filed 
3/7/90, effective 4/7/90. Statutory Authority: RCW 28B.52.080, 
41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 80-14-047 (Order 
80-6), S$ 391-35-090, filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-35-110 Coordination of proceedings. (1) If a petition 
for clarification under this chapter is pending at the same time as a 
petition under chapter 391-25 WAC involving all or any part of the 
same bargaining unit, the proceedings under this chapter ((sheł+)) 
must be suspended, and all issues concerning the description of the 
bargaining unit ((sHett)) must be resolved in the proceedings under 
chapter 391-25 WAC. 

(2) A unit clarification proceeding may control or be controlled 
by an unfair labor practice proceeding. If a petition for clarifica- 
tion under this chapter is pending at the same time as a complaint un- 
der chapter 391-45 WAC involving all or any part of the same bargain- 
ing unit, the executive director or designee ( (shalt -4Feave)) has dis- 
cretion to withhold processing of one of the related proceedings pend- 
ing the outcome of the other related proceeding. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
34.05.070. WSR 01-14-009, $ 391-35-110, filed 6/22/01, effective 
] 


8/1/01; WSR 96-07-105, § 391-35-110, filed 3/20/96, effective 4/20/96. 
Statutory Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110 
and chapters 28B.52, 41.56, 41.58, 41.59, 49.08 and 53.18 RCW. WSR 
90-06-073, § 391-35-110, filed 3/7/90, effective 4/7/90. Statutory Au- 


thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-047 (Order 80-6), § 391-35-110, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 90-06-073, filed 3/7/90, effective 
4/7/90) 


WAC 391-35-130 Hearings—Who ((shail)) may conduct. Hearings 
may be conducted by the commission, ((b¥)) the executive director, 


((B¥)) or a member of the agency staff ((e*eby ern; ether jedividet 


eer)). At any time, a hearing officer may be substituted for the hear- 
ing officer previously ((p¥residing)) assigned. 


[Statutory Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110, 
41.56.060, 41.56.070, 41.59.070, 41.59.080 and 53.18.015. WSR 
90-06-073, § 391-35-130, filed 3/7/90, effective 4/7/90. Statutory Au- 
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thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-047 (Order 80-6), § 391-35-130, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-04-058, filed 1/31/08, effective 
4/1/08) 


WAC 391-35-170 Hearings—Reopening of hearing—Briefs. (1) Hear- 
ings ( (sett +be)) are public, ((exeept-wrere)) unless a protective or- 
der is issued under WAC 10-08-200(7), and ((skheat+ +e)) are limited to 
matters concerning the clarification of the existing bargaining unit. 
(a) The parties ((skhe++ $e)) are responsible for the presentation 
of their cases. 
(b) The hearing officer shall ascertain the respective positions 
of the parties((+)) to obtain a full and complete factual record upon 
which the agency may discharge its responsibilities under the applica- 
ble statute. The hearing officer has authority, under WAC 10-08-200 
(8) and (9), to ask questions, call witnesses, and explore matters not 
raised or only partially raised by the parties. 

(2) Once a hearing has been declared closed, it may be reopened 
only upon the timely motion of a party ( (#pen—cdiseeveryef)) that dis- 
covered new evidence which could not with reasonable diligence have 
been discovered and produced at the hearing. 

(3) The hearing officer may ((aHewex)) direct the filing of 
briefs as to any or all of the issues in a case. 

(4) Arrangements and due dates for briefs ( (she 'e)) are estab- 
lished by the hearing officer. 

(5) Any brief ( (Shatt) ) must be filed Be cama a 


((+44)) (©) A party filing a brief under this section must limit 


((+§S)) the brief's total length to ( (4wenty;-five)) 25 pages (double- 
spaced, ((#welve-peimt)) 12-point type), unless: 

(a) It files and serves a motion for permission to file a longer 
brief ((+R-e¥*der)) to address novel or complex ( (tegatend/‘/or‘fectrat 
issues—raised bythe ebjectieons)) issues; and 

(b) The executive director, ( (Bisex #er)) the executive direc- 
tor's designee, or the hearing officer grants ((stveh-a)) the motion 
for good cause shown ( (;—end)). 

((te+)) (7) A motion for permission to file a longer brief may be 
made orally to the hearing officer at the end of the ( (administea- 
tive)) hearing, and the hearing officer has the authority to orally 
grant ((sveh-e)) the motion at ((s#eR)) that time. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.58.050, 41.59.110, 
41.76.060, 41.80.070. WSR 08-04-058, § 391-35-170, filed 1/31/08, ef- 
fective 4/1/08. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.110, 41.58.050, 34.05.437, 41.56.060 and 41.59.080. WSR 
01-14-009, § 391-35-170, filed 6/22/01, effective 8/1/01; WSR 
00-14-048, § 391-35-170, filed 6/30/00, effective 8/1/00; WSR 
98-14-112, § 391-35-170, filed 7/1/98, effective 8/1/98; WSR 
96-07-105, § 391-35-170, filed 3/20/96, effective 4/20/96. Statutory 
Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110, 41.56.060, 
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18.015. WSR 90-06-073, 5 391-35-170, filed 3/7/90, 


Statutory Authority: RCW 28B.52.080, 41.56.040, 


110 and 47.64.040. WSR 80-14-047 (Order 80-6), § 


9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-04-058, filed 1/31/08, effective 


4/1 


/08) 


WAC 391-35-190 Proceedings before the executive director. (1) 
The executive director may proceed upon the record, after submission 
of briefs or after hearing, as ((may-be)) appropriate. The executive 
director shall determine the status of each position, classification, 


or group of employees ((over—whiceh—there—is—a—cdHsagrecemernt)) at issue 


and issue an order clarifying the bargaining unit, dismiss the peti- 


tor 


ty to the hearing officer to decide those issues. 


tion, or make other disposition of the matter. 
(2) ((WRese)) If the executive director determines that employee 
eligibility issues exist, the executive director may delegate authori- 


(3) (a) A party seeking review by the commission of an interlocu- 


y decision of 


the executive director, ( (Bisex #et)) the executive 


director's designee, or a hearing officer must file a motion for dis- 


cretionary review with the commission and a copy with the ( (exeecHtive 


directeor—_or his—or her designee) ) person who issued the interlocutory 


decision within seven days after the decision is issued. 


the 
nee 


rec 
EOL 


(b) Discretionary review of an interlocutory decision issued by 
executive director, ((His—e+-Fer)) the executive director's desig- 


, or a hearing 


officer will be accepted by the commission only: 


(i) If the executive director, ((His—ee #er)) the executive di- 
tor's designee, 
((whteH)) that would render further proceedings useless; ((¢6#*)) 
(ii) If the executive director ((e*Kis—ec++er)), the executive 
director's designee, or the hearing officer has committed probable er- 


or the hearing officer has committed an obvious er- 


ror and the interlocutory decision ( (e£-ehe-execeutive director, his—er 
hex—designec,—_er hearing offiecer)) substantially alters the status quo 
or substantially limits the freedom of a party to act; or 


tor's designee, 


rec 
acc 


(iii) If the 


epted and usual 


executive director, ( (Bisex #ee)) the executive di- 
or the hearing officer has so far departed from the 
course of administrative proceedings as to call for 


( ($Rhe—-exereise eof +eviseory jsisdictieon)) immediate review by the com- 


mis 


sion. 
(c) A motion 


for discretionary review under this rule, and any 


response, should not exceed ( (#+€teen)) 15 pages (double-spaced, 12- 
nt type) excluding appendices. 


poi 


(d) Denial of discretionary review of a decision does not affect 
the noe of a party to oe ease later review of the ( (execHtive—cirec— 


1s)) interlocutory de- 


Seon or the issues pores ining to that decision. 
(4) Unless appealed to the commission under WAC 391-35-210, a de- 
cision issued under this section ((shaH—be)) is the final order of 


the 


agency ((7)) wit 


commission. 


[St 
41. 
fec 


Cert 


atutory Authori 
76.060, 41.80.0 


ified on 8/31/ 


h the same force and effect as if issued by the 


ty: RCW 28B.52.080, 41.56.090, 41.58.050, 41.59.110, 
70. WSR 08-04-058, § 391-35-190, filed 1/31/08, ef- 


tive 4/1/08. Statutory Authority: RCW 28B.52.080, 41.56.090, 
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41.59.110, 41.58.050, 41.56.060 and 41.59.080. WSR 01-14-009, § 
391-35-190, filed 6/22/01, effective 8/1/01; WSR 98-14-112, § 
391-35-190, filed 7/1/98, effective 8/1/98; WSR 90-06-073, § 
391-35-190, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
34.04.022, 41.58.050, 41.56.090, 41.59.110 and 28B.52.080. WSR 
85-19-059 (Resolution No. 85-01), § 391-35-190, filed 9/16/85. Statu- 
tory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-047 (Order 80-6), § 391-35-190, filed 9/30/80, 
effective 11/1/80. ] 


AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-35-210 Appeals. An order issued under WAC 391-35-190 
and any rulings in the proceedings up to the issuance of the order may 
be appealed to the commission as follows: 

(1) The due date for a notice of appeal ( (sheh —be—twerty)) is 20 
days following the date of issuance of the order being appealed. The 
time for filing a notice of appeal cannot be extended. 

(2) ((WRere)) If an order has been appealed, the due date fora 
notice of cross-appeal by other parties ((sHet}+¢e)) is seven days af- 
ter the last date on which a notice of appeal could be timely. The 
time for filing a notice of cross-appeal cannot be extended. 

(3) A notice of appeal or notice of cross-appeal ((shatt)) must 
identify, in separate numbered paragraphs, the specific rulings, find- 
ings of fact, conclusions of law, or orders claimed to be in error. 

(4) A party ( (whieH)) that desires to cite or reassert a document 
previously filed in the matter ((sheatt)) must do so by reference to 
the document already on file((+)) and shall not file or attach another 
copy of the document to ((papess)) documents filed regarding an ap- 
peal. 


(5) A notice of appeal or notice of cross-appeal ((sHatt)) must 


be filed ( (@t—Re—-ecemmissionts Olympia effiee)) and served as required 
by WAC 391-08-120 ( (44—endc eopies—shatt beservecon—att ether par 
Re 


(6) The due date for any appeal brief ( (wRteR)) that the party 
filing an appeal or cross-appeal desires to have considered by the 
commission ( (sha}+ be—fourteecr)) is 14 days following the filing of 
its notice of appeal or notice of cross-appeal. Any brief ((skett)) 
must be filed ( (a#—he—commissionts_olympica effiee)) and served as re- 
quired by WAC 391-08-120 ( (44),—enc eepies—shalt beservedeonattether 

; l = WAC_391-99-199 13 1 tA 


(7) The due date for any responsive brief ( (whtehH)) that a party 
desires to have considered by the commission ( (sheh be —ferrteen)) is 
14 days following the date on which that party is served with an ap- 
peal brief. Any brief ((sHet+)) must be filed ( (@—tRe—commissients 
Olympiaeffiee)) and served as required by WAC 391-008-120 (1) ( (;—er4 
eopies—shalit _be-servedon—aHt ether parties—as—_reetired _byHWAS 
391-08-120(3} end (4+)). 

(8) The executive director or designee may extend the due date 
for an appeal brief or responsive brief. ((Sve)) Requests ((sheł+)) 
to extend the due date may only be considered if made ( (en-ex—befere) ) 
by the date the brief is due((+7)) and in compliance with WAC 
391-08-180. Extensions of time ((sHeaHtA)) may not be routine or auto- 
matic. 
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(9) A party filing a brief under this section must limit ((+€s) ) 
the brief's total length to ( (4wenty;-five)) 25 pages (double-spaced, 
12-point type), unless: 

(a) It files and serves a motion for permission to file a longer 
brief ((+m-exder)) to address novel ((amd/e*)) or complex issues 
raised by the appeal; and 

(bo) The commission or its designee grants ((stveh—a)) the motion 
for good cause shown. 

(10) Any motion filed under ((#6+s)) subsection ((shett)) (9) of 
this section tolls the due date for briefs under subsections (1) and 
(2) of this section until the commission or its designee responds to 
((steH)) the motion. 


Statutory Authority: RCW 41.56.060, 41.56.090, 41.58.050. WSR 
8-04-059, § 391-35-210, filed 1/31/08, effective 4/1/08. Statutory 
uthority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 34.05.464, 
1.56.060 and 41.59.080. WSR 00-14-048, § 391-35-210, filed 6/30/00, 
ffective 8/1/00; WSR 98-14-112, § 391-35-210, filed 7/1/98, effective 
/1/98. Statutory Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 
1.59.110, 41.56.060 and 41.59.080. WSR 90-06-073, § 391-35-210, filed 
/7/90, effective 4/7/90. Statutory Authority: RCW 34.04.022, 
1.58.050, 41.56.090, 41.59.110 and 28B.52.080. WSR 85-19-059 (Resolu- 
tion No. 85-01), § 391-35-210, filed 9/16/85. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 
80-14-047 (Order 80-6), § 391-35-210, filed 9/30/80, effective 
11/1/80.] 


BoP OD BPO 


AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-35-250 Commission action on appeals. If an order is ap- 
pealed under WAC 391-35-210, th ntire record in the proceedings 
((shatt)) must be transmitted to the commission ( (members)). The com- 
mission may request the parties to appear before it to make oral argu- 
ment as to any or all of the issues in the matter. The commission 
shall, on the basis of th ntire record transmitted to it, determine 
the status of each position, classification, or group covered by the 
appeal((+)) and ((ske+)) issue appropriate orders. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
34.05.464, 41.56.060 and 41.59.080. WSR 00-14-048, § 391-35-250, filed 
6/30/00, effective 8/1/00; WSR 98-14-112, § 391-35-250, filed 7/1/98, 
effective 8/1/98. Statutory Authority: RCW 41.58.050, 28B.52.080, 
41.56.090, 41.59.110, 41.56.060 and 41.59.080. WSR 90-06-0073, S$ 
391-35-250, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 

47 (Order 80-6), § 391-35-250, filed 9/30/80, effective 
=] 


N 
U 
N 
U 
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AMENDATORY SECTION (Amending WSR 96-07-105, filed 3/20/96, effective 
4/20/96) 


WAC 391-35-310 Employees eligible for interest arbitration. Due 
to the separate impasse resolution procedures established for them, 
employees occupying positions eligible for interest arbitration 
((shatt)) may not be included in bargaining units ( (whRteR +retide) ) 
with employees ((wkhe)) occupying positions that are not eligible for 
interest arbitration. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 41.56.430. WSR 96-07-105, § 391-35-310, filed 3/20/96, effective 
4/20/96. ] 


AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-35-320 Exclusion of confidential employees. Confiden- 
tial employees excluded from all collective bargaining rights ( (shet 
be)) are limited to: 

(1) Any person who participates directly on behalf of an employer 
in the formulation of labor relations policy, the preparation for or 
conduct of collective bargaining, or the administration of collective 
bargaining agreements, ((except—hat)) and the role of ((s»ełb)) that 
person is not merely routine or clerical in nature but calls for the 
consistent exercise of independent judgment; and 

(2) Any person who assists and acts in a confidential capacity to 
such person. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
41.56.030 (2) and 41.59.020 (4) (c)(ii) and (ii). WSR 01-14-009, $ 
391-35-320, filed 6/22/01, effective 8/1/01.] 


AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-35-340 Unit placement of supervisors—Bargaining rights 
of supervisors. (1) It ((sheH—be)) is presumptively appropriate to 
exclude persons who exercise authority on behalf of the employer over 
subordinate employees (usually termed "supervisors") from bargaining 
units containing their rank-and-file subordinates ( (;—+m exder)) to 
avoid a potential for conflicts of interest ( (whteR)) that would oth- 
erwise exist in a combined bargaining unit. 

(2) It ((skhe++ e)) is presumptively appropriate to include per- 
sons who exercise authority on behalf of the employer over subordinate 
employees (usually termed "supervisors") in separate bargaining units 
for the purposes of collective bargaining. 

(3) The presumptions set forth in this section ( (shat +be)) are 
subject to modification by adjudication. 


Certified on 8/31/2022 [ 626 ] WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-165 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
41.56.060 and 41.59.080. WSR 01-14-009, § 391-35-340, filed 6/22/01, 
effective 8/1/01.] 


AMENDATORY SECTION (Amending WSR 01-14-009, filed 6/22/01, effective 
8/1/01) 


WAC 391-35-350 Unit placement of regular part-time employees— 

Exclusion of casual and temporary employees. (1) ( ($¢-s4#ei+ bee ¥e- 
amotie Ly ate include res o in me : )) Except 
as provided in subsection (2) of this section, regular part-time em- 


ployees are presumptively included in the same bargaining unit 
((weER)) as full-time employees performing similar work ( (;—+ ede) ) 


to avoid a potential for conflicting work jurisdiction claims ( (whiter 


A regular part-time employee is any employee who, during the 
previous ((#wetve)) 12 months, ((Have)) worked more than one-sixth of 
the time normally worked by full-time employees ((+)) and who remains 
available for work on the same basis ( (7—shet} be—p¥esumed te be equ- 
tesx—part—time—empteyees)). 


(b) For employees of school districts and educational institu- 


tions, the term "time normally worked by full-time employees" ( (shalt 
be)) is based on the number of days in the normal academic year. 


(2) ( (4t—shatt be-presumptivety appropriate te exeiudeeastat and 


wieeh_ ful+—time—and +equtearpart—timneempteyees~+)) (a) Part-time and 
nonpermanent civil service employees covered by chapter 41.06 RCW are 
presumptively included in the same bargaining unit as full-time em- 
ployees covered by chapter 41.06 RCW performing similar work regard- 
less of the number of hours worked to avoid a potential for conflict- 
ing work jurisdiction claims. 

(b) Temporary employees defined by WAC 357-04-045(1) may only be 
included in a bargaining unit as provided in WAC 357-04-045(3). 

(3) The presumptions set forth in this section ( (shat +be)) are 
subject to modification by adjudication. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
41.56.060 and 41.59.080. WSR 01-14-009, § 391-35-350, filed 6/22/01, 
effective 8/1/01.] 


REPRALER 


The following sections of the Washington Administrative Code are 
repealed: 
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WAC 


WAC 


WAC 


WAC 
WAC 
WAC 
WAC 


WAC 


WAC 


WAC 
WAC 
WAC 


WAC 


WAC 


OTS-3727. 


39 


39 


39 


39 
3:9 
39 
39 


39 


39 


39 
39 
39 


39 


39 


1 


Washington State Register, 
1-35-002 
1-35-026 
1-35-099 
1-35-254 
1-35-300 
f= 3530: 
1=35-32°6 
t= 355327 
1-35-342 


1-35-343 
1-35-344 
1-35-346 


1-35-3477 


1-35-356 


AMENDATORY SECTION 


2/14/03) 


WAC 391-45-001 


under all chapters of 


Issue 22-17 WSR 22-17-165 


Sequence and numbering of rules—Special 


provisions. 
Special provision—State civil service 
employees. 
Special provision—Private sector and 


other employees. 


Special 


provision—Marine employees. 


School district employees. 


Higher education employees. 


Special provision—State civil service 
employees. 

Special provision—Higher education 
faculty: 

Special provision—Educational 
employees. 

Special provision—Academic employees. 
Special provision—Marine employees. 
Special provision—State civil service 
employees. 

Special provision—Higher education 
faculty. 

Special provision—State civil service 
employees. 


(Amending WSR 03-03-064, 


Scope—Contents—Other rules. 
erns unfair labor practice proceedings ( (befere—ehe—public—empteymen+ 
1 Las l Coir Ja , 


filed 1/14/03, effective 


This chapter gov- 


)) 


the Revised Code of Washington (RCW) adminis- 


tered by the ( (ecemmissien.—Fheprevisiens—_ef his _ehapter shouted be 
reeda erjen onih 
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)) agency. To the extent these rules of practice and 
procedure differ from the model rules in chapter 10-08 WAC or this 
agency's general rules of practice and procedure in chapter 391-08 
WAC, these special rules prevail. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
41.06.340, 41.76.060. WSR 03-03-064, § 391-45-001, filed 1/14/03, ef- 
fective 2/14/03. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.1100, 41.58.050. WSR 01-14-009, § 391-45-001, filed 6/22/01, ef- 
fective 8/1/01; WSR 00-14-048, § 391-45-001, fied 6/30/00, effective 
8/1/00; WSR 96-07-105, § 391-45-001, filed 3/20/96, effective 4/20/96. 
Statutory Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110 
and chapters 28B.52, 41.56, 41.58, 41.59 and 53.18 RCW. WSR 90-06-074, 
S 391=45=-001, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 
80-14-048 (Order 80-7), § 391-45-001, filed 9/30/80, effective 
11/1/80.] 


AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-45-010 Complaint charging unfair labor practices—Who 
may file. A complaint charging that ((a—-ee*ser)) an employer or em- 
ployee organization has engaged in or is engaging in an unfair labor 
practice may be filed by any employee, employee organization, employ- 
er, or their agents. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.065, 41.56.040, 41.58.040, 41.59.060 and 53.18.015. WSR 
00-14-048, § 391-45-010, filed 6/30/00, effective 8/1/00; WSR 
90-06-074, § 391-45-010, filed 3/7/90, effective 4/7/90. Statutory Au- 
thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-048 (Order 80-7), § 391-45-010, filed 9/30/80, 
effective 11/1/80.] 
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AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-45-030 Complaint ((in-writing—Number—of—copies—Filing) ) 
—Filing and service. ((BeeH)) A complaint cheng. unfair labor 
practices ((skHalt) ) may be filed through the agency's online e-filing 
system, by email, or in writing ( (7—~and shalt be fitecd et)) to the 
((commissients)) agency's Olympia office, as required by WAC 
391-08-120 (1) and (2). The party filing the complaint shall serve a 
copy on each party named as a respondent, as required by WAC 


391-08-120 (3) and (4). 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.065, 34.05.413, 41.56.160 and 41.59.150. WSR 00-14-048, § 
391-45-030, filed 6/30/00, effective 8/1/00; WSR 98-14-112, § 
391-45-030, filed 7/1/98, effective 8/1/98; WSR 96-07-105, § 
391-45-030, filed 3/20/96, effective 4/20/96. Statutory Authority: RCW 
41.58.050, 28B.52.080, 41.56.090, 41.59.110, 28B.52.073, 41.56.170, 
41.59.150 and 53.18.015. WSR 90-06-074, § 391-45-030, filed 3/7/90, 
effective 4/7/90. Statutory Authority: RCW 28B.52.080, 41.56.040, 
41.58.050, 41.59.110 and 47.64.040. WSR 80-14-048 (Order 80-7), S 
391-45-030, filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-45-050 Contents of complaint filing forms—Contents of 
complaint. ( (Baech-competeint charging ianfais tober practieces—_shatt 
eontain,—_in separate aumberecd paragraphs+ ) ) 

(1) Each completed unfair labor practice complaint filing form, 
whether obtained from the agency's website or through the agency's e- 
filing system, must include all of the following: 

(a) Information identifying the parties and ( (++£kews})) their 
representatives (if know), including: 

( (+a>+)) (4) The name, email address, mailing address, and tele- 


phone number of the employer ( (;—end—ehe—wame,—_eddtress,—_eeteprheone—aar- 
bexs,_faxnumber,—ancdematteaddress—_of+:s_primecipat)) and of the em- 
ployer's representative; 

((+6+)) (41) The name, email address, mailing address, address 
and telephone number of the entity (employer or employee organization) 
pocuse? of comme eg unfair lahor E (the R EPOCA TERT RA 


e ana of ae nes S representat ie; and 

( (+e>+)) (411) The name, email address, mailing address, and tele- 
phone number ( (;—fax—faumbes,—anc-emattaddress)) of the party filing 
the complaint (the complainant) ( (;—eR¢  he—name,—address,—_tetephene 
number, fox number,—ancd emaiteaddress_of+:s_prinectpat)) and of the 
complainant's representative. 
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+5+)) (b) Information concerning the parties' relationships, in- 


( (ta}—FRe—emptoyerts—_prinecipat business; 

+6}+)) (i) Identification of the employer department or division 
where the dispute ((ar+ses)) arose; and 

(ii) The parties' contractual relationship, indicating 


((+4+)) (A) The parties have never had a contract; or 

( (++++)) (B) The parties have had a contract, and a copy of the 
current ((+))or most recent ((+)) collective bargaining agreement is 
attached ( (+ 


(c) Job titles of involved bargaining unit employees. 

(d) The name, signature, and title, if any, of the person filing 
the complaint as well as the date of the signature. 

(e) Any other information requested in the unfair labor practice 
complaint filing form found on the agency's website at www.perc.wa.gov 
or as required through the agency's e-filing system. 

(2) Each complaint must contain in separate numbered paragraphs: 

(a) Clear and concise statements of the facts constituting the 
alleged unfair labor practices, including the times, dates, and places 
of occurrences and the names of the participants; and 

(b) A statement of the remedy sought by the complainant. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.065, 34.05.413, 41.56.160 and 41.59.150. WSR 00-14-048, § 
391-45-050, filed 6/30/00, effective 8/1/00; WSR 96-07-105, § 
391-45-050, filed 3/20/96, effective 4/20/96. Statutory Authority: RCW 
41.58.050, 28B.52.080, 41.56.090, 41.59.110, 28B.52.073, 41.56.170, 
41.56.180, 41.59.150 and 53.18.015. WSR 90-06-074, § 391-45-050, filed 
3/7/90, effective 4/7/90. Statutory Authority: RCW 28B.52.080, 
41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 80-14-048 (Order 
80-7), § 391-45-050, filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-45-070 Amendment. (1) A complaint may be amended upon 
motion made by the complainant ((+)) if: 

(a) The proposed amendment only involves the same parties as the 
original complaint; 

(b) The proposed amendment is timely under any statutory limita- 
tion as to new facts; 
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(c) The subject matter of the proposed amendment is germane to 
the subject matter of the complaint as originally filed or previously 
amended; and 

(d) Granting the amendment will not cause undue delay of the pro- 
ceedings. 

(2) A motion((s)) to amend a complaint ( (s—sheH—be)) is subject 
to the following limitations: 

(a) ((Petiere)) Before the appointment of an examiner, amendment 
( (shat +e)) is freely allowed upon motion ( ( 


ire 

(b) After the appointment of an examiner but ((p¥tex-e)) before 
the opening of ( (an-eviderntiary)) a hearing, amendment may be allowed 
upon motion to the examiner and subject to due process requirements; 
(c) After the opening of ( (an eviderntiary)) a hearing, amendment 
may only be allowed to conform the pleadings to evidence received 
without objection, upon motion made ( (p¥tex-te)) before the close of 
the ((evidentiary)) hearing. 
(3) ((WReee)) If a motion for amendment is denied, the proposed 
amendment ((skhett)) will be processed as a separate case. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.073, 41.56.140, 41.56.1500, 41.56.1170, 41.59.140 and 53.18.015. 
WSR 00-14-048, § 391-45-070, filed 6/30/00, effective 8/1/00; WSR 
90-06-074, § 391-45-070, filed 3/7/90, effective 4/7/90. Statutory Au- 
thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-048 (Order 80-7), § 391-45-070, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-45-090 Withdrawal. (1) A complaint may be withdrawn by 
the complainant ((+)) through an email to the examiner or by a written 
request filed as required by WAC 391-08-120 before issuance of a deci- 
sion by an examiner. 

(2) A withdrawal "without prejudice" ((shatt)) does not vary any 
statutory time limitation for filing of unfair labor practice com- 


plaints ( (;—+tess—the parties _#ite—a—wrei+tenagreement_ fora fferenté 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.073, 41.56.140, 41.56.150, 41.59.140 and 53.18.015. WSR 
00-14-048, § 391-45-090, filed 6/30/00, effective 8/1/00; WSR 
90-06-074, § 391-45-090, filed 3/7/90, effective 4/7/90. Statutory Au- 
thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-048 (Order 80-7), § 391-45-090, filed 9/30/80, 
effective 11/1/80.] 
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AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-45-110 Deficiency notice—( (Preliminary—ruling)) Cause 
of action statement—Deferral to arbitration. The executive director 
( (ox—a designated staff member)), the executive director's designee, 
or an examiner shall determine whether the facts alleged in the com- 
plaint may constitute an unfair labor practice within the meaning of 
the applicable statute. 
(1) If the facts alleged do not, as a matter of law, constitute a 
violation, a deficiency notice ( (sheh be-issued and servedeon—al 
parties;,)) identifying the defects and specifying a due date for the 
filing and service of an amended complaint will be issued and served 
on all parties. If the defects are not cured within ( (twenty-ene)) 21 
days, an order ( (shalt beissuecd and-served;,)) dismissing the defec- 
tive allegation(s) and stating the reasons for that action must be is- 
sued and served on all parties. Unless appealed to the commission un- 
der WAC 391-45-350, an order of dismissal issued under this subsection 
( (shat +e)) is the final order of the agency on the defective allega- 


tion(s) ((+)) with the same force and effect as if issued by the com- 
mission. 

(2) If one or more allegations state a cause of action for unfair 
labor practice proceedings before the ((cemmissicon)) agency, a ((pre- 
jiminearyruting)) cause of action statement summarizing the allega- 
tion(s) ((skait)) will be issued and served on all parties. 

(a) A ( (p¥etimineasy euting)) cause of action statement forwarding 


a case for further proceedings is an interim order ((whieR)) that may 
only be appealed to the commission by a notice of appeal filed after 


issuance of an examiner decision under WAC 391-45-310(2). 

(b) The ( (peeltiminary suting)) cause of action statement limits 
the ((eauses)) cause(s) of action before an examiner and the commis- 
sion. A complainant who claims that the ( (pretiminery +uting)) cause 


of action statement failed to address one or more causes of action 
( (¢)) the complainant sought to advance in the complaint ( (musty pe 
or—te)) may, before the issuance of a notice of hearing, seek clarifi- 


cation from the person ((thet)) who issued the ((prehiminhary rthHhag)) 
cause of action statement. 
(c) The ((prehimihnhary rthing—sheal)) cause of action statement 


must establish the due date for EHe respondent to file its answer. 
(3) The agency may defer the processing of allegations which 
state a cause of action under subsection (2) of this section ((7)) 
pending the outcome of related contractual dispute resolution proce- 


dures, but ((skeł+)) the agency retains jurisdiction over those alle- 
gations. 
(a) Deferral to arbitration may be ordered ((where)) if: 


(i) Employer conduct alleged to constitute an unlawful unilateral 
change of employee wages, hours, or working conditions is arguably 
protected or prohibited by a collective bargaining agreement in effect 
between the parties at the time of the alleged unilateral change; 

(ii) The parties' collective bargaining agreement provides for 
final and binding arbitration of grievances concerning its interpreta- 
tion or application; and 
(iii) There are no procedural impediments to a determination on 
the merits of the contractual issue through proceedings under the con- 
tractual dispute resolution procedure. 
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(b) Processing of the unfair labor practice allegations under 
this chapter ((shkeł+)) must be resumed following issuance of an arbi- 
tration award or resolution of the grievance, and the contract inter- 
pretation made in the contractual proceedings ((shet} 6e)) is consid- 
ered binding, except ((where)) if: 

(i) The contractual procedures were not conducted in a fair and 
orderly manner; or 

(ii) The contractual procedures have reached a result ((whieb)) 
that is repugnant to the purposes and policies of the applicable col- 
lective bargaining statute. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.58.050, 41.59.110, 
41.76.060, 41.80.080. WSR 08-04-059, § 391-45-110, filed 1/31/08, ef- 
fective 4/1/08. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.110, 41.58.050, 28B.52.065, 28B.52.073, 34.05.419, 41.56.140, 
41.56.150 and 41.59.140. WSR 00-14-048, § 391-45-110, filed 6/30/00, 
effective 8/1/00; WSR 98-14-112, § 391-45-110, filed 7/1/98, effective 
8/1/98; WSR 96-07-105, § 391 ess 10, filed 3/20/96, effective 4/20/96. 
Statutory Authority: RCW 41.58. 050, 28B.52.080, 41.56.090, 41.59.110, 
28B.52.073, 41.56.140, 41.56.150, 41.59.140 and 53.18.015. WSR 
90-06-074, § 391-4 S40, filed 3/7/90, effective 4/7/90. Statutory Au- 
thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-048 (Order 80-7), § 391-45-110, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-45-130 Examiner—Who may act. The executive director or 
( (a designated stati member) ) designee shall assign an examiner to 


conduct further proceedings in the matter((+;)) and shall notify the 


parties of that aos Omen ts ( (PRe—examinermaybe—a_member—_ef the 


executive drecter-) ) Upon Homies to all parties, an examiner may be 


substituted for the examiner previously ( (presidieg)) assigned. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.065, 41.56.160 and 41.59.150. WSR 00-14-048, § 391-45-130, 


filed 6/30/00, effective 8/1/00; WSR 96-07-105, § 391-45-130, filed 
3/20/96, effective 4/20/96. Statutory Authority: RCW 41.58.050, 
28B.52.080, 41.56.090, 41.59.110, 28B.52.073, 41.56.160, 41.56.170 and 
53.18.015. WSR 90-06-074, § 391-45-130, filed 3/7/90, effective 
4/7/90. Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 
41.59.110 and 47.64.040. WSR 80-14-048 (Order 80-7), § 391-45-130, 
filed 9/30/80, effective 11/1/80. ] 


AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-45-170 Notice of hearing. The ((exemihher—shehH issue 
&)) notice of hearing ( (andreve-+£)) will be issued and served on the 
parties. ( (Attached +c the netice of heating_shattte)) A copy of the 


Certified on 8/31/2022 [ 634 ] WSR Issue 22-17 - Proposed 


Washington State Register, Issue 22-17 WSR 22-17-165 


( (peeHiminasysois¢g)) cause of action statement issued under WAC 
391-45-110 must be attached to the notice of hearing. A notice of 
hearing may be amended or withdrawn before the close of the hearing. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.065, 34.05.434, 41.56.160 and 41.59.150. WSR 00-14-048, § 
391-45-170, filed 6/30/00, effective 8/1/00; WSR 96-07-105, § 
391-45-170, filed 3/20/96, effective 4/20/96. Statutory Authority: RCW 
41.58.050, 28B.52.080, 41.56.090, 41.59.110, 28B.52.073, 41.56.170, 
41.59.150 and 53.18.015. WSR 90-06- 074, § 391-45-170, filed 3/7/90, 
effective 4/7/90. Statutory Authority: RCW 28B.52.080, 41.56.040, 
41.58.050, 41.59.110 and 47.64.040. WSR 80-14-048 (Order 80-7), § 
391-45-170, filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-45-190 Answer—Filing and service. An answer to a com- 
plaint charging unfair labor practices ((sha+)) must be in writing. 
The respondent shall file and serve its answer as required by WAC 


391-08-120 ( (44,—ern a shai serve a eopy on the _ecompteinant,—_as-_+e- 
oat red by _WAC394-08-120—(3} and_44- 


)). 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.065, 41.56.160 and 41.59.150. WSR 00-14-048, § 391-45-190, 
filed 6/30/00, effective 8/1/00; WSR 98-14-112, § 391-45-190, filed 
7/1/98, effective 8/1/98; WSR 96-07-105, § 391-45-190, filed 3/20/96, 
effective 4/20/96. Statutory Authority: RCW 41.58.050, 28B.52.080, 
41.56.090, 41.59.110, 28B.52.073, 41.56.170, 41.59.150 and 53.18.015. 
WSR 90-06-074, § 391-45-190, filed 3/7/90, effective 4/7/90. Statutory 
Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-048 (Order 80-7), § 391-45-190, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-45-210 Answer—Contents—Amendment—Effect of failure to 
answer. (1) An answer filed by a respondent ((sRait)) must specifi- 
cally admit, deny, or explain each fact alleged in the portions of a 
complaint found to state a cause of action under WAC 391-45-110. A 
statement by a respondent that it is without knowledge of an alleged 
fact ((;—steHt)) operates as a denial. An answer ((sheł4+)) must assert 
any affirmative defenses that are claimed to exist. 
(2) Counterclaims by a respondent against a complainant ((sHalt) ) 
must be filed and processed as separate cases, subject to procedures 
for consolidation of proceedings. 

(3) Motions to amend answers ((shalit)) must be acted upon by the 
examiner, subject to the following limitations: 

(a) Amendment ((skhati} +$e)) is allowed ( (wRemnever)) if a motion to 
amend the complaint has been granted; 
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(b) Amendment may be allowed prior to the opening of ( (an-eviden- 
tiary)) a hearing, subject to due process requirements; 

(c) After the opening of ( (an -eviderntiary)) a hearing, amendment 
may only be allowed to conform the pleadings to evidence received 
without objection, upon motion made ( (p¥tex-te)) before the close of 
the ( (evidentiary) ) hearing. 

(4) If a respondent fails to file a timely answer or ((#a++s)) to 
specifically deny or explain a fact alleged in the complaint, the 
facts alleged in the complaint ((shet} 6e)) are deemed to be admitted 
as true, and the respondent ( (shat 6e)) is deemed to have waived its 
right to a hearing as to the facts so admitted. A motion for accept- 
ance of an answer after its due date ((shahH—er+y)) may be granted for 
good cause, unless the complainant can show that it would be preju- 
diced by such action in accordance with WAC 391-08-003. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.073, 41.56.170, 41.59.150 and 53.18.015. WSR 00-14-048, § 
391-45-210, filed 6/30/00, effective 8/1/00; WSR 90-06-074, § 

1 1 iled 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 
80-14-048 (Order 80-7), § 391-45-210, filed 9/30/80, effective 
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AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-45-250 Motion to make complaint more definite and de- 
tailed. The examiner may direct that the complaint be made more defi- 
nite and detailed, upon motion of the respondent, if the examiner is 
satisfied that the complaint is so indefinite as to hamper the re- 
spondent in the preparation of its answer. 

(1) The respondent shall file its motion ((en—-ex-befere)) by the 
date specified for the filing of an answer. The motion ((sHat+)) must 
be filed and served as required by WAC 391-08-120. 

(2) The filing of a motion under this section ((skHatt)) extends 
the due date for the respondent's answer until a date set by the exam- 
iner. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.065, 41.56.160 and 41.59.150. WSR 00-14-048, § 391-45-250, 
filed 6/30/00, effective 8/1/00; WSR 98-14-112, § 391-45-250, filed 
7/1/98, effective 8/1/98. Statutory Authority: RCW 41.58.050, 
28B.52.080, 41.56.090, 41.59.110, 28B.52.073, 41.56.170, 41.59.150 and 
53.18.015. WSR 90-06-074, § 391-45-250, filed 3/7/90, effective 
4/7/90. Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 
41.59.110 and 47.64.040. WSR 80-14-048 (Order 80-7), § 391-45-250, 
filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


uae ce 45- eee Settlement ((Coafa renes) mediation, ( (Separate 
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the—examines under WAC+1O-68-136,—a settitement econferernee)) A settle- 
ment mediation concerning substantive issues may be held under WAC 
10-08-200(15). 

(1) A ((separate)) different case number ( (shat +be)) is as- 
Signed, and all ( (#++6s—and paepesrs)) documents for the settlement 
( (ecenference—shat}+be)) mediation are kept in a case separate from the 
( (#+4+6s—aned -papers—_fe¥)) documents in the unfair labor practice pro- 
ceedings. 

(2) ((A-commissien)) An agency staff member other than the as- 
signed examiner ( (shat +e)) is assigned to explore settlement between 
the parties on the substantive issues. 

(3) ( (Ase ysetttement—econferenece_shatt be Freidin—_advrarece—_of the 
sehedited hearing—date—on)) A settlement mediation may be held at any 
time before issuance of a decision by an examiner in the underlying 
unfair labor practice proceedings. 

(4) During a settlement ((eenferernce)) mediation, the parties 
will be encouraged, on factual and legal grounds including precedent 
on the particular subject, to resolve the unfair labor practice dis- 
pute 


(5) Participation in a settlement ( (eenferernce)) mediation is 
voluntary and nothing in this rule prohibits parties from exploring 
settlement on their own. Refusal by a party to participate in a volun- 
tary settlement ( (eernference—-shatlt)) mediation does not prejudice that 
party in any manner. 

(6) Conversations had and offers made in a settlement ( (eenfer- 
enee—shalt net be)) mediation are not admissible ((4)) into evidence 
at a hearing. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.58.050, 41.59.110, 
41.76.060, 41.80.080. WSR 08-04-059, § 391-45-260, filed 1/31/08, ef- 
fective 4/1/08. Statutory Authority: RCW 28B.52.080, 41.56.090, 


41.59.110, 41.58.050, 34.05.431, 41.56.160 and 41.59.150. WSR 
00-14-048, § 391-45-260, filed 6/30/00, effective 8/1/00; WSR 
96-07-105, § 391-45-260, filed 3/20/96, effective 4/20/96. Statutory 


Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110, 
28B.52.073, 41.56.160, 41.59.150 and 53.18.015. WSR 90-06-074, S 
391-45-260, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.58.050, 41.56.090 and 41.59.110. WSR 88-12-056 (Order 
88-05), § 391-45-260, filed 5/31/88. ] 


AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-45-270 Hearings—Reopening of hearing. (1) Hearings 
( (sheH—be)) are public, ((except—where)) unless a protective order is 
issued under WAC 10-08-200(7), and ((shahH—be)) are limited to the 
portions of a complaint found to state a cause of action under WAC 
391-45-110. 
(a) The complainant ((sheH—be)) is responsible for the presenta- 
tion of its case((7)) and ((shahH—hkhave)) has the burden of proof. 
(b) The respondent ((shahH—be)) is responsible for the presenta- 
tion of its defense ((7)) and ( (shat Feave)) has the burden of proof as 
to any affirmative defenses. 
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(2) Once a hearing has been declared closed, it may be reopened 


only upon the timely motion of a party ( (#pendiseeveryeof)) that dis- 
covered new evidence which could not with reasonable diligence have 


been discovered and produced at the hearing. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050. 
WSR 00-14-048, § 391-45-270, filed 6/30/00, e ue 8/1/00; WSR 
96-07-105, § 391-45-270, filga 3/20/96, effective 4/20/96. Statutory 
Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110, 
28B.52.073, 41.56.170, 41.59.150 and 53.18.015. WSR 90-06-074, S 
391-45-270, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 
80-14-048 (Order 80-7), § 391-45-270, filed 9/30/80, effective 
11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-04-058, filed 1/31/08, effective 
4/1/08) 


WAC 391-45-290 Posthearing briefs. (1) Any party ( (shalt be-en- 
titted)) may, upon request made before the close of the hearing, 
((46)) file a posthearing brief. 

(2) The examiner may direct the filing of briefs as to any or all 
of the issues in a case. 

(3) Arrangements and due dates for briefs ( (she be)) are estab- 
lished by the examiner. 

(4) Any brief ((sketA)) must be filed ( (whth—he-examimer)) and 
served as Feuer od by aa eee 120 ( (44)},—~enea copies shalt be served 


ee 

((+24)) (5) A party filing a brief under this section must limit 
((+§s)) the brief's total length to ( (4wenty;-five)) 25 pages (double- 
spaced, ( (twelve-peimt)) 12-point type), unless: 

(a) It files and serves a motion for permission to file a longer 
brief ((+R-exder)) to address novel or complex ( (tegatend‘/or‘fectiat 
tssues—raised by theebjeections)) issues; and 

(b) The ( (Rea¥‘ise)) examiner grants ((steh—a)) the motion for 
good cause shown ( (+—ar4)). 

((te+)) (©) A motion for permission to file a longer brief may be 
made orally to the ((Rea¥eing)) examiner at the end of the ( (adminis- 
treative)) hearing, and the ( (Hearing ecffiecer)) examiner has the au- 
thority to orally grant ((sveK)) the motion at ((sveK)) that time. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.58.050, 41.59.110, 
41.76.060, 41.80.120. WSR 08-04-058, § 391-45-290, filed 1/31/08, ef- 
fective 4/1/08. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.110, 41.58.050, 34.05.437, 41.56.160 and 41.59.150. WSR 
00-14-048, § 391-45-290, filed 6/30/00, effective 8/1/00; WSR 
98-14-112, § 391-45-290, filed 7/1/98, effective 8/1/98; WSR 
96-07-105, § 391-45-290, filed 3/20/96, effective 4/20/96. Statutory 
Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110, 
28B.52.073, 41.56.1800, 41.59.150 and 53.18.015. WSR 90-06-074, $ 
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391-45-290, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 
80-14-048 (Order 80-7), § 391-45-290, filed 9/30/80, effective 
11/1/80.] 


AMENDATORY SECTION (Amending WSR 10-20-172, filed 10/6/10, effective 
11/6/10) 


WAC 391-45-310 Motions for discretionary review—Examiner deci- 
sions. (1) (a) A party seeking review by the commission of an inter- 
locutory decision of the executive director, ((H+s—e*--+Her)) the execu- 
tive director's designee, or ((a@heasing)) an examiner must file a mo- 
tion for discretionary review with the commission and a copy with the 
(( i i r i 7 i i r)) 


person who issued the interlocutory decision within seven days after 
the decision is issued. 


(b) Discretionary review of an interlocutory decision issued by 
the executive director, ((H+s—e+x-#er)) the executive director's desig- 
nee, or ((a@Heasing)) an examiner will be accepted by the commission 
only: 

(i) If the executive director, ( (Bisex #er)) the executive di- 
rector's designee, or ((aKeaerire)) the examiner has committed an ob- 
vious error ( (wRteR)) that would render further proceedings useless; 

( (e£) ) 
(ii) If the executive director, ((#+s—ee-#ee)) the executive di- 
rector's designee, or ((ahKearine)) the examiner has committed proba- 
ble error and the ( (deetsion of the)) interlocutory decision ((ef-eKe 
hearing-examimner)) substantially alters the status quo or substantial- 
ly limits the freedom of a party to act; or 

(iii) If the executive director, ((His—ee #ee)) the executive di- 
rector's designee, or ((ahKearime)) the examiner has so far departed 
from the accepted and usual course of administrative proceedings as to 
call for ( (4he-exercise of +evisery jesiscdcticn)) immediate review by 
the commission. 

(c) The commission will not accept motions for discretionary re- 
view of: 

(i) The scope of proceedings issued in a ( (peebiminesyeoting +6y 

)) 


cause of action statement under WAC 391-45-110; ((e=)) 
(ii) Application of the six-month statute of limitations; or 
(iii) Any evidentiary ruling by ((a—hears+eşṣs)) an examiner during 
the course of ( (an-admisistrative)) a hearing. 
(d) If a motion for discretionary review is filed, the due date 
for any response is seven days following the date on which a party 
wishing to file a response is served with the motion. Responses must 


be filed and served as required by WAC 391-08-120. 
(e) A motion for discretionary review ( (#mdexr—eRis-—+ete)), and 


any response, should not exceed ( (#+fteen)) 15 pages (double-spaced, 
12-point type) excluding appendices. 


((+e+)) (£) Denial of discretionary review of a decision does not 
affect the right of a party to obtain later review of the ( (executive 
i : i ; ; 


director s his—or— her designects,—eor heating-examimerts)) interlocu- 


tory decision or the issues pertaining to that decision. 
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WAC 391-45-330 Withdrawal or modification of examiner decision. 
The examiner may set aside, 


modify, 


change, or reverse any findings of 


fact, conclusions of law, or order((7)) if any mistake is discovered 
in the decision. 

(1) Action may be taken under this section on the examiner's own 
motion ((+)) or on a written motion filed and served by any party as 
required by WAC 391-08-120. 

(2) Action may only be taken under this section within ((#e8)) 10 
days following issuance of the decision. 

(3) This section ((shalt—-‘’e)) is inoperative after the filing of 
an appeal to the commission. 

[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050. 
WSR 00-14-048, § 391-45-330, filed 6/30/00, effective 8/1/00; WSR 
98-14-112, § 391-45-330, filed 7/1/98, effective 8/1/98; WSR 
96-07-105, § 391-45-330, filed 3/20/96, effective 4/20/96. Statutory 
Authority: RCW 41.58.050, 28B.52.080, 41.56.090, 41.59.110, 
28B.52.073, 41.56.180, 41.59.150 and 53.18.015. WSR 90-06-074, 8 
391-45-330, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 
80-14-048 (Order 80-7), § 391-45-330, filed 9/30/80, effective 
11/1/80.] 
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AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-45-350 Appeals. An order issued under WAC 391-45-110 (1) 
or 391-45-310 and any rulings in the proceedings up to the issuance of 
the order may be appealed to the commission as follows: 

(1) The due date for a notice of appeal ( (skhat+} be-twenty)) is 20 
days following the date of issuance of the order being appealed. The 
time for filing a notice of appeal cannot be extended. 

(2) ((WRere)) If an order has been appealed, the due date fora 
notice of cross-appeal by other parties ((sHet}+e)) is seven days af- 
ter the last date on which a notice of appeal could be timely. The 
time for filing a notice of cross-appeal cannot be extended. 

(3) A notice of appeal or notice of cross-appeal ((sHatt)) must 
identify, in separate numbered paragraphs, the specific rulings, find- 
ings of fact, conclusions of law, or orders claimed to be in error. 

(4) A party ((whieR)) that desires to cite or reassert a document 
previously filed in the matter ((shał+)) must do so by reference to 
the document already on file((+)) and shall not file or attach another 
copy of the document to ((papess)) documents filed regarding an ap- 
peal. 


(5) A notice of appeal or notice of cross-appeal ((sHeatt)) must 


be filed ( (@t—Re—ecemmissionts Olympia effiee)) and served as required 
by WAC 391-08-120 ( (44,—endc eopies—shatt beservecon—att ether par 
ye dike 


(6) The due date for any appeal brief ( (wRteR)) that the party 
filing an appeal or cross-appeal desires to have considered by the 
commission ( (sha}}+ be—fourteecr)) is 14 days following the filing of 
its notice of appeal or notice of cross-appeal. Any brief ((skett)) 
must be filed ( (a#—he—commissionts_otlympic effiee)) and served as re- 
quired by WAC 391-08-120 ( (44),— enc eepies—shalt be—servedeonattether 


(7) The due date for any responsive brief ( (whtehH)) that a party 
desires to have considered by the commission ( (sheh be ferrteen)) is 
14 days following the date on which that party is served with an ap- 
peal brief. Any brief ((sHet+)) must be filed ( (a@—Re—commissients 
Olympiaeffiee)) and served as required by WAC 391-08-120 ( ({4),—en¢d 
eopies—shalit _be-servedon—aHt ether parties—as—_reetiired _byHWAS 
391-08-120(3} end (4+)). 

(8) The executive director or designee may extend the due date 
for an appeal brief or responsive brief. ((SveB)) Requests ((skHalt) ) 
to extend the due date may only be considered if made ( (en-ex—befere) ) 
by the date the brief is due ((+)) and in compliance with WAC 
391-08-180. Extensions of time ((sHeaH})) may not be routine or auto- 
matic. 

(9) A party filing a brief under this section must limit ( (+s) ) 
the brief's total length to ( (4wenty;-five)) 25 pages (double-spaced, 
12-point type), unless: 

(a) It files and serves a motion for permission to file a longer 
brief ( (+r exder)) to address novel or complex issues raised by the 
appeal; and 

(bo) The commission or its designee grants ((steh—a)) the motion 
for good cause shown. 

(10) Any motion filed under ((#6+s)) subsection ((shett)) (9) of 
this section tolls the due date for briefs under subsections (1) and 
(2) of this section until the commission or its designee responds to 
((steH)) the motion. 
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tion of administra- 


gaging in unfair labor practices resides or transac 


tive proceedings under (( 7 -)) this chapter, un- 
less it appears that one or more of the allegations in the complaint 

( (e£-anfai+tebeorpractiees)) is of such a nature that, if sustained, 
the complainant would have no fair or adequate remedy and ( (+khe-com- 
pleimant)) would suffer irreparable harm ((##+ess)) if the status quo 
( (be-p¥eserved)) is not returned pending the completion of administra- 
tive proceedings. ((*) ) 

(a) If the commission concludes that temporary relief should be 

sought, the executive director, acting in the name and on behalf of 
the commission and with the assistance of the attorney general, shall 
petition the superior court of the county in which the main office of 
the employer is located or wherein the person who is alleged to be en- 


ts business for an 


injunction ( (perAdentetite)) for temporary relief. 

(b) Whenever temporary relief has been procured, the complaint 
((whteH)) that has been the basis for the temporary relief ( (she) ) 
must be heard expeditiously, and the case ((sHatt)) must be given pri- 
ority over all other cases except cases of like character. 

(c) A determination by the commission that temporary relief 
should not be sought at a particular time ((sHett)) does not bar re- 
newal of the motion for temporary relief following the completion of 
administrative proceedings in which unfair labor practice violations 
have been found to exist. 

[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
41.56.160(3) and 41.59.150. WSR 00-14-048, § 391-45-430, filed 
6/30/00, effective 8/1/00; WSR 98-14-112, § 391-45-430, filed 7/1/98, 
effective 8/1/98. Statutory Authority: RCW 41.58.050, 28B.52.080, 
41.56.090, 41.59.110, 28B.52.073 and 41.59.150. WSR 90-06-074, S$ 
391-45-430, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 
80-14-048 (Order 80-7), § 391-45-430, filed 9/30/80, effective 
11/1/80.] 

AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 


8/1/00) 


WAC 391-45-550 Collective bargaining—((Petiey)) Agency deter- 


mines mandatory subjects. 
agency to promote 


tween employers and the excl 


( (Biteterat) ) 


is the polic 
collective 
usive represen 


y of the (Cleomm Sse) ) 
bargaining negotiations be- 
tatives of their employees. 


Parties are encouraged to engage in free and open exchange of propos- 


als and positions on all mat 


ters coming in 
( (PRe—-ecommissten deems _ the determination as—_te) ) 


to the dispute between them. 
Whether a particular 


subject is mandatory or nonmandatory ((#e-be)) is a question of law 
and fact to be determined by the ( (e€emmissien,—andwhieh)) agency and 
is not subject to waiver by the parties by their action or inaction. 
It is the policy of the ((eemmissicn)) agency that a party which en- 
gages in collective bargaining with respect to a particular issue does 
not and cannot confer the status of a mandatory subject on a nonmanda- 
tory subject. 
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[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.073, 41.56.030(4), 41.59.020(2) and 53.18.015. WSR 00-14-048, § 
391-45-550, filed 6/30/00, effective 8/1/00; WSR 90-06-074, $ 
391-45-550, filed 3/7/90, effective 4/7/90. Statutory Authority: RCW 
28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 
80-14-048 (Order 80-7), § 391-45-550, filed 9/30/80, effective 
11/1/80.] 


REPEALER 
The following sections of the Washington Administrative Code are 
repealed: 
WAC 391-45-002 Sequence and numbering of rules—Special 
provisions. 
WAC 391-45-019 Special provision—Private sector 
employees. 
WAC 391-45-394 Special provision—Marine employees. 
WAC 391-45-552 Special provision—Educational 
employees. 
OTS-3728.2 


AMENDATORY SECTION (Amending WSR 03-03-064, filed 1/14/03, effective 
2/14/03) 


WAC 391-55-001 Scope—Contents—Other rules. This chapter gov- 
erns proceedings ( (beferethe—publiic—empteoyment +etaticns—_commissioen) ) 
relating to the resolution of impasses occurring in collective bar- 
gaining under all chapters of the Revised Code of Washington (RCW) ad- 
ministered by the ( (cemmissicn.—Fheprevisicons—_ofhis—chapter shouted 
be—readin—eeonunectieon with the previsions—_of: 
+4)—Chapter 394-08 WAC,—_whiech—_eontains_sutes—ef practice and pre- 

€ 


cedure apphiceable toal types of proceedings- before the pubhie—em- 
eoymentrelations—ecommissien,—and whieh—atise_-repleces_some_ptevisiens 
eo=—chaeter 16-68 WAS 
Chapter 391-25 WAC, whieh regulates representation preceed= 
+43}—Chapter 394-354 watered ates—adt—etasi teatieon $re- 
3 
ecedings—_and _eeontains—_seome—w —estasti shed ysis deterrinaties stand 
ards—in—a_subchapter—_of +utes beginning—at WAC 394-35-300. 
+4} Chapter 394-45 W whteh regulates—unfai+s _laber practice 
preceedings. 
5) Csaebe+ 394-65 AC seh Segui tates ge tevases ssbb sasies 
proceedings. 
+6}—Chapter 394-95 WAC which regulates union- security nenasseei-= 


atien_prececdinges)) agency. To the extent these rules of practice and 
procedure differ from the model rules in chapter 10-08 WAC or this 
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agency's general rules of practice and procedure in chapter 391-08 
WAC, these special rules prevail. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
41.06.340, 41.76.060. WSR 03-03-064, § 391-55-001, filed 1/14/03, ef- 
fective 2/14/03. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.1100, 41.58.050. WSR 01-14-009, § 391-55-001, filed 6/22/01, ef- 
fective 8/1/01; WSR 99-14-060, § 391-55-001, Pilea 7/1/99, effective 
8/1/99. Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 
41.59.110 and 47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-001, 
filed 9/30/80, effective 11/1/80. ] 


AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-55-010  Impasses in contract negotiations—Request for 
contract mediation—Filing and service. A P oae for contract media- 


tion may be ((made)) filed through the agency! s online e-filing sys- 
tem, by email, or in writing ( (by electronic + faes Hehee 
sion orby tetephone,but—_shalt be—confirmed in wr a if made by 
teleskore. the —sosiginet}eeses: ssa} $be—substtted khe commis — 
sients)) to the agency's Olympia office, as ra by WAC 391-08-120 


(1) and (2). If the request is not ( (stbmitted)) filed jointly, the 
party ((svemitting)) filing the request shall serve a copy ((r ese- 
qired by WAC 391-098-170 (3} and {(44,-)) on the other party to the dis- 
pute, as required by WAC 391-08-120 (3) and (4). The party or parties 
requesting contract mediation shall provide the following ( (a#feema- 
tien)) to the agency: 
(1) The name, email address, mailing address, and telephone num- 
ber of the employer and ((#he—--” 7—address—and telephone Aumber)) of 
( (+§sS—p¥ineipatl)) the employer's representative. 
(2) The name, email address, mailing address, and telephone num- 


ber of the employee organization and ( (ER e a a a a a tetephon 
mmber)) of ((Hts—princ+pat)) the employee organization's representa- 
tive. 

(3) ( (Eè rpheoyer s prhe business, 

+44})) The parties' contractual relationship, indicating that: 

(a) The parties ((+)) have never had a contract; or 

(b) The parties have had a contract, and a copy of the current or 


most recent ((apphHeabte)) collective bargaining agreement is attach- 
ed. 


( (+5+)) (4) A general description of the employee job classifica- 
tion(s) in the bargaining unit ( (anvebhvred,—speeifying ihnelhesions—ard 
xehisiens)). 
((+6}+)) (5) The number of ee in the bargaining unit. 


( (5 The AG ESCOEY o£ th bare Ad AS AH oF 4 pe ud Ng HE 4 aS Cc th 
approximatedateefits—_ereation. 


+48}+)) (6) The history of the current negotiations, including at 
least the number of meetings held, the date of the first meeting, and 


whether both parties concur in the request for mediation. 

((49+)) (7) Identification of the issues in dispute ( (andthe 
parties! pesiticons—on these _issues)). 

((440))) (8) The name(s), signature (s), and((;~+£-any,)) ti 
tle(s), if any, of the ( (¥epresentativets}ef the equesting party 
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+parties},—and)) person(s) filing the request as well as the date(s) 
of the signature(s). 

(9) Any other information requested in the contract mediation re- 
guest filing form found on the agency's website at www.perc.wa.gov or 
as required through the agency's e-filing system. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
28B.52.060 and 41.56.100. WSR 99-14-060, § 391-55-010, filed 7/1/99, 
effective 8/1/99. Statutory Authority: RCW 28B.52.080, 41.56.090, 
1.59.110, 41.58.050, 28B.52.060, 34.05.413 and 41.56.100. WSR 
96-07-105, § 391-55-010, filed 3/20/96, effective 4/20/96. Statutory 
Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-010, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-55-020 Grievance mediation—Request for grievance media- 
tion—Filing and service. A request for aPPOsRemene of a grievance 
mediator may be ((made)) filed through the agency! S online e- fil ing 


system, by email, or in writing ((or— by electronic + faesing 
transmission, fheeriginat request shalt be—-submitted)) to the ((com— 


missients)) agency's Olympia office, as required by WAC 391-08-120 (1) 
and (2). If the request is not ( (Stbmitted)) filed jointly, the party 
( (submitting)) filing the request shall serve a copy ( (7—as—*eqtired by 
WAC3941—-098-120(3)—and{(44,-)) on the other party to the collective 
bargaining agreement under which the dispute arises, as required by 
WAC 391-08-120 (3) and (4). The party or parties requesting grievance 
mediation shall provide the following ( (4Rfeematiern)) to the agency: 
(1) Information identifying the parties to the dispute, includ- 


ing: 


(a) The name, email address, mailing address, and telephone num- 
ber of the employer and ( (##e—mRame,—address—and tetephorne number) ) of 
( (+§s—p¥ineipat)) the employer's representative; 

(b) The name, email address, mailing address, and telephone num- 


ber of the employee organization and ( (ER a a a a a a tetephon 
mmber)) of ((Hts—prince+pat)) the employee org aia sont s representa- 
tive; 

(c) ( (Eh rpheyer t s prhe business? 

4+&)) A copy of the current or most recent applicable collective 
bargaining agreement; 

((te}+)) (d) A general description of the employee job classifica- 
tion(s) in the bargaining unit ( (4mvebved,specifyingijinehisicns—and 

xeHuisiens; 

+£}—_TPhe numberof emetoyees_in the bargaining unit; 

+g}—_—Theagreement—of the party or parties making the +equest that 
any unresolved _issvues—shalt _be—submitted toar arbitrator fora final 
and binding—_deeisicn;—and 

+h} _Theagreement—of the party or parties making the +equest that 
there—_shal} be neste o*xleekeout—en _ the matters_submitted te gqriev- 
ance medietieon)). 

(2) Identification of the grievance to be resolved in grievance 
mediation. 
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+44+)) The name(s), signature (s), and((7~+£-any,)) title(s), if 
any, of the (( j i i 7 
and)) person(s) filing the request as well as the date(s) of the sig- 


nature(s). 

(4) Any other information requested in the grievance mediation 
request filing form found on the agency's website at www.perc.wa.gov 
or as required through the agency's e-filing system. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110 and 
41.58.050. WSR 99-14-060, 5 391-55-020, filed 7/1/99, effective 
8/1/99. ] 


AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-55-030 Assignment of mediator. (1) Upon submission of a 
request under WAC 391-55-010 or 391-55-020 ((+8}+¢e})), a member of the 


agency staff ((she+)) will be assigned as mediator at the discretion 
of the executive director. If the parties have stipulated to the names 
of one or more persons who are acceptable to both parties as mediator, 
their request ((shatt)) will be considered in making the assignment. 


(2) ( (Gpen-submissien _ofarequestferaHs+ ander WAS 
394+-55-020—(3}5},,—_ sames—_shat} be +eferred anda grievance mediator 
shat} tbe—seteeted ander WAC 39+-55-120-)) For negotiations involving a 
bargaining unit eligible for interest arbitration under RCW 41.56.028, 
41.56.029, 41.56.475, 41.56.510, 41.56.516, 41.80.200, 41.80.310, 
47.64.300, or 74.39A.270 (2)(c), if an agreement has not been reached 
by June 1st of the year in which negotiations occurred, a mediator 
will be preassigned. The parties are encouraged to meet with the medi- 
ator as soon as practicable. For bargaining units eligible for inter- 
est arbitration under RCW 47.64.300, the parties may still mutually 
agree to waive mediation under RCW 47.64.230. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050. 
WSR 00-14-048, § 391-55-030, filed 6/30/00, effective 8/1/00; WSR 
99-14-060, § 391-55-030, filed 7/1/99, effective 8/1/99. Statutory Au- 
thority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-030, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-55-032 Special provision—Educational employees. Upon 


submission of a unilateral request for mediation, the executive direc- 
tor shall consider the position of the other party ((etKes—han—the 
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AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-55-090 Confidential nature of mediation. Mediation 
meetings ((skett} wet be)) are not open to the public. Confidential in- 
formation acquired by a mediator ((SReatit)) must not be disclosed to 
others outside of the mediation process for any purpose, and a media- 
tor ((shetHt})) may not give testimony about the mediation in any legal 
or administrative proceeding. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 5.60.072. WSR 99-14-060, § 391-55-090, filed 7/1/99, effective 
8/1/99; WSR 96-07-105, § 391-55-090, filed 3/20/96, effective 4/20/96. 
Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 
and 47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-090, filed 
9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 12-05-066, filed 2/15/12, effective 
3/17/12) 


WAC 391-55-200 Interest arbitration—Certification of issues. 
(1) If a dispute involving a bargaining unit eligible for interest ar- 
bitration under RCW 41.56.028, 41.56.029, 41.56.030((+4)) (4), 
41.56.475, 41.56.492, 41.56.496, 41.56.510, 41.56.516, 41.80.200 
41.80.310, 47.64.300, or 74.39A.270 (2) (c) has not been settled after 
a reasonable period of mediation, and the mediator is of the opinion 
that ( (His—er#er)) further efforts will not result in an agreement, 
the following procedure ((sHatHt)) will be implemented: 

(a) The mediator shall notify the parties of ((Ris—e+-+ee)) the 
mediator's intention to recommend that the remaining issues in dispute 
be submitted to interest arbitration. 

(b) Within seven days after being notified by the mediator, each 
party shall submit to the mediator and ((seeve—en)) the other party a 
written list (including article and section references to the parties' 
latest collective bargaining agreement, if any) of the issues that the 


party believes should be advanced to interest arbitration. 

(2) The mediator shall review the lists of issues submitted by 
the parties. 

(a) The mediator shall exclude from certification any issues that 
have not been mediated. 

(b) The mediator shall exclude from certification any issues re- 
solved by the parties in bilateral negotiations or mediation, and the 
parties may present those agreements as "Stipulations" in interest ar- 


bitration under RCW 41.56.465 (1) (b), 41.56.475 ((424)) (4) (b), or 
41.56.492 (2) (b). 

(c) The mediator may convene further mediation sessions and take 
other steps to resolve the dispute. 

(3) If the dispute remains unresolved after the completion of the 
procedures in subsections (1) and (2) of this section, interest arbi- 
tration ((shatit)) must be initiated, as follows: 

(a) Except as provided in (b) of this subsection, the mediator 
shall forward ( (His—ex—-#He¥)) a recommendation and a list of unresolved 
issues to the executive director, who shall consider the recommenda- 
tion of the mediator. The executive director may remand the matter for 
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41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 80-14-049 (Order 
80-8), § 391-55-205, filed 9/30/80, effective 11/1/80.) 


AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-55-210 Interest arbitration—Selection of neutral chair- 


person. (1) For a dispute involving a bargaining unit eligible for 
interest arbitration under RCW 41.56.030(14), 41.56.492, or 41.56.496, 
if the parties agree on the selection of a neutral chairperson, they 
shall obtain a commitment from that person to serve((7)) and shall no- 
tify the executive director of the identity of the chairperson. 

(2) If the parties agree to have the ((€emmisster)) agency ap- 
point a staff member as the neutral chairperson, they shall submit a 
written joint request to the executive director. The parties are not 
entitled to influence the designation of a neutral chairperson under 
this subsection and ((sHett)) may not, either in writing or by other 
communication, attempt to indicate any preference for or against any 
person as the neutral chairperson to be appointed by the ((eemmis-— 
sien)) agency. Upon the submission of a request ( (+n competence —Htth 
this—subseectior)), the executive director shall appoint a neutral 
chairperson from the ((cemmissien)) agency staff. 

(3) If the parties desire to select a neutral chairperson from a 
panel of arbitrators, they shall attempt to agree as to whether the 
public employment relations commission, the Federal Mediation and Con- 
ciliation Service, or the American Arbitration Association will supply 
the list of arbitrators. If the choice of agency is agreed, either 


party or the parties jointly shall ( (preceed feorthwith+e)) request a 
panel of at least five arbitrators specifying((+")) that the request 
is for interest arbitration proceedings under RCW 41.56.450.((*)) Re- 
ferrals and selection from the public employment relations commis- 


sion's dispute resolution panel ((ske++ 6e)) must be made as provided 
in WAC ((39+-55-#26)) 391-75-020. Referrals and selection from other 
panels ((sheatt)) must be made under the rules of the agency supplying 
the list of arbitrators. The parties shall notify the executive direc- 
tor of the identity of the neutral chairperson. 
(4) If the parties have not notified the executive director of 
their selection of a neutral chairperson within ( (went y-eight)) 28 
days after certification of issues under WAC 391-55-200, the parties 

( (shat +e)) are deemed to have waived the procedures in subsections 
(1) through (3) of this section. The ( (exeecHtive—directer)) agency 
shall issue a list of dispute resolution panel members and the neutral 
chairperson ((skHeatt)) must be selected as provided in WAC 

( (394+-55-129)) 391-75-020 unless the parties notify the executive di- 
rector that by mutual agreement they have determined an alternative 
process for selecting a neutral chairperson. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 41.56.450. WSR 99-14-060, § 391-55-210, filed 7/1/99, effective 
8/1/99; WSR 96-07-105, § 391-55-210, filed 3/20/96, effective 4/20/96. 
Statutory Authority: RCW 34.04.022, 41.58.050, 41.56.090, 41.59.110 
and 28B.52.080. WSR 83-24-035 (Order 83-05), § 391-55-210, filed 
12/1/83, effective 1/1/84. Statutory Authority: RCW 28B.52.080, 
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AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-55-215 Interest arbitration—Conduct of proceedings— 
Waiver of objections. Proceedings ((shalt)) must be conducted as pro- 
vided in WAC 391-55-200 through 391-55-255. The neutral chairperson 
shall interpret and apply all rules relating to the powers and duties 
of the neutral chairperson. Any party who proceeds with arbitration 
after knowledge that any provision or requirement of these rules has 
not been complied with and who fails to state its objection in writ- 
ing, ((shahH—be)) is deemed to have waived its right to object. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 41.56.450. WSR 99-14-060, § 391-55-215, filed 7/1/99, effective 
8/1/99; WSR 96-07-105, § 391-55-215, filed 3/20/96, effective 4/20/96. 
Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 
and 47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-215, filed 
9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-55-220 Interest arbitration—Submission of proposals for 
arbitration. At least ((feurteer)) 14 days before the date of the 
hearing, or no later than the next business day after the issuance of 
the certification if the date between certification and hearing is 
less than 14 days, each party shall submit to the members of the panel 
and to the other party written proposals on all of the issues it in- 
tends to submit to arbitration. Parties ((shal} set +be)) are not enti- 
tled to submit issues ((whteR)) that were not among the issues certi- 
fied under WAC 391-55-200. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 41.56.450. WSR 99-14-060, § 391-55-220, filed 7/1/99, effective 
8/1/99; WSR 96-07-105, § 391-55-220, filed 3/20/96, effective 4/20/96. 
Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 
and 47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-220, filed 
9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-55-225 Interest arbitration—Prehearing conference—Hear- 
ing. (1) The neutral chairperson may, upon ( (R+s—ex-Hee)) the chair- 
person's own motion or upon request of a party, convene a prehearing 
conference ( (ex—-eenferences)). 

(a) The purpose ((ex*-purpeses)) of a prehearing conference ( (+- 
ehide)) is to consider any one or more of the following: 

(i) Simplification of issues; 

(ii) The possibility of obtaining stipulations, admissions of 
fact, and admissions of the genuineness of documents, which will avoid 
unnecessary proof; 
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(iii) Limitations on the number and consolidation of the examina- 


tion of witnesses; 


(iv) Procedural matters; 
(v) Distribution of written tes 


prior to the hearing; and 


(vi) ((SteR)) Any 


Sition or settlement of the case. 


other matters 


timony and exhibits to the parties 


((as)) that may aid in the dispo- 


(b) Prehearing conferences may be held by telephone conference 
call or other electronic means ata 


fied by the neutral chairperson. 


(c) Following a prehearing conf 


time and ((steee)) location speci- 


rence, the neutral chairperson 


shall issue an order reciting the action taken at the conference ( (+) ) 
and the agreements made by the parties concerning all of the matters 
considered. If no objection is filed within ((#te"8)) 10 days after the 


date that the order is 


( (matted) ) is 


sued, ((+¢-skelit)) the order con- 


trols the subsequent course of the c 


by subsequent order. 


(2) The arbitration panel shall promptly establish a date, time, 


and place for a hearing and ((sHeatt) 
parties. For good cause shown, the n 
hearing upon the request of a party 
person's own initiative. The parties 


agreement. 


(a) A ((#epe)) recording of the 
and ((sheHt+be)) is the official record of the hearing, unless the 


parties agree to take a transcript. 


) 
ase unless modified for good cause 


) provide reasonable notice to the 
eutral chairperson may adjourn the 
or upon ( (His—er#Her)) the chair- 

may waive oral hearing by written 


hearing ((sHett)) must be taken 


If the parties do not agree to 


take a transcript and share in its cost, a party may take a transcript 


at its own expense. If 


neutral chairperson, all parties 
(b) The statutory prohibition against a partisan arbitrator pre- 


senting the case for a 


hearing. 


a copy of the 


transcript is provided to the 


((shett)) must have access to a copy. 


party ((sReHt)) does not preclude another mem- 
ber of the same organization or firm from presenting the case at the 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 


and 41.56.450. WSR 99-1 
8/1/99; WSR 96-07-105, 


14-060, § 391- 
S 391-55-225, 


55-225, filed 7/1/99, effective 
filed 3/20/96, effective 4/20/96. 


Statutory Authority: RCW 28B.52.080, 


and 47.64.040. WSR 80-1 


14-049 (Order 


9/30/80, effective 11/1 


L/80.] 


41.56.040, 41.58.050, 41.59.110 
80-8), § 391-55-225, filed 


AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 


8/1/99) 


WAC 391-55-230 Interest arbitration—Order of proceedings and 
evidence. The order of presentation at the hearing ((skheat+)) must be 
as agreed by the parties or as determined by the neutral chairperson. 
The neutral chairperson ((sheH—be)) is the judge of the relevancy of 
the evidence. All evidence ( (sket+) ) 
all parties, unless a party is absent in default or has waived its 
right to be present. Each documentary exhibit ((sha+)) must be sub- 
mitted to the neutral chairperson and copies ((sHeatt)) must be provi- 
ded to the partisan arbitrators and 
((shatt)) must be retained by the ne 
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ment has been signed or until any judicial review proceedings have 

( (Been) ) concluded, after which they may be disposed of as agreed by 
the parties or as ordered by the neutral chairperson. The neutral 
chairperson has authority to administer oaths, to require the attend- 
ance of witnesses, and to require the production of documents that 

( (he—es—ske)) the chairperson may deem to be material. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 41.56.450. WSR 99-14-060, § 391-55-230, filed 7/1/99, effective 
8/1/99; WSR 96-07-105, § 391-55-230, filed 3/20/96, effective 4/20/96. 
Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 
and 47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-230, filed 
9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-55-235 Interest arbitration—Arbitration in the absence 
of a party. The neutral chairperson may proceed in the absence of any 
party who, after due notice, fails to be present or fails to obtain an 
adjournment. Findings of fact and the determination of the issues in 
dispute ((skett)) may not be made solely on the default of a party, 
and the neutral chairperson ((sHatt)) may require the participating 
party to submit evidence as may be required for making of the findings 
of fact and determining the issues. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 41.56.450. WSR 99-14-060, § 391-55-235, filed 7/1/99, effective 
8/1/99; WSR 96-07-105, § 391-55-235, filed 3/20/96, effective 4/20/96. 
Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 
and 47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-235, filed 
9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-55-240 Interest arbitration—Closing of arbitration 
hearings. The neutral chairperson ((skRalit)) will declare the hearing 
closed after the parties have completed presenting ((#hei*)) any tes- 
timony ((and/ee)) or exhibits and submission of briefs or closing ar- 
guments within ((ag*reed)) the time limits as mutually agreed upon. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 41.56.450. WSR 99-14-060, § 391-55-240, filed 7/1/99, effective 
8/1/99; WSR 96-07-105, § 391-55-240, filed 3/20/96, effective 4/20/96. 
Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 
and 47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-240, filed 
9/30/80, effective 11/1/80.] 
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AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-55-245 Interest arbitration—Award. The rulings and de- 
termination of the neutral chairperson ((sheHt+be)) are control- 
ling((+)) and ((she+)) do not require concurrence ((+;)) but may be ac- 
companied by ((#ke)) any concurring ((and/ee)) or dissenting opinions 
of the partisan arbitrators. The rulings and determinations ( (sett 
net—be)) are not subject to appeal to the commission, but the neutral 
chairperson shall submit a copy of the award to the executive direc- 
For, 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 41.56.450. WSR 99-14-060, § 391-55-245, filed 7/1/99, effective 
8/1/99; WSR 98-14-112, § 391-55-245, filed 7/1/98, effective 8/1/98; 
WSR 96-07-105, § 391-55-245, filed 3/20/96, effective 4/20/96. Statu- 
tory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-245, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-55-255 Interest arbitration—Expenses of arbitration. 
Each party shall pay the expenses of presenting its own case and the 
expenses and fees of its arbitration panel member ( (ef the-arbitration 
panel)), if any. The expenses of witnesses ((shełH)) must be paid by 
the party producing them. The fees and traveling expenses of a neutral 
chairperson appointed under WAC 391-55-210 (1) or (3), along with any 
costs for lists of arbitrators and for a recording or transcription of 
the proceedings, ((sheł+)) must be shared equally between the parties. 
The fees and traveling expenses of a neutral chairperson appointed un- 
der WAC 391-55-210(2), along with the costs of ( (tapes—fex—atapre)) a 
recording of the proceedings but not a transcription or the services 
of a court reporter, ((shal+)) must be paid by the ((cemmissicn) ) 
agency. 


[Statutory Authority: RCW 41.58.050, 41.59.110, 41.80.090. WSR 
08-04-059, § 391-55-255, filed 1/31/08, effective 4/1/08. Statutory 
Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 and 
41.56.450. WSR 99-14-060, § 391-55-255, filed 7/1/99, effective 
8/1/99; WSR 96-07-105, § 391-55-255, filed 3/20/96, effective 4/20/96. 
Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 
and 47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-255, filed 
9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-55-265 Interest arbitration—Suspension of arbitration 
pending outcome of unfair labor practice proceedings. (1) The execu- 
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(a) 


or 
labor practice complain 
any determination is made in interest arbitration on 
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of this subsection, 


t 


(2) Issues suspended under subsection (1) of th 
((shett)) must be acted upon af 
practice proceedings, as follows: 

(a) If it is concluded that ((#ke)) any suspended issue 
sues-was4vrere)) was unlawfully advanced or affec 
duct, the ( (+$sue—ex—issres-shatt)) issue(s) must be si 
certification issued under WAC 391-55-200, and the part 
proposal ((shait)) is only ((be)) permitted to advance 
fied proposals ((as)) that are in compliance wit 
in the unfair labor practice proceedings. 


(b) 


If it is concluded that 


( (he) ) 


any suspended issue 


( (shalt) ) 


tricken from 
ty advancing 

( (Ste) ) 
th the remedial order 


must 


is section 
ter the conclusion of the unfair labor 


( (er—s— 


ted by unlawful con- 


the 
the 
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suces—wesrwere)) was lawfully advanced, the suspension under this sec- 
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[Statutory Authority: RCW 28B.52.080, 
§ 391-55-265, 


and 41.56.450. 
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WSR 99-14-060, 
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effective 


effective 


If a dispute has not been settled 
fact-finding 


the appointment of a fact finder 
the mediator, 


For disputes involving educational employees under chapter 


41.59 RCW who have made a request for the appointment of a fact find- 
er, a period of ((teR)) 10 days of mediation must have elapsed. The 
parties may, by agreement made at any time ( (p¥ter-te)) before the ap- 
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pointment of a fact finder, extend the period for mediation or ((pteee 
imn—thefrands—e#)) authorize the mediator ( (¢he—determinaticn ef)) to 
determine when mediation has been exhausted so as to warrant the ini- 
tiation of fact-finding. 

(2) For disputes involving state civil service employees under 
chapter 41.80 RCW, fact-finding ((skKatt)) must be initiated if resolu- 
tion is not reached through mediation by ( (ene—Hund‘ed)) 100 days be- 
yond the expiration date of a contract previously negotiated under 
that chapter or ((eRneHendred)) 100 days from the initiation of media- 
tion if no such contract exists. 


[Statutory Authority: RCW 41.58.050, 41.59.110, 41.80.090. WSR 
08-04-059, § 391-55-300, filed 1/31/08, effective 4/1/08. Statutory 
Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-300, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-55-310 Selection of fact finder. (1) Upon the submis- 
sion of a timely request for fact-finding, ( (#he—-execeutive director 
shait feentsh—atist_ef members_efthe—_dispute +esotitien _panet,—and) ) 
the parties shall meet within seven days ( (fe+tewing +eceipt ef the 
t+s+4,)) to attempt to select a fact finder. ( (Nemes—sheatt be—eferred 
and—any fact findershalittbesetected ander WAC394-55-120-) ) 


(a) The parties may agree to designate the mediator as fact find- 


er. 
(b) If the parties agree on a fact finder, they shall obtain a 
commitment to serve and ((sHett)) notify the executive director of the 
identity of the fact finder. 
(c) If the parties are unable to agree on a fact finder within 
seven days, they shall immediately notify the executive director 


(2) In the absence of an agreement of the parties under subsec- 
tion (1) of this section, the executive director shall designate a 
fact finder. 
(a) For disputes under chapter 41.59 RCW, the fact finder 
((shkeHt)) must be a member of the ((ecemmissicn)) agency staff other 
than the person who was the mediator in the dispute. The parties are 
not entitled to influence the designation of a fact finder and 
((shatt)) may not, either in writing or by other communication, at- 
tempt to indicate any preference for or against any person as the fact 
finder to be appointed by the ( (€emmissten)) agency. 

(b) For disputes under chapter 41.80 RCW, the fact finder may be 
a member of the ((e€emmissien)) agency staff or ( (may -be)) a member of 
the agency's dispute resolution panel ( (estabtiskhed in—WAc 
394-55-126)). 


[Statutory Authority: RCW 41.58.050, 41.59.110, 41.80.090. WSR 
08-04-059, $ 391-55-310, filed 1/31/08, effective 4/1/08. Statutory 
Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 and 
41.59.120. WSR 99-14-060, § 391-55-310, filed 7/1/99, effective 
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8/1/99. Statutory Authority: RCW 34.04.022, 41.58.050, 41.56.090, 
41.59.110 and 28B.52.080. WSR 83-24-035 (Order 83-05), § 391-55-310, 
filed 12/1/83, effective 1/1/84. Statutory Authority: RCW 28B.52.080, 
41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 80-14-049 (Order 
80-8), § 391-55-310, filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-55-315 Conduct of fact-finding proceedings—Waiver of 
objections. Proceedings ((sHeit)) must be conducted as provided in 
WAC 391-55-300 through 391-55-355. The fact finder shall interpret and 
apply all rules relating to the powers and duties of the fact finder. 
Any party ((wke)) that proceeds with fact-finding after knowledge that 
any provision or requirement of these rules has not been complied with 
and ((wRe)) that fails to state its objection in writing( (;—shet £e) ) 
is deemed to have waived its right to object. 


[Statutory Authority: RCW 41.58.050, 41.59.110, 41.80.090. WSR 
08-04-059, S$. 391-55-315,. filed 1/31/08, effective 4/1/08. Statutory 
Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 and 
41.59.120. WSR 99-14-060, § 391-55-315, filed 7/1/99, effective 
8/1/99; WSR 96-07-105, § 391-55-315, filed 3/20/96, effective 4/20/96. 
Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 
and 47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-315, filed 
9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-55-320 Submission of proposals for fact-finding. At 
least seven days before the date of the fact-finding hearing, each 
party shall submit to the fact finder and to the other party written 
proposals on all of the issues it intends to submit to fact-finding. 
Parties ((shalt—wet+e)) are not entitled to submit issues ( (wht) ) 
that were not among the issues mediated under WAC 391-55-070. 


[Statutory Authority: RCW 41.58.050, 41.59.110, 41.80.090. WSR 
08-04-059, § 391-55-320, filed 1/31/08, effective 4/1/08. Statutory 
Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 and 
41.59.120. WSR 99-14-060, § 391-55-320, filed 7/1/99, effective 
8/1/99. Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 
41.59.110 and 47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-320, 
filed 9/30/80, effective 11/1/80.] 


NEW SECTION 


WAC 391-55-321 Fact-finding prehearing conference. The fact 
finder may, upon the fact finder's own motion or upon request of a 
party, convene a prehearing conference. 
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(1) The purpose of a prehearing conference is to consider any one 
or more of the following: 

(a) Simplification of issues; 

(b) Identification of evidence or supporting documentation that 
either one party or both may be required to bring to the hearing; 

(c) Limitations on the number and consolidation of the examina- 
tion of witnesses; 

(d) Procedural matters; and 

(e) Any other matters that may aid in the disposition or settle- 
ment of the case. 
(2) Prehearing conferences may be held by telephone conference 
call or other electronic means at a time and location specified by the 
fact finder. 


AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-55-325 Fact-finding hearing. The fact finder shall es- 
tablish a date, time, and place for a hearing. The fact-finding hear- 
ing ((sheH—be)) is open to the public unless otherwise agreed by the 
parties. For good cause shown, the fact finder may adjourn the hearing 
upon the request of a party or upon ((Bis—ex-Hee)) the fact finder's 
own initiative. The parties may waive oral hearing by written agree- 
ment. 


[Statutory Authority: RCW 41.58.050, 41.59.110, 41.80.090. WSR 
08-04-059, § 391-55-325, filed 1/31/08, effective 4/1/08. Statutory 
Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 and 
47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-325, filed 9/30/80, 
effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-55-330 Order of proceedings and evidence. The order of 
presentation at the fact-finding hearing ((skeHt)) must be as agreed 
by the parties or as determined by the fact finder. The fact finder 
( (shat +e)) is the judge of the relevancy of the evidence. All evi- 
dence ((skhe++)) must be taken in the presence of all parties, unless a 
party is absent in default or has waived its right to be present. Each 
documentary exhibit ((sHett)) must be submitted to the fact finder and 
copies ((sket)) must be provided to the other parties. The exhibits 
((shkeHt)) must be retained by the fact finder until an agreement has 
been signed, after which they may be disposed of as agreed by the par- 


ties or as ordered by the fact finder. 


[Statutory Authority: RCW 41.58.050, 41.59.110, 41.80.090. WSR 
08-04-059, § 391-55-330, filed 1/31/08, effective 4/1/08. Statutory 
Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 and 
41.59.120. WSR 99-14-060, § 391-55-330, filed 7/1/99, effective 
8/1/99. Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 
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41.59.110 and 47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-330, 
filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-55-335 Fact-finding in the absence of a party. The fact 
finder may proceed in the absence of any party ((wRe)) that, after due 
notice, fails to be present or fails to obtain an adjournment. Fact 
finders shall treat any subject on which one party has taken a posi- 
tion that it is not a mandatory subject for bargaining in accordance 
with this rule. Findings of fact and recommendations ((shkeł=)) may not 
be made solely on the default of a party, and the fact finder 
((shkeHt)) may require the participating party to submit evidence as 
may be required for making of the findings of fact and recommenda- 
tions. 


[Statutory Authority: RCW 41.58.050, 41.59.110, 41.80.090. WSR 
08-04-059, § 391-55-335, filed 1/31/08, effective 4/1/08. Statutory 
Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 and 
41.59.120. WSR 99-14-060, § 391-55-335, filed 7/1/99, effective 
8/1/99. Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 
41.59.110 and 47.64.040. WSR 81-02-034 (Order 81-01), § 391-55-335, 
filed 1/6/81.] 


AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-55-340 Closing of fact-finding hearings. The fact find- 
er ((sHett)) will declare the hearing closed after the parties have 
completed presenting ((the+*)) any testimony ((as&e+)) or exhibits 
and submission of briefs or closing arguments within ((a@*eed)) the 
time limits as mutually agreed upon. 


[Statutory Authority: RCW 41.58.050, 41.59.110, 41.80.090. WSR 
08-04-059, § 391-55-340, filed 1/31/08, effective 4/1/08. Statutory 
Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 and 
41.59.120. WSR 99-14-060, § 391-55-340, filed 7/1/99, effective 
8/1/99. Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 
41.59.110 and 47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-340, 
filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-55-345 Findings of fact and recommendations. Within 
( ($Riety)) 30 days after ( (Ris—e+-Fe¥)) appointment, the fact finder 
shall provide the parties and the executive director with written 
findings of fact and recommendations. The findings and recommendations 
of the fact finder ((sHhatt wet +be)) are not subject to appeal to the 
commission. Fact finders ((sHett)) may rule only on the reasonability 
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of the proposals advanced in the context of the whole of the negotia- 
tions between the parties((7)) and ((sHett)) may not rule on whether a 
subject or proposal in dispute is a mandatory subject for collective 
bargaining. 


[Statutory Authority: RCW 41.58.050, 41.59.110, 41.80.090. WSR 
08-04-059, § 391-55-345, filed 1/31/08, effective 4/1/08. Statutory 
Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 and 
41.59.120. WSR 98-14-112, $ 391-55-345, filed 7/1/98, effective 
8/1/98; WSR 96-07-105, 5 391-55-345, filed 3/20/96, effective 4/20/96. 
Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 
and 47.64.040. WSR 81-02-034 (Order 81-01), “S 391-55-345, filed 
1/6/81.] 


AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-55-350 Responsibility of parties after fact-finding. 

The parties are entitled to consider the fact finder's recommendations 
privately((+)) before they are made public. 

(1) For cases under chapter 41.59 RCW, within five days after the 
findings of fact and recommendations have been issued, the parties 
shall notify the ((eemmissicn)) agency and each other whether they ac- 
cept the recommendations of the fact finder. 

(2) For cases under chapter 41.80 RCW, within ( (#en—-werking)) 10 
days after the findings of fact and recommendations have been issued, 
the parties shall notify the ((cemmissien)) agency and each other 
whether they accept the recommendations of the fact finder. 

(3) If the recommendations of the fact finder are rejected by one 
or both parties and their further efforts do not result in an agree- 
ment, either party may ask the agency to provide further mediation 
and, upon the concurrence of the other party, the agency shall assign 
a mediator. 


[Statutory Authority: RCW 41.58.050, 41.59.110, 41.80.090. WSR 
08-04-059, § 391-55-350, filed 1/31/08, effective 4/1/08. Statutory 
Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 and 
41.59.120. WSR 00-14-048, § 391-55-350, filed 6/30/00, effective 
8/1/00; WSR 99-14-060, § 391-55-350, filed 7/1/99, effective 8/1/99. 
Statutory Authority: RCW 28B.52.080, 41. , 41.58.050, 41.59.110 
and 47.64.040. WSR 80-14-049 (Order 80-8), § 391-55-350, filed 
9/30/80, effective 11/1/80.] 
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AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-55-355 Expenses of fact-finding. Each party shall pay 
the expenses of presenting its own case. Th xpenses of witnesses 
((shatt)) must be paid by the party producing them. The fees and ex- 
penses of a fact finder ((sHett)) must be paid as follows: 

(1) A fact finder appointed by the ((commissien)) agency from the 
( (eommissier)) agency staff under WAC 391-55-310 (2) (a) ((sHe/+)) must 
be paid by the ((e€emmissiern)) agency. 
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AMENDATORY SECTION (Amending WSR 03-03-064, filed 1/14/03, effective 
2/14/03) 


WAC 391-65-001 Scope—Contents—Other rules. This chapter gov- 
erns proceedings ( (befere the -pubtic—emptoyment+reteticns—_eoemmissien) ) 
relating to arbitration of grievance disputes arising out of the in- 
terpretation or application of a collective bargaining agreement under 
all chapters of the Revised Code of Washington (RCW) administered by 


)) agency. To the extent these rules of practice and 
procedure differ from the model rules in chapter 10-08 WAC or this 
agency's general rules of practice and procedure in chapter 391-08 
WAC, these special rules prevail. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 
41.06.340, 41.76.060. WSR 03-03-064, § 391-65-001, filed 1/14/03, ef- 
fective 2/14/03. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.1100, 41.58.050. WSR 01-14-009, § 391-65-001, filed 6/22/01, ef- 
fective 8/1/01; WSR 99-14-060, § 391-65-001, Fried 7/1/99, effective 
8/1/99. Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 
41.59.110 and 47.64.040. WSR 80-14-050 (Order 80-9), § 391-65-O001, 
filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-65-010 Grievance arbitration request—Who may ( (submit) ) 
file. ( (Where _there_is—an_agreement)) If the parties agree to arbi- 
trate, a request for appointment of an arbitrator to hear and deter- 
mine issues arising out of the interpretation or application of a col- 
lective bargaining agreement may be ( (submitted)) filed by the employ- 
er, the exclusive representative ((s*)), their agents, or by the par- 
ties jointly. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 41.56.125. WSR 99-14-060, § 391-65-010, filed 7/1/99, effective 
8/1/99. Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 
41.59.110 and 47.64.040. WSR 80-14-050 (Order 80-9), § 391-65-010, 
filed 9/30/80, effective 11/1/80.] 
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AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-65-030 ( (Grievance —arbitratien—) )Request for grievance 
arbitration—Filing and service. A request for appointment oe a 
grievance arbitrator may be ((made)) filed through the agency! S online 


e-filing system, by email, or in writing ( (o#—by-electronie—— faesi- 
mite——ransmission. ae request—shall _be—on—a—_formfiusatskhed _byeh 
commissien—_or prepared by the party or parties_submitting the request 
jen = oe raree Eh WAC 3941—-6€5-050._Fhe original request shal} be—sub- 
mitted _te— the commissicn'ts—_olympia _offtice,—as _ required by WAS 


394-098- )) to the agency's Olympia office, as required by WAC 
391-08-120 (1) and (2). If the request is not ( (stbmitted)) filed 
jointly, the party ((seubmitting)) filing the request shall serve a 
copy ( (;—as—*equired by WAC 3941-08-120—(3)—- and+44,-)) on the other par- 
ty to the collective bargaining agreement under which the dispute ari- 
ses, as reguired by WAC 391-08-120 (3) and (4). 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 41.56.125. WSR 99-14-060, § 391-65-030, filed 7/1/99, effective 
8/1/99. Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 
41.58.050, 34.50.413 and 41.56.125. WSR 96-07-105, § 391-65-030, filed 
3/20/96, effective 4/20/96. Statutory Authority: RCW 28B.52.080, 
41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 80-14-050 (Order 
80-9), § 391-65-030, filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-65-050 ( (Grievanee—arbitratien—))Contents of request 
filing forms. Each ( (¥equest—_fer appeimiment ofa grievance aebitra- 
tex—shatt+ecntais)) completed grievance arbitrator request filing 
form, whether obtained from the agency's website or through the agen- 


cy's e-filing system, must include all of the following: 
(1) Information identifying the parties to the dispute, includ- 


ing: 

(a) The name, email address, mailing address, and telephone num- 
ber of the employer and ( (#he—mame,—add+ress—ancd tetepheone—_aumber—eof 
)) of the employer's representative; 

(b) The name, email address, mailing address, and telephone num- 
ber of the employee organization and ( (#he—mRame,—eddress—and tetepheone 
numberof i++s_prinetpat)) of the employee organization's representa- 
tive; 

(c) 6-4 i 7 

+4+)) A copy of the current or most recent applicable collective 
bargaining agreement; and 

((te+)) (d) A general description of the employee job classifica- 

tion {s) in in the bargaining unit ( (amvebvred,—speet tying trehistens—and 
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, 
, a fe eee e e ve peers sane eats arena aig 
teation)). 

(2) Identification of the grievance to be resolved in arbitra- 
tion. 

(3) Designation of the request as: 

(a) A request for appointment of a member of the agency staff as 
arbitrator; or 
(b) A request for ( (the-sebmissiorn ef)) a list containing a 
specified number of names from the dispute resolution panel ( (e*eated 

)) maintained by the agency under WAC 391-75-010. 

(4) The name(s), signature (s), and((7—~+£-arny,)) title(s), if any, 
of the ( (¥ep¥esentativets}ef the +equesting—partytparties},—anrd) ) 
person(s) filing the request as well as the date(s) of the signa- 
ture(s). 

(5) Any other information requested in the grievance arbitrator 
request filing form found on the agency's website at www.perc.wa.qov 
or as required through the agency's e-filing system. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 41.56.125. WSR 99-14-060, § 391-65-050, filed 7/1/99, effective 
8/1/99. Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 
41.58.050, 34.05.413 and 41.56.125. WSR 96-07-105, § 391-65-050, filed 
/20/96, effective 4/20/96. Statutory Authority: RCW 28B.52.080, 
1.58.050, 41.56.090 and 41.59.110. WSR 88-12-057 (Order 88-09), § 


0-9), S 391-65-050, filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 00-14-048, filed 6/30/00, effective 
8/1/00) 


WAC 391-65-070 ((Grievance—arbitratien—) )Appointment of staff 
arbitrator. Upon concurrence of the parties or upon the submission of 
a joint request, a member of the agency staff ((sHe++)) will be as- 
Signed as grievance arbitrator. The parties ((skKeatt)) are not ((be)) 
permitted to select a grievance arbitrator from a list of agency staff 
members ( (+)) or to exercise a right of rejection on appointments made 
under this section ( (+—bHe)). However, the parties may jointly express 
a preference for appointment of one or more staff members as their ar- 
bitrator, and their request ((shkeł)) will be considered in making the 
assignment. Upon the submission of a request by one party for the ap- 
pointment of a member of the agency staff as grievance arbitrator, the 
agency ((skheHt)) will determine whether the other party to the collec- 
tive bargaining agreement concurs in the appointment of a staff arbi- 
trator. In the absence of concurrence, the agency ((she+)) will noti- 
fy the requesting party of the lack of concurrence and ((sHaHt)) close 
the case if concurrence is not provided within a reasonable time. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 41.56.125. WSR 00-14-048, § 391-65-070, filed 6/30/00, effective 
8/1/00; WSR 99-14-060, 5 391-65-070, filed 7/1/99, effective 8/1/99. 
Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 41.59.110 
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and 47.64.040. WSR 80-14-050 (Order 80-9), § 391-65-070, filed 
9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 99-14-060, filed 7/1/99, effective 
8/1/99) 


WAC 391-65-090 ( (Grievanece—arbitratien—) )Designation of panel 
of arbitrators. Upon the request of a party, the agency shall ( (f- 
n+sk)) provide a list of ((members—ef)) arbitrators from the dispute 
resolution panel in accordance with WAC 391-75-020(1). ( (Nemes—skhelt 
be—referred ancdanarbhitratershatttbesetectecd under HAC 394-555-126) ) 


The parties must select an arbitrator under the procedures specified 
in WAC 391-75-020 (2 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050 
and 41.56.125. WSR 99-14-060, § 391-65-090, filed 7/1/99, effective 
8/1/99. Statutory Authority: RCW 28B.52.080, 41.56.040, 41.58.050, 
41.59.110 and 47.64.040. WSR 80-14-050 (Order 80-9), § 391-65-090, 
filed 9/30/80, effective 11/1/80.] 


AMENDATORY SECTION (Amending WSR 12-05-066, filed 2/15/12, effective 
3/17/12) 


WAC 391-65-110 ( (Grievanee—arbitratien—) )Conduct of proceed- 
ings. The arbitrator assigned or selected shall conduct the arbitra- 
tion proceedings in the manner provided in the collective bargaining 
agreement under which the dispute arises, subject to the following: 

(1) Arbitration cases handled by members of the agency staff 
((shait)) must be kept in the public files ((6£)) maintained by the 
agency. 

(2) Except as provided in subsection((s)) (1) ( (and ?})) of this 
section, all arbitrators shall maintain compliance with the "Code of 
Professional Responsibility for Arbitrators of Labor-Management Dis- 
putes" as last amended with approval of the Federal Mediation and Con- 
Ciliation Service. 

(3) Rulings, actions, and decisions issued by staff arbitrators 


under this chapter ((skalt)) are not ((be)) subject to appeal to the 
commission ( (ex—EHe-—masim moteyeest_ecommissien)). 

[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.58.050, 41.58.065, 
41.59.110, 41.76.060, 41.80.130, and 49.39.060. WSR 12-05-066, § 
391-65-110, filed 2/15/12, effective 3/17/12. Statutory Authority: RCW 
28B.52.080, 41.56.090, 41.58.050, 41.59.110, 41.76.060, 41.80.080. WSR 
08-04-059, § 391-65-110, filed 1/31/08, effective 4/1 /08. Statutory 
Authority: RCW 28B.52.080, 41.56.090, 41.59.110, 41.58.050, 41.06.340, 
41.76.060 and 41.56.125. WSR 03-03-064, § 391-65-110, filed 1/14/03, 
effective 2/14/03. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.110, 41.58.050 and 41.56.125. WSR 99-14-060, § 391-65-110, filed 
TIIRO S effective 8/1/99; WSR 96-07-105, § 391-65-110, filed 3/20/96, 
effective 4/20/96. Statutory Authority: RCW 28B.52.080, 41.56.040, 
41.58.050, 41.59.110 and 47.64.040. WSR 80-14-050 (Order 80-9), S 
391-65-110, filed 9/30/80, effective 11/1/80.] 
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AMENDATORY SECTION (Amending WSR 08-04-059, filed 1/31/08, effective 
4/1/08) 


WAC 391-65-150 ((Grievance—arbitration—) )Expenses of arbitra- 
tion. Each party shall pay the expenses of presenting its own case 
and the expenses and fees of its arbitration panel member, if any((+r 
ef—an—arbitration panetl)). The expenses of witnesses ((she+ł+)) must be 
paid by the party producing them. The ((cemmissier)) agency shall pay 
the salary and expenses of a staff member assigned under WAC 
391-65-070, but the ((eemmissiern)) agency shall not pay any costs for 
recording ((and‘/ex)) or transcription of proceedings ((7)) or any other 
expenses of the proceedings. The parties shall pay the fees and expen- 
ses of a dispute resolution panel member selected under WAC 
391-65-090, as provided in WAC ((39+-55-126)) 391-75-020. 


[Statutory Authority: RCW 28B.52.080, 41.56.090, 41.58.050, 41.59.110, 
41.76.060, 41.80.080. WSR 08-04-059, § 391-65-150, filed 1/31/08, ef- 
fective 4/1/08. Statutory Authority: RCW 28B.52.080, 41.56.090, 
41.59.110, 41.58.050 and 41.56.125. WSR 99-14-060, § 391-65-150, filed 
7/1/99, effective 8/1/99. Statutory Authority: RCW 28B.52.080, 
41.56.040, 41.58.050, 41.59.110 and 47.64.040. WSR 80-14-050 (Order 
80-9), § 391-65-150, filed 9/30/80, effective 11/1/80.] 


REPEALER 

The following sections of the Washington Administrative Code are 
repealed: 

WAC 391-65-002 Sequence and numbering of rules—Special 

provisions. 

WAC 391-65-075 Special provision—Marine employees. 

WAC 391-65-130 Grievance arbitration—Award. 
OTS-3730.3 


Chapter 391-75 WAC 
DISPUTE RESOLUTION PANEL AND LAW ENFORCEMENT ARBITRATOR ROSTER 


NEW SECTION 


WAC 391-75-001 Scope—Contents—Other rules. This chapter gov- 
erns the maintenance of the dispute resolution panel and law enforce- 
ment arbitrator roster. 


[] 
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N 


WAC 391-75-010 Dispute resolution panel—Membership. The agency 


shall main 


tain a panel of individual 


tial capac 
(1) A 


mum qualif 
staff: 


(a) A 
industrial 
(b) A 


with major 

or related 

bitrator, 
(c) A 


year, for 
(2) A 
shall prov 
acceptabil 
(a) At 
(b) At 
(c) At 
tions admi 
(3) Al 
of this se 
of the app 
mendation 
letterhead 
letter. 
(4) A 


s qualified to serve in an impar- 


ity in the resolution of 
pplicant 


ications for the working 


labor disputes. 
ts for membership on the dispute resolution panel 
shall demonstrate minimum background and experienc qual to the mini- 


evel positions on the agency 


master's degree in labor 
relations, or closely all 


relations, personnel management, 
ied field, or a law degree; 


t least three years of experience in collective bargaining 
work assignments in negotiations, contract administration, 


work as a union or manag 


or educator in the above areas; and 


ment representative, mediator, ar- 


dditional qualifying experience may substitute, year for 


education. 


pp] 
ide at least five letters 


licants for membership on the dispute resolution panel 


of recommendation supporting their 


ity as an impartial from: 

t least two management representatives; 

t least two union representatives; and 

t least one impartial arbitrator, mediator, or labor rela- 


nistrative agency official. 


ll letters of recommendation submitted under subsection (2) 
ction must be signed and dated within two years of the date 
lication for membership. Additionally, any letter of recom- 
submitted in support of an applicant should be on official 


or contain recent contact information for the author of the 


pplicants for membership on the dispute resolution panel who 
desire to be referred for interest arbitration proceedings shall dem- 


onstrate t 
arbitratio 
copies of 
parties se 
(5) A 
shall subm 
mation on 
tions, and 
administra 


heir experience as an impartial in at least five grievanc 
n, fact-finding, or interest arbitration cases by submitting 
arbitration awards which can be provided, upon request, to 


lecting an interest arbitrator. 


pplicants for membership on the dispute resolution panel 


it, in the form specified 


tive verification. 


by the executive director, infor- 


their background, qualifications, professional certifica- 
affiliations. All information submitted may be subject to 


(6) Applications of persons appearing to be qualified for member- 
panel are forwarded to the commission for consideration 


ship on th 


and action. 


it, togeth 
the applic 


The commission shall review each application submitted to 


er with the supporting letters of recommendation, and notify 


ant of the determination made. 


(7) No member of the commission appointed under RCW 41.58.010 may 
ve member of the dispute resolution panel. 


be an acti 

(8) U 
mission, t 
statute. O 
agency und 


[] 


Certified 


pon appointment to the 


dispute resolution panel by the com- 


he panel member may be placed under contract pursuant to 


nly persons listed on the 


panel may be compensated by the 


er a personal service contract. 
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NEW SECTION 


WAC 391-75-020 Dispute resolution panel—Referral and selection 
procedures. (1) All referrals from the dispute resolution panel are 
made by random selection from among the panel members eligible for the 
type of proceeding involved, subject to the following: 

(a) If the parties do not specify the number of names requested, 
the agency will supply seven names. 

(b) Where the parties request a specific number of names, the 
agency will supply the number requested. 

(c) The agency will post on its website at www.perc.wa.gov bio- 
graphical information, including background, qualifications, and expe- 
rience, for each of the arbitrators on the list supplied to the par- 
ties. 


(d) The agency will supply the parties with a second list or ad- 
ditional name(s) upon submission of their joint written request. 

(2) The parties may use any method agreed upon for selecting an 
impartial from the list provided by the agency. In the absence of 
agreement on any other method, they shall alternately strike names 
from the list, with the order of striking determined by lot. 

(3) All contacts and arrangements between the parties and a se- 
lected dispute resolution panel member are the responsibility of the 
parties. The fees and travel expenses of the dispute resolution panel 
member must be paid by the parties under applicable rules or as agreed 
by the parties. 


[] 


NEW SECTION 


WAC 391-75-040 Law enforcement arbitrator roster—Membership. 
The agency shall maintain a roster of nine to 18 individuals qualified 
to serve in an impartial capacity for disputes involving law enforce- 
ment personnel disciplinary actions that are submitted to binding 
grievance arbitration under an existing collective bargaining agree- 
ment. 


(1) In addition to the qualifications set forth in RCW 
41.58.070(4), applicants for membership on the law enforcement arbi- 
trator roster shall provide at least five letters of recommendation 
supporting their acceptability as an impartial from: 


(a) At least two management representatives; 
(b) At least two union representatives; and 
(c) At least one impartial arbitrator, mediator, or labor rela- 


tions administrative agency official. 

(2) All letters of recommendation submitted under subsection (1) 
of this section must be signed and dated within two years of the date 
of the application for membership. Additionally, any letter of recom- 
mendation submitted in support of an applicant should be on official 
letterhead or contain recent contact information for the author of the 
letter. 
(3) Applicants for membership on the law enforcement arbitrator 
roster shall submit, in the form specified by the executive director, 
information on their background, qualifications, professional certifi- 
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cations, and affiliations. All information submitted may be subject to 
administrative verification. 

(4) Applications of persons appearing to be qualified for member- 
ship on the roster are forwarded to the commission for consideration 
and action. The commission shall review each application submitted to- 
gether with the supporting letters of recommendation. Individuals se- 
lected by the commission for appointment to the law enforcement arbi- 
trator roster will be provided with a letter of appointment designat- 
ing the expiration date of the appointee's term. Except as provided in 
RCW 41.58.070(6), a person appointed to the law enforcement arbitrator 
roster serves a three year term. 
(a) If an appointee desires to be reappointed to the roster for 
an additional term, the appointee must notify the executive director 
of this desire in writing within 60 days before th xpiration date of 
the appointee's current term. Any notice for reappointment will be 
transmitted to the commission for its consideration consistent with 
this section. 

(b) If the appointee declines to seek reappointment or fails to 
request reappointment, the commission may then fill the vacancy on the 
roster consistent with RCW 41.58.070 and this section. 

(5) No member of the commission appointed under RCW 41.58.010 may 
be an active member of the law enforcement arbitrator roster. 


[] 


NEW SECTION 


WAC 391-75-050 Awards. Any arbitrator assigned or selected un- 
der this chapter for a dispute involving public employees shall, after 
sending the arbitration award to the parties, submit a copy to the ex- 
ecutive director. 


[] 


NEW SECTION 


WAC 391-75-060 Ethical standards. Whenever it appears to the 
commission that an applicant or member of the dispute resolution panel 
or law enforcement arbitrator roster has failed or refused to comply 
with applicable statutes, rules, and ethical standards, the applica- 
tion must be rejected or the member must be removed from the dispute 
resolution panel or law enforcement arbitrator roster. A member must 
also be removed from the dispute resolution panel or law enforcement 
arbitrator roster if the member has: 

(1) Ceased accepting appointments as an impartial in the resolu- 
tion of labor disputes; 

(2) Failed to keep the agency informed of the member's current 
email address, mailing address, and telephone number; or 

(3) Failed to follow ethical standards and procedures as set 
forth in the "Code of Professional Responsibility for Arbitrators of 
Labor Management Disputes" as approved by the National Academy of Ar- 
bitrators, the Federal Mediation and Conciliation Service, and the 
American Arbitration Association. 
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NEW SECTION 


WAC 391-75-070 Impartiality. Persons referred from the dispute 
resolution panel or law enforcement arbitrator roster shall be impar- 
tial. No active member of the dispute resolution panel or law enforce- 
ment arbitrator roster may serve in any capacity as an advocate or 
representative for either labor or management in labor relations mat- 
ters. Any member of the panel or roster who intends to engage in advo- 
cacy work shall notify the executive director and will be placed on 
inactive status while their advocacy work continues. 


[] 


NEW SECTION 


WAC 391-75-080 Disclosure. Before accepting an appointment as 
an arbitrator from either the dispute resolution panel or the law en- 
forcement arbitrator roster, or as soon as information giving rise to 
a problem of appearance of fairness becomes known, a person serving in 
an impartial capacity shall disclose to the parties and to the execu- 
tive director any circumstances likely to create an appearance of bias 
or which might disqualify that person from serving in the impartial 
capacity. Employment of the person or any member of their immediate 
family by any party is disqualifying. Each party to the proceeding 
shall immediately notify the executive director and the appointee or 
select whether it is willing to waive disqualification. If either 
party declines to waive the disqualification, the appointment must be 
vacated. 


[] 
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AMENDATORY SECTION 


appl 
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12/14/15) 


WAC 200-220-030 Definitions. 
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to this rule adoption 
or portions of the proposal, 
requirements of the Regulatory Fairness Act because 
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For purposes of these rules, 


these 


words or phrases have the following meaning: 
"Activity" means one or more people gathering for a common 
purpose or cause. 


(1) 
(2) 


organization(s) 


itol 


"Applicant, " wT W 


unds. 


(3) 


licly to display a message, 
information. 
signs for purposes of 


"you" or "your" refers to any person(s) 
seeking permission to use the public areas of the cap- 
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or 


"Banners and signs" means pieces of material presented pub- 


Government- 
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these rules. 


or other similar 
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(4) 


grounds over which the department of enterpris 


"Capitol 


Wash 
buil 


ington State Register, 
din 


Issue 22-17 


WSR 22-17-170 


gs and grounds" means those buildings and 


services 


xercises 


custody and control under RCW 43.19.125. 

(a) "Buildings" means enclosed buildings and adjoining struc- 
tures. Buildings include, but are not limited to, the Legislative 
Building, the Temple of Justice, the Old Capitol Building, and the 
Natural Resources Building. 

(b) "Grounds" means exterior spaces including, but not limited 
to, walkways, plazas, lawns, plantings and parks. 

The grounds include such locations as the capitol campus, Herit- 


age Park, Marathon Park, Centennial Park, 
and Deschutes Parkway. 
"Commercial activity" means an activity tha 
or exchanges commercial products or services. 
advertising, 
encouraging paid membership in 
the marketing of commercial 


and shores 
(5) 
ates, 


ties include, 
ing or selling any product or service, 
association or 
Commercial 


any group, 
activities 


of Capitol 


but are 


Lake, 


Sylvester Park, 


the surface 


not limited to, 


organization, or 
activities do not include 


for government entities. 
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terprise services,' 


"department, 


us, 


t promotes, cre- 
Commercial activi- 
fund-raising, buy- 


such activities by or 


the department of enterprise 


or "we" refers to 


the department of enterprise services. 
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speech and assembly activities 
rallies, 
strations, 
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(( 


(10) 


(11) 


individual, 


public. 


nars. 
(12) 


nines; and 
fices, meet 
served for 
tions of si 
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that 
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is identified by a sign pursuant to WAC 200-200-450 indicating that 
the area is not open to the public. 

(13) "Service animal" means an animal, including guide dogs, 
trained to do work or perform tasks for the benefit of a person with a 
disability, as defined by applicable state and/or federal laws. 


[Statutory Authority: RCW 43.19.011, 43.19.620, 43.19.985, 43.19.742, 
43.19.769, 39.26.080, 39.26.090, 39.26.251, 39.26.255, and 39.26.271. 
WSR 15-23-062, § 200-220-030, filed 11/13/15, effective 12/14/15. 
Statutory Authority: 2011 c 43. WSR 11-23-093, recodified as § 
200-220-030, filed 11/17/11, effective 11/17/11. Statutory Authority: 
RCW 43.19.125 and 46.08.150. WSR 09-22-059, § 236-17-030, filed 
10/30/09, effective 11/30/09. ] 


ENFORCEMENT, EXCLUSION, AND APPEAL 


NEW SECTION 


WAC 200-220-600 Authority to enforce. Statutes, rules, and pol- 
icies regulating the use of the capitol campus may be enforced by en- 
terprise services, the Washington state patrol, and by any law en- 
forcement agency with appropriate jurisdiction. Prior coordination 
with or complaint by enterprise services is not a prerequisite for en- 
forcement actions by agencies with enforcement authority. 


[] 


NEW SECTION 


WAC 200-220-610 Warning of potential exclusion from capitol cam- 
pus or areas thereof. (1) An officer of the Washington state patrol 
or a designated enterprise services employee may issue a warning of 
potential exclusion from the capitol campus or a designated area 
thereof under the authority of this section, if the issuer has a rea- 
sonable belief based upon the facts and circumstances to believe that 
the person through acts or omissions has violated one or more of the 
rules applicable to the capitol campus under chapters 200-200 through 
200-299 WAC, or an applicable statute, regulation, or policy while on 
the capitol campus. 

(2) A warning of potential exclusion shall: 

(a) Be in writing, signed by the person issuing it, identify the 
issuer's name and title, and identify the person subject to the warn- 
ing, if known. 

(b) Contain the date of issuance and effective date, the viola- 
tion(s) that the person is alleged to have committed, and a citation 
to any rule or statute violated. 
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(c) Warn that a future violation of one or more of the rule or 
statute violated under the warning of potential exclusion may be 
grounds for the issuance of a notice of exclusion from the capitol 
campus or a designated area, in addition to any other legal citation, 
liability, or remedy provided under the law. 

(d) Set out the method of appealing the warning, which shall also 
include the address where the appeal should be sent. 

(3) A person subject to a warning need not be charged, tried, or 
convicted of any crime or be issued an infraction or have an infrac- 
tion found committed in order for a warning of potential exclusion to 
be issued or effective. The issuing person need only establish that 
probable cause existed to support the issuance of the warning. 

(4) A person subject to a warning of potential exclusion may ap- 
peal the warning to the director as provided on the notice by submit- 
ting an appeal together with a copy of the warning within 10 days of 
receipt of the warning. The director or a designee shall decide the 
appeal as a brief adjudicative appeal under RCW 34.05.482 through 
34.05.494. The deciding officer shall base the final order on a "more 
probable than not" standard whether the violation identified in the 
warning did or did not occur. In the event the director denies the ap- 
peal, the decision is appealable under the provisions of chapter 34.05 
RCW. 


[] 


NEW SECTION 


WAC 200-220-620 Exclusion from capitol campus or areas thereof. 
(1) An officer of the Washington state patrol or a designated enter- 
prise services employee may exclude a person from the capitol campus 
or a designated area thereof under the authority of this section, if 
the issuer has reasonable belief based upon the facts and circumstan- 
ces to believe that the person through acts or omissions has violated 
one or more of the rules applicable to the capitol campus under chap- 
ters 200-200 through 200-599 WAC or an applicable statute, regulation, 
or policy while on the capitol campus. 

(2) A notice of exclusion shall not be issued unless: 

(a) The alleged violator who engaged in the conduct in question 
was informed that the conduct is a violation of an applicable statute, 
rule, or policy, was requested to cease or correct that conduct, and 
the person did not upon request and information promptly cease or cor- 
rect the conduct, including, if applicable, removing any objects or 
materials that are in violation; or 

(b) The alleged violator has been given a warning of potential 
exclusion for the conduct in question; or 
(c) The alleged violation has resulted in or creates a substan- 
tial risk of damage to property or injury to a person. 

(3) A notice of exclusion shall: 

(a) Be in writing, signed by the person issuing it, identify the 
issuer's name and title, and identify the person subject to the order, 
if known. 
(b) Reasonably identify the ground or grounds for the exclusion. 
To the extent practicable, if ground in subsection (2) (b) of this sec- 
tion is relied upon, identify the date of a prior warning, and if 
ground in subsection (2) (c) of this section is relied upon, describe 
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the basis for finding damage or a substantial risk of damage to state 
property or injury or a substantial risk of injury to a person. 

(c) Contain the date of issuance and a citation to the rule(s) 
and/or statute(s) the person is alleged to have violated. 

(d) Contain the date th xclusion begins and ends. If the exclu- 
Sion duration is longer than the standard period of exclusion, the no- 
tice shall provide a description of the nature of the violation war- 
ranting a deviation from the standard. 

(e) Specify the locations from which the individual will be ex- 
cluded, which the issuer may, if appropriate, limit to areas of the 
capitol campus where similar conduct might occur. Exclusions do not 
apply to public rights-of-way and public sidewalks along such rights- 
of-way that are not closed to the public. Further, exclusions do not 
apply to direct transit along a direct route through the capitol cam- 
pus for the sole purpose of attending a public hearing, a legislative 
session, or a prearranged meeting with a state official unless the no- 
tice of exclusion specifically states that such areas are subject to 
the exclusion and provides the reasons therefore. 
(f£) Set out the method of appealing the notice, which shall also 
include the address where an appeal should be sent. 
(g) Prominently display a warning of the consequences for failure 
to comply with the notice and state that a violation of the terms of 
the notice will constitute criminal trespass under chapter 9A.52 RCW. 

(4) The person subject to exclusion need not be charged, tried, 
or convicted of any crime or be issued an infraction or have an in- 
fraction found committed in order for a notice of exclusion to be is- 
sued or effective. The issuing person need only establish that proba- 
ble cause exists that a violation occurred and that one or more of the 
conditions in subsection (2) of this section are satisfied. 

(5) The standard period of exclusion shall be as follows and 
shall apply unless the issuing person deems a longer period of exclu- 
sion is warranted based on the nature of the violation: 

(a) First violation: Forty-eight hour exclusion. 

(b) Second violation: Thirty day exclusion. 

(c) Third violation: One year exclusion. 

(6) A person subject to exclusion pursuant to this section may 
appeal the exclusion to the director as provided on the notice by sub- 
mitting the appeal together with a copy of the exclusion within 10 
days of receipt of the notice of exclusion. The director or a designee 
shall decide the appeal as a brief adjudicative appeal under RCW 
34.05.482 through 34.05.494. The presiding officer shall base the fi- 
nal order on a "more probable than not" standard whether (a) a condi- 
tion in subsection (2) of this section was or was not present and (b) 
the violation did or did not occur. The presiding officer may modify 
the terms of the exclusion to reduce the period and/or area of exclu- 
sion. The decision of the presiding officer may be appealed under the 
provisions of chapter 34.05 RCW. 

(7) Unless the appellant requests and obtains a stay from the 
presiding officer or the exclusion is otherwise invalidated, removed, 
or modified, the exclusion will remain in effect until its expiration 
date. A stay request must be accompanied by a statement of the grounds 
for the stay and identify th vidence setting forth the factual basis 
for the request. A stay will not be granted unless the deciding pre- 
siding officer finds that the appellant is likely to prevail on the 
appeal or that the appellant has raised a substantial question whether 
the exclusion should be reversed and has shown a likelihood that the 
appellant will suffer irreparable harm due to the exclusion. 
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Is partially exempt: 
Explanation of partial exemptions: The following WAC 
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(3) (iv): WAC 308-10A-201, 308-10A-401, and 308-10A-402. 
The proposed rule does impose more-than-minor costs on business- 


es. 


Small Business Economic Impact Statement 
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SBEIS. 
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August 23, 2022 
Ellis Starrett 
Rules and Policy Manager 


OTS-3980.2 


Chapter 308-10A WAC 
DATA PRIVACY 


NEW SECTION 


WAC 308-10A-100 Definitions. For the purposes of RCW 46.22.010, 
the following definitions apply: 

(1) "Access period" is a duration of time under the term of this 
agreement when recipient is granted access and use of protected per- 
sonal information. 

(2) "Agent" means a representative, or representatives, of a re- 
questor that is under contract with the recipient or subrecipient to 
request driving records on the requestor's behalf. "Agent" includes 
insurance pools established under RCW 48.62.031 of which the author- 
ized recipient is a member. 

(3) "Authorized legal representative" means someone legally au- 
thorized under federal or state law to make decisions for the benefi- 
ciary. An authorized legal representative is someone who: 

(a) Can provide documentation that they have power of attorney; 
legal guardianship or conservatorship for the beneficiary; executor, 
CEC. 7 (OF 

(b) Is a custodial parent of a beneficiary who is under the age 
of 18. 

(4) "Authorized use" means a permissible use granted to a recipi- 
ent in a fully executed data sharing agreement with the department. 

(5) "Bona fide research organization" means an entity, such as a 
university, that conducts noncommercial research using established 
scientific methods. There must be an intention to publish the research 
findings for wider scientific and public benefit, without restrictions 
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or delay. Bona fide research organizations do not use protected per- 
sonal information for commercial purposes. 

(6) "Breach" or "breaches" means an unauthorized acquisition, 
loss of control or exposure to an unauthorized person or business, or 
misuse of protected personal information. Ransomware and unauthorized 
offshoring of protected personal information are included in this def- 
inition. 
(7) "Course of business" or other similar term means activities 
that pertain to the use of protected personal information as author- 
ized by the recipient's data sharing agreement with the department. 

(8) "Customers" means those entities that the recipient is pro- 
viding services to using protected personal information but is not re- 
ceiving protected personal information from the recipient. "Customers" 
does not include those entities receiving statistical reports. 

(9) "E-service" means a data service hosted by the department en- 
abling approved users access to data through a secure access Washing- 
ton (SAW) or license express account. E-services include, but are not 
limited to, driver and plate search (DAPS), driver adjudication and 
information system (DIAS), contracted plate search (CPS), driver re- 
cord request (DRR), abandoned vehicle report (AVR). 
(10) "Governmental entity" means a federal agency, a state agen- 
cy, board, commission, unit of local government, or quasi-governmental 
entities. 
(11) "Incident" means an event that confirms, or is reasonably 
thought to be, the unauthorized access to, or misuse of, protected 
personal information. Ransomware attacks are included in this defini- 
tion. 


(12) “Independent third party" means any entity other than a mem- 
ber of the recipient or any of its stockholders, or any entity con- 
trolled by or under common control with any of the stockholders or the 
company group. 
(13) “Individual registered or legal vehicle or vessel owner" or 
"individual vehicle or vessel owner" means a single vehicle or vessel 
owner, for the purposes of RCW 46.12.630. 
(14) "List" means multiple records containing protected personal 
information, regardless of the method recipient uses to request or ob- 
tain records. 
(15) "Misuse" means the access, disclosure or use of protected 
personal information without the express, written authorization from 
the department in a data sharing agreement. "Misuse" also includes a 
violation of any privacy requirement outlined in a data sharing agree- 
ment. 


(16) "Offshoring" means the electronic or hard copy transmission, 
accessing, viewing, capturing images, storage, or processing of pro- 
tected personal information outside the United States. 

(17) "Per incident," for the purposes of RCW 46.22.010(4), means 
each time protected personal information is accessed or used by an un- 


authorized entity or individual. "Per incident" does not refer to in- 
dividual records. 
(18) "Permissible use" means authorized or required uses as out- 


lined in federal or state law, and authorized in the data sharing 
agreement. 
(19) "Protected personal information" means collectively personal 
information and identity information, as defined by RCW 46.04.209, 
19.255.005, and 42.56.590, authorized for disclosure by the federal 
Driver Privacy Protection Act and state law. 
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NEW SECTION 


WAC 308-10A-202 Vetting of subrecipients. Before giving a sub- 
recipient access to protected personal information, that the recipient 
must validate that the subrecipient demonstrates the following minimum 
requirements: 
(1) The subrecipient has a permissible use under federal or Wash- 
ington state laws, whichever is more restrictive. 

(2) The subrecipient is a qualified recipient under federal or 
Washington state laws. 

(3) The subrecipient has sufficient protections in place to se- 
cure the privacy of the protected personal information in accordance 
with the data sharing agreement. 


[] 


NEW SECTION 


WAC 308-10A-203 Subrecipient disqualification. When the depart- 
ment notifies a recipient that its subrecipient is ineligible to re- 
ceive protected personal information, the recipient must immediately: 

(1) Terminate the subrecipient's access to protected personal in- 
formation; and 
(2) Require the subrecipient destroy all protected personal in- 
formation it obtained through the recipient. 


[] 


NEW SECTION 


WAC 308-10A-204 Subrecipient audit requirements. (1) A recipi- 
ent must have procedures to audit subrecipients for compliance with 
the terms and conditions of its contract with the subrecipient. 

(2) The audit methodologies must be sufficient for a reasonable 
person to conclude a subrecipient is compliant with requirements in 
the contract between recipient and subrecipient. 


[] 


NEW SECTION 


WAC 308-10A-205 Required written consent audits. (1) Recipients 
who provide protected personal information to subrecipients, when a 
person must sign a release form under RCW 46.52.130, must establish 
processes to hold all subrecipients accountable for: 
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NEW SECTION 


WAC 308-10A-402 Selection of an auditor. If the department 
chooses not to perform an audit, the recipient must select a qualified 
independent third-party auditor to conduct the audit. 


[] 


NEW SECTION 


WAC 308-10A-403 Independent third-party auditor qualifications. 
Independent third-party auditors conducting data security audits must, 
at a minimum, hold one of the following certifications: 

(1) American Institute of Certified Public Accountants (AICPA); 

(2) Certified Information Privacy Professional (CIPP); 

(3) ANSI-ASQ National Accreditation Board (ANAB); or 

(4) Other nationally recognized information technology auditing 
certification. 


[] 


NEW SECTION 


WAC 308-10A-404 Statement of compliance. (1) The recipient 
will: 


(a) Perform a self-assessment to determine compliance with the 
requirements of the data sharing agreement. 

(b) Confirm in writing to the department that it complies with 
requirements in the data sharing agreement. 

(c) Document instances of noncompliance with the data sharing 
agreement and include a corrective action plan to correct all defi- 
ciencies. 

(d) Include a declaration with their statement of compliance that 
affirms protected personal information is only used as authorized. 

(2) The frequency of the statement of compliance will be outlined 
in the data sharing agreement. 


[] 


NEW SECTION 


WAC 308-10A-405 Corrective action plans. (1) When notifying the 
department of any noncompliance with the data sharing agreement, the 
notification must include a corrective action plan for each deficien- 
Cy. 


(2) The corrective action plan must identify the anticipated dat 
the recipient will complete each action to either bring the recipient 
into compliance or eliminate the deficiency. 
(3) The department may accept the recipient's action, and close 
the action item, or may require additional action. 


e 


ct ct 
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NEW SECTION 


WAC 308-10A-500 Pertaining to RCW 46.12.630. (1) For the purpo- 
ses of RCW 46.12.630(1): The sharing of protected personal information 
will be in accordance with the following vehicle and vessel regula- 
tions as they existed on January 1, 2022: 

(a) For vehicles: 

(1) Titles I and IV of the Anti-Car Theft Act of 1992; 

(ii) The Automobile Information Disclosure Act (15 U.S.C. Sec. 
1231 et seq.); 
(iii) The Clean Air Act (42 U.S.C. Sec. 7401 et segq.); and 
(iv) 49 U.S.C. Secs. 30101-30183, 30501-30505, and 32101-33118; 
(b) For vessels: 
( 
( 


i) 46 U.S.C. Sec. 4310; and 

ii) Any relevant section of the Code of Federal Regulations 
adopted by the United States Coast Guard. 

(2) For the purposes of RCW 46.12.630(2): 

(a) Whenever the recipient grants a request for protected person- 
al information to an attorney or private investigator, the recipient 
shall provide notice to the vehicle or vessel owner, as required under 
RCW 46.12.635, and as outlined in its data sharing agreement with the 
department. 


(b) "Federal, state, or local agency," "local governmental enti- 
ty," "governmental agency," and "government agency" have the same 
meaning as "governmental entity." (See WAC 308-10A-805.) 


(c) For the purposes of section RCW 46.12.630 (2) (e), the permis- 
Sible use is restricted only to a governmental agency or its agent, as 
authorized by the Driver Privacy Protection Act 18 U.S.C. Chapter 123. 

(d) For purposes of section RCW 46.12.630 (2) (h), “other applica- 
ble authority" includes out-of-state or Canadian entities legally au- 
thorized to operate a toll facility. 


[] 


NEW SECTION 


WAC 308-10A-700 Research. (1) The department will disclose pro- 
tected personal information for research purposes to governmental en- 
tities and bona fide research organizations only when: 

(a) The research cannot reasonably be conducted without the pro- 
tected personal information, the recipient provides adequate informa- 
tion for the department to reasonably determine that the disclosure of 
protected personal information will not harm individuals, the benefits 
e 
O 


to be derived from the disclosure are clearly in the public interest, 
and the results are not of a commercial interest; or 

(bo) The research purpose has been approved in writing by an au- 
thorized official in the department, legislature, or governor's of- 
fice. 
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(2) The department may disclose pseudonymized data for research 
purposes on the condition the recipient will make no attempt to re- 
identify individuals. 


[] 


NEW SECTION 


WAC 308-10A-801 Agents. Where agents are permitted, a requestor 
may access protected personal information through a chain of agents. 
For example, an employer (requestor) may use an employment agency 
(agent #1) to request records on its behalf. In turn, the employment 
agency may request the record through a data broker (agent #2). 


[] 


NEW SECTION 


WAC 308-10A-802 Offshoring. Unless otherwise explicitly author- 
ized in statute, or with prior written authorization from the depart- 
ment, recipients must: 

(1) Only transmit, access, view, store, or process protected per- 
sonal information within the United States. 

(2) Maintain the primary, backup, disaster recovery, and other 
sites for storage of protected personal information within the United 
States. 


[] 


NEW SECTION 


WAC 308-10A-803 Cost recovery fees. Pursuant to RCW 42.56.120, 
the department's fees for providing customized services are the actual 
hourly rate of department staff multiplied by the actual hours, and 
fractions thereof, it takes to respond to the request. 


[] 


NEW SECTION 


WAC 308-10A-804 Notification of incident/breach. In the event 
of an incident or breach the recipient must: 

(1) Notify the department of an incident or breach, or upon re- 
ceiving notice from a subrecipient of an incident or breach, as out- 
lined in its data sharing agreement with the department; 

(2) Comply with all department requirements in managing the inci- 
dent or breach. 

(a) The subrecipient must notify the recipient of an incident or 
breach. 
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(b) All notices to the department must be made before notice to 
any individual or the public. 

(c) Recipients and subrecipients are responsible to make notifi- 
cations as required by RCW 19.255.010 or 42.56.590, as applicable. 


[] 


NEW SECTION 


WAC 308-10A-805 Applications for data. (1) An application must 
be submitted to the department when requesting data. 

(a) The department may reject incomplete applications. 

(b) The department may close the application if the applicant 
does not provide sufficient information to complete the application 
process within 90 days of request. 

(c) The department may close an approved application to receive 
data if the applicant does not execute the data sharing agreement 
within 30 days of department sending the agreement to the applicant 
for signature. 

(2) In the event of a declared emergency, the department may al- 
low a governmental entity to execute a data sharing agreement prior to 
submitting a formal application. The government entity must submit the 
application by a date designated by the department. The department may 
waive the requirement for an application. 


[] 


NEW SECTION 


WAC 308-10A-806 Consent. For the purposes of disclosing protec- 
ted personal information, an individual's authorized legal representa- 
tive may authorize the disclosure. 


[] 


NEW SECTION 


WAC 308-10A-901 Authorization to request a driving abstract. 
(1) When the subject of a driver's abstract must authorize the releas 
of the abstract under RCW 46.52.130, the party requesting the driver's 
abstract under the terms of a data sharing agreement may use the de- 
partment's release form, or its own version of the release form provi- 
ded it contains the information required by federal and state law, and 
the department. The party requesting the driver's abstract under the 
terms of a data sharing agreement must verify that its release form is 
consistent with federal and state law, and department requirements. 
(2) If a recipient or subrecipient uses its own version of the 
release form, the form must not bear the department logo or otherwise 
indicate it is an official Washington state document. 

(3) The release form may be signed in ink or electronically. 

(4) A release form must: 
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with the intent of destroying the record as soon as the record is no 
longer needed for the permissible use. 


[] 


OTS-3994.1 


AMENDATORY SECTION (Amending WSR 00-18-070, filed 9/1/00, effective 
10/2/00) 


WAC 308-104-150 Address requests—Terms and fees. ( (Where—net 
etheriise prohibited) ) When authorized by law ((e*e-*Hte)), the depart- 
ment may make available the address of a person whose driving record 
or identicard record is maintained by the department. A request for an 
address must be in writing((+)) and must include the full name and the 
driver's license number or date of birth of the person whose address 
is requested. The department may request other information from the 
entity to validate the authenticity of the entity and its permissible 
use. 


The department shall collect in advance of disclosure a ((f€e 
e£)) two-dollar((s)) fee for each address ( (¥equested jh—asingte 
tisting)) included in the request, up to and including ((te")) 10 ad- 
dresses, and ((#+fteer)) 15 cents for each additional address on 

( (=Hat—sinegte—Hsting: Previded,Ffhat)) the request. The department 


will provide addresses ( (wit be-peevided)) to all governmental agen- 
cies without charge. 


[Statutory Authority: RCW 46.01.110. WSR 00-18-070, § 308-104-150, 
filed 9/1/00, effective 10/2/00; WSR 82-03-046 (Order 668 DOL), § 
308-104-150, filed 1/19/82.] 
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